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PREFACE. 


The  Indexes  to  Patents  are  now  so  numerous  and  costlj 
as  to  render  their  purchase  inconvenient  to  a  large  number 
of  inventors  and  others,  to  whom  they  have  become  indis- 
pensable. 

To  obviate  this  difficulty,  short  abstracts  or  abridgments 
of  the  Specifications  of  Patents  under  each  head  of  Inven- 
tion have  been  prepared  for  publication  separately,  and 
so  arranged  as  to  form  at  once  a  Chronological,  Alpha- 
betical, Subject-matter,  and  Reference  Index  to  the  class  to 
which  they  relate.  As  these  publications  do  not  supersede 
the  necessity  for  consulting  the  Specifications,  the  prices  at 
which  the  printed  copies  of  the  latter  are  sold  have  been 
added. 

The  number  of  Specifications  from  the  earliest  period 
to  the  end  of  the  year  1866  amounts  to  59,222.  A  large 
proportion  of  the  Specifications  enrolled  under  the  old 
law,  previous  to  1852,  embrace  several  distinct  inventions, 
and  many  of  those  filed  under  the  new  law  of  1852  indicate 
various  applications  of  the  single  invention  to  which  the 
Patent  is  limited.  Considering,  therefore,  the  lai'ge  number 
of  inventions  and  applications  of  inventions  to  be  sepa- 
rately dealt  with,  it  cannot  be  doubted  that  several  properly 
belonging  to  the  group  which  forms  the  subject  of  this 
volume  may  have  been  overlooked.  In  the  progress  of  the 
whole  work  such  omissions  will,  from  time  to  time,  be- 
come apparent,  and  be  supplied  in  future  editions. 

This  volume  contains  Abridgments  of  Specifications  to 
tlie  end  of  the  year  1 866,    From  that  date  ttie  iOfix\^%xs\axv\A 
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^^9(     nill  !jc  found  iii  elu'onologicfil  order  in  the  "  ClironologiMl 
I  «  anil  Deecriptive  ludcjc  "  (see  List  of  Works  at  the  end 

I  of  this  book).      It  ia  intended,  however,  to  publish  these 

^^__  Ahridgments  in  cksses  aa  Boon  aa  the  Abridgments  of 
^^^B  oU  the  Spec!  Scat  ions  Jrom  the  earliest  period  to  the  end 
^^^P  cf  1866  have  appeared  in  a  classified  form.  Until  that 
^^  t&tes  place,  the  render  (by  the  aid  of  the  Subject-matter 
Index  for  each  year)  can  continue  his  ejcaminatiou  of  the 
Abridgments  relating  to  the  subject  of  lUa  search  ia  the 
Chi-onological  and  Descriptive  Index. 

Ah  the  title  intimates,  the  present  work  contains  Abridg- 
ments of  Specifications  relating  to  all  varieties  of  motive- 
power  engines  except  steam  engines,  hydi'aiilic  engines 
and  motors,  and  electric  or  magnetic  engines,  which 
,  will  be  found  respectively  in  the  series  entitled  "  Steam 
Engine,"  "  Hydraulics,"  and  "  Electricity  and  Magne- 
tism." The  main  [jortion  of  this  volume  describes  inven- 
tions for  producing  motive-power  through  the  agency  of  air, 
gaE)  and  all  elastic  fluids  (except  steam)  by  the  expan- 
fflon  or  conti-actiou,  by  the  generation,  by  the  combustion, 
w  by  the  explosion  of  any  of  these  agents, — also  by  the 
influence  on  machinoiy  of  currents  of  air  artificially  pro- 
duced, or  of  the  natural  motion  of  the  atmosphere.  The 
other  inventions  comprised  relate  to  projects  for  obtaining 
motive  power  by  vorioua  means  and  combinations  of  difiei-ent 
forces.  Amongst  these  may  be  mentioned  the  force  of  gra- 
vitation, loss  of  equilibrium,  specific  gravity  of  floats  and 
weights  immersed  in  water  or  other  liquid,  ascension  of  re~ 
G^tacles  inflale<l  with  air  or  gas  under  water,  and  difl'erent 

Cichemea  (except   hydraulic    and    magnetic)    by  which  the 
ttttainmcDt  of  "  perpetual  motion  "  has  been  iitlempted, 
In   accordance  with  the  explanation  of  the  title   given 
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included  in  the  series,  but  not  those  relating  to  the  sails  of 
ships.  Pumps  and  other  machines  for  raising  water  by  the 
eflfect  of  atmospheric  pressure  are  excluded,  as  also  are — 
fire-engines,  force-pumps,  &c.  ;  apparatus  for  forcing,  com- 
pressing, and  exhausting  air  or  gas  ;  methods  of  propelling 
ships  by  the  expulsion  of  water,  steam,  air,  or  gas ;  hydraulic 
engines  of  which  it  is  vaguely  stated  that  they  are  capable 
of  being  worked  by  other  fluids  or  liquids  than  water  ;  also 
apparatus  and  gearing  for  transmitting  and  varying  mecha- 
nical motions  or  applying  manual  or  animal  power. 

In  some  Specifications  rotary  and  similar  engines  are 
described  as  capable  of  being  worked  by  water,  steam,  gas, 
or  any  other  vapour,  fluid,  or  liquid ;  in  others  mention  is 
not  made  of  air,  gas,  or  other  elastic  fluid  than  steam ;  hence 
there  are  omitted  engines  often  very  similar  to  some  of  those 
admitted  on  account  of  their  claiming  a  wider  use  of  motive 
agents.  For  descriptions  of  such  engines  the  reader  is 
referred  to  the  series  relating  to  the  "  Steam  Engine  "  and 
*<  Hydraulics."  Most  fluid  metei-s  and  rotary  pumps  are 
capable  of  being  used  as  motive-power  engines  when  worked 
by  fluids  under  pressure ;  there  are  many  such  which  do  not 
appear  in  the  present  series  as  motive-power  engines,  but 
they  will  be  found  in  the  series  relating  to  "  Gas "  and 
"  Hydraulics." 

Forging  and  stamping  machines,  machine  hammers,  and 
other  tools  propelled  by  the  direct  action  of  the  motive 
agent  (steam,  compressed  air,  or  atmospheric  pressure  in 
connection  with  a  vacuum)  are  omitted,  and  will  be  reserved 
especially  for  a  future  series  relating  to  working  in  metals. 
Similarly  rock-boring  and  coal-cutting  machines  worked  by 
compressed  air  are  excluded,  and  -will  be  found  in  a  future 
series  embracing  such  subjects. 


PREFACE. 

For  ioTentions  rdaLmg  to  the  following  siilijectB  the 
I  reader  is  referred  tO'  the  "  Steam  Engine "  series  ; — 
"  atmospheric  steam  engiuea,"  erroneously  termed  in  some 
Specifications  " atmospheric  engines;'*  most  of  the  usual 
attocliments  of  slenm  engines  and  their  hoilers  which  are 
capable  of  being  used  witli  other  engines,  for  example, 
pressure  guagcs  (although  many  are  espreasly  stated  to  be 
equally  applicable  for  indicating  the  pressure  of  gases  or 
other  elastic  vapours  than  steam  when  used  expansively  as 
a  medium  of  power)  j  valves  for  steam  engines  and  the 
mechanism  for  working  tbeni,  capable  of  being  employed  in 
engines  worked  by  other  elastic  fluids ;  and  likewise  geaeral 
methods  of  lubii eating  pistons,  valves,  &c. 

Paeumatic  motors  for  any  special  and  subsidiary  applica- 
tion, tiB,  e.g.,  the  "  pneumatic  lever "  for  the  organ  key- 
board, are  not  iucluded  in  the  present  work,  but  will  be  found 
in  those  series  with  which  ttiey  are  more  closely  connected. 
Inventions  relating  to  the  use  of  reservoii's  for  compressed  or 
rarified  air  for  working  locomotive  or  other  engines  are  in- 
cluded ;  but  methods  of  atmospheric  or  pneumatic  railway 
propulsion,  which  do  not  embrace  a  new  or  improved  loco- 
moti™  engine,  are  excluded. 

The  Abridgments  marked  thus  (*  *)  in  the  following 
pages  were  prepared  for  another  series  or  classj  but  as 
they  also  relate  to  subjects  belonging  to  the  present  series, 
they  have  heen  reprinted  in  this  volume. 

B.  WOODCROFT. 

Jiilff,  1873. 
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INTRODUCTION. 


The  specifications  abridged  in  this  series  relate  to  the  various 
efforts  which  have  been  made  to  obtain  motive  power  firom  the 
atmosphere  and  its  currents^  and  to  introduce  some  motive  agent 
more  convenient  and  economical  than  the  steam  engine.    The 
most  important  class  of  inventions^  and  the  one  in  which  most 
success  has  hitherto  been  attained^  comprises  the  various  methods 
of  applying  air,  either  in  substitution  for  steam  or  in  ooi^unc- 
tion  witii  ity  or  as  a  means  of  applying  motive  power  already 
obtained  to  some  distant  point,  or,  thirdly,  in  utilising  by  sails, 
vanes,  or  other  means,  the  force  of  the  wind  or  of  currents  arti- 
ficially produced.    It  is  proposed  accordingly  in  this  introduction 
first  to  give  some  account  of  the  history  and  knowledge  of  the 
various  properties  and  laws  regulating  the  pressure  and  expansion 
of  air  and  aeriform  bodies,  in  the  next  place  of  the  discovery  of 
the  different  bodies,  gases,  volatile  fluids,  and  explosive  com- 
pounds, most  frequently  mentioned  in  this  series  of  Abridgments, 
and  lastly,  to  glance  at  the  recent  investigations  into  the  theory 
of  force  and  energy  and  thus  explain  the  failure  of  the  numerous 
attempts  for  obtaining  perpetual  motion  which  form  a  considerable 
part  of  the  series.    All  these  subjects,  however,  must  be  treated 
with  g^reat  brevity,  as  any  one  of  them  would  if  dealt  with  at  a 
length  proportioned  to  their  interest  or  importance  extend  £Gur 
beyond  the  usual  limits  of  an  introduction. 

The  discovery  of  the  pressure  of  the  atmosphere  appears  to 
have  been  made  by  Ctesibius,  who  lived  about  the  middle  of  the 
third  century  B.C. 

Hero  of  Alexandria,  who  is  reported  to  have  been  his  pupil, 
vrote  a  work  on  pneumatics  in  which  many  of  the  effects  of  this 
pressure  are  mentioned.  The  increase  of  pressure  and  subsequent 
diminution  of  pressure  and  rarefaction  caused  by  heat  as  in 
cupping  glasses  are.  also  referred  to.  And  the  effect  of  a  vacuum, 
the  construction  and  effects  of  various  syphons,  the  construction 
pf  a  valve,  the  compression  of  air  by  a  column  of  >n^\^,  s^^rai^*^ 
for  compressing  or  nrefying,' &nd  a  fire-engiiie  COim*a^^xi!^  ^ 
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two  rfiiBdeis  witk  piatans  vikoae  radi  ne  litodied  to  die  cada 
of  •  ban,  M«  klso  Jesenlied.  The  aiast  tcUwtttod  imtinwente 
idemd  lo^  duailnd  bf  Hero,  hwerer,  mc  «  iteam  engine  in 
•Ind  a  lioflov  ksle  is  raside  ta  tgrwht  bj  Ute  nape  of  steftm 
fron  t«o  ofienn|[«,  pointiwn  ■■  oppovlr  ifiitctMfis  nod  placed  on 
~K  papen&uht  to  tbe  axle ;  and  sMODdlf , 
d  bf  aaOa  like  thooe  of  a  wicdmill. 

TV  viodBriU  doea  aot  bowerM  fpcu  to  hkrv  bevti  applied  to 
■aj  bmM  ptupose  b;^  die  ancients.  It  is  «aid  to  hart  been  first 
ectOMirdf  aaed  m  BoUand,  prob»blj  Tor  the  purpose  of  draining; 
the  iat  lands  ot  that  ooantij.  It  will  be  remarked  that  in  moat 
ef  llie  eariier  ipeciGratioDS  coniiderable  stress  is  laid  on  tbe 
mpfBcubiStj  of  tlic  invention  to  nisio);  v-ater. 

Tfce  Utttxj  that  the  atmosphere  had  weight  was  first  promul- 
gated bj  Galileo  and  br  Bali&ni  in  1630,  and  bf  Descartes  in  the 
fulloiriiix  jear. 

In  tfrOTorricelH  sbeired  that  the  colomn  of  quicksilver  ivfaioh 
could  be  topportcd  in  a  tube  was  shorter  than  the  colnmn  of 
mfej  tt-hich  coold  be  similu]j  supported,  and  suggested  that  the 
riarg  of  liquids  in  an  exhausted  tube  was  due  to  the  pressure  of 
the  atmosphere. 

1647.  IT"*  thenrj  was  confirmed  by  Pascsl,  who  experimented 
on  the  height  of  the  column  of  quickaiirer  at  the  top  of  a  church 
steeple  in  Paris,  and  by  Pemer,  who,  al  his  suggestion,  pro\-ed  the 
prcsgnre  to  be  less  at  the  top  of  the  Puy  de  Dome  than  at  its 
baee. 

t6o4.  Otto  Gaerioke  exhibited  his  air  pump,  .^n  account 
of  its  construction  wu  published  by  Schott  in  1G57-  Boyle, 
about  the  same  time,  invented  an  air  pump  of  a  better  construc- 
tion. His  attempts  nere  begun  before,  as  is  said,  the  description 
of  tiuericke's  pomp  «-as  published,  hut  he  was  not  successFuI  until 
after  he  hod  received  some  accounts  from  Schott  of  Guericke's 

Ili.mp. 
'ITie  weif(ht  of  the  air  had  been  previously  attempted  to  be 
BseiTtained  hy  Galileo  and  by  Mersenne,  hy  weighing  bottles  from 
which  t)ie  air  liad  been  attempted  to  be  exhausted.  No  approach 
lo  accuracy  mis  made  till  Boyle's  experiments  were  published. 
IIX'2.  Boyle  in  his  "  Defensio  Doctrinie  de  Aere,"  appended  to 
'■  New  K^perimcnts,  Sec,"  published  this  year  the  result  of  his 
ripfiments  to  prove  that  the  pressure  of  ur  at  a  constant  t«ra' 
peraiare  nrieil  iurnBoly  as  its  volume.    The  priority  of  the  dis- 
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^^^^^  Chlorine  by  Sclieele  in  l/r4.     Its  Elementary  nature  was  first 

r  put  fom-ard  by  Gay  Lussac  and  Thenartt  in  ISW,  and  by  Dai-y 

I  about  the  same  time,  and  eslabliahed  by  some  evperimenti  made 

I  in  the  presence  of  Davy  at  Edinboroagh  in  1812. 

I  Azotic  air  or  nitrogen  appears  to  have  been  first  discovered  by 

I  Rutherford  in  1  /73.    The  discovery  is  often  attributed  to  Lavoisier 

L  tvho  in  1/77  demonstrated  the  composition  of  atmospheric  air. 

^^_  The  compoeition  of  fixed  air  was  discovered  by  him  in  the  same 

^^^H  The  decomposition  of  nitrous  acid  into  nitrogen   and  oxygen 

^^^F  was  discovered  by  Cavendish  in  ^^85.  He  announced  his  dis- 
covery to  Berthollet  in  France,  and  received  simultaneously  from 
him  the  news  of   hi«   discovery  of  the  composition  of  piseoug 


The  composition  of  water  was  discovered  by  Cavendish  about 
1781.  His  attention  seem  to  have  been  called  to  the  subject  by 
Warltire,  who  exploded  a  mixture  of  oxygen  and  hydrogen  in 
Birmingham  in  April  1781.  Cavendish's  eKperimenta  were  not 
published  till  1784,  Phil.  Trana,,  p.  119,  and  the  subject  in  the 
meantime  had  been  investigated  by  Watt  in  this  country  and  bj 
Monge  and  Lavoisier  in  France.  Watt  and  Monge  both  seem  to 
have  arrived  independently  at  the  same  result  as  Cavendish,  and 
indeed  the  former  claimed  (Phil.  Trans.  17^,  p-  33")  and  has  by 
some  been  allowed  the  merit  of  priority. 

The  decomposition  of  water  was  effected  immediately  after  its 
composition  had  been  ascertained. 

In  several  inventions  in  this  series  the  ao-called  permanent 
fCases,  especially  carbonic  acid,  are  used  in  a  liquid  or  solid  form. 
The  possibility  of  tiquefjing  most  of  the  gases  was  first  shown  iiy 
Faraday,  who  succeeded  in  reducing  chlorine  in  the  winter  of 
182-i-a.  He  and  Sb  Humphry  Davy  afterwards  liquefied  several 
of  the  other  gases,  including  carbonic  acid  gas.  Accounts  of  these 
were  published  in  the  Philosophical  Transactions,  pp.  I'O,  189. 
Sulphurous  leid  had  however  been  previously  liquefied  by  Monge 
knd  Clnuet.  probably  about  the  end  of  the  18th  century,  and  chlo- 
rine by  Northmore  in  1805  or  1806.  He  published  an  acoount  of 
bis  experiment  in  Nicholson's  Journal,  vol.  lii.  and  niii.  In  1844 
Fiwaday  again  took  up  the  subject  and  succeeded  in  reducing 
■evcral  other  gases  to  a  solid  or  liquid  stite.  Oxygen  and 
hydrogen  have  hitherto  resisted  all  attempts  at  cnndensatiDn. 

Several  of  the  inventions  comprised  in  this  series  relate  to  thtt 
Ifofrxpoure  o/J/ffcrent  ii^nids  in  the  place  ot  stewn,  ecoTvtnwjTO 
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5  sought  by  employing  liquids  more  volatile  than  water. 
Of  the  liquids  more  usually  BUgffested  tlie  ewliest  known  is 
■Icobol.  which  ia  present  in  all  wioes  anti  ferment**!  liquids,  and 
has  thus  been  to  some  extent  known  t1iroup[h  all  ages  of  which 
we  have  any  authentic  history.  It  could  not  however  be  obtained 
in  any  separate  state  until  after  the  iitTention  of  distillation,  a 
prooess  which  though  doubtfully  mentioned  by  Ariatotle  w<i8  not 
known  till  some  time  after  the  Christian  era,  A  recipe  for  its 
preparation  from  the  diatillation  of  some  occult  substance,  which 
has  been  presumed  to  be  grains  of  com,  was  given  by  RhsEes 
aboutthe  end  of  the  9th  century.  Ortholain,  in  awork  published 
in  1358,  gives  directions  for  the  preparation  of  spirit  {aqua  vit*) 
of  different  strengths,  and  also  for  the  preparation  of  its  prime 
essence,  by  which  pure  alcohol  seems  to  be  intended.  Some  time 
after  its  introduction  great  medicinal  powers  were  attributed  to 
it,  and  it  was  even  thought  by  some  to  be  the  long  sought  for 
elixir  of  life,  whence  indeed  the  French  name  is  derived.  Belief 
in  its  efficacy  continued  down  to  the  16th  century. 

Etber  appears  to  have  been  first  noticed  by  Basil  Valentine 
about  the  eommencemert  of  the  15th  century.  In  a  treatise  on 
the  preparation  of  medicaments  he  notices  the  fragrant  substance 
produced  by  the  diatillation  of  a  mixture  of  spirits  of  wine,  oil  of 
vitriol,  and  other  substances.  Its  discovery  has  also  been  attri- 
buted to  Frobenius.  Its  preparation  was  described  by  Valerius 
Cordius  in  1540.  According  to  Hoefer  Diet,  de  la  Chimie,  p.  389, 
it  did  not  till  about  l/ii**  becaTne  generally  known  in  England, 
and  rather  later  in  Germany.  It  was  studied  by  Scheele  who 
published  a  paper  on  it  in  the  Nova.  Acta.  Acad.  Beg.  Suec., 
1782. 

tBisulphviret  of  carbon  was  first  discovered  by  Lampadiue  in 
WSa,   and  afterwards   studied    by  Marcet   and   Beraeliua,  Phil. 

,,  1813,  p.  i;i. 

I  Chloroform  was  discovered  by  Soubeiran  in  183!,  and  in  the 
next  year  by  Liebig.  Its  use  to  produce  insensibility  during 
SOTginkl  operations  was  introduced  by  Simpson  in  1S47. 

The  first  explosive  material  used  was  gunpowder.  Greek  fire 
appears  to  have  been  known  in  the  eighth  century,  A.D.  The 
composition  of  gunpowder,  which  seems  at  first  to  have  been 
known  by  the  same  name  and  to  have  been  confounded  with  Greek 
fire,  is  said  to  have  been  first  mentioned  \iy  hnAJirav  a.ij.fcawS.t\ 

LD,  lSi9.  Diid again  in  A.D.  1312,  and  A.\).\3i'i'i.  W.-sT-acXMrf-'? 
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knon-n  to  Roger  Bucon,  being  mentioned  in  his  Opua  Magnum. 
It  is  said  to  have  heen  introduced  into  Europe  by  the  Saracens, 
and  use^i  in  the  battle  of  Ctccy,  fought  on  the  26th  August,  1346. 
The  Chinese  are  also  said  to  have  used  it  nearly  a  century  before 
in  their  defence  of  the  country  Kgainst  the  Moguls.  (Gibbon'a 
Decline  and  Fall,  oh.  xxxv..  Smith's  ed.,  vol.  iv.  p.  240,  ic,  oh. 
Ixiv.  vol.  viii.  IJ.  11.  n.  23  and  b.  Hatlani  Middle  Ages,  Sth 
ed.,  i,  p,  340;  oh.  3.  pt.  2.) 

Of  the  other  solid  explosives  mentioned  in  this  aeries  gun  cotton 
was  made  first  by  Schonbein  in  1846.  His  method  was  patented 
in  England  by  John  Taylor  (as  b.  communication  from  a  foreigner) 
October  8,  1846. 

Howardjin  1800,  discovered  that  nitrates  of  mercury  and  silver 
heated  with  alcohol  and  nitric  acid  give  fulminating  compounds. 
Liebig,in  1824,niadetheircompositioii  known.  The  fulminating 
oxychloride  of  gold  was  long  before  known.  Its  properties  were 
studied  by  Berthollet,  who  was  bom  in  174S. 

The  laws  of  motion  were  first  laid  down  by  Newton  who  in  hta 
Principia,  published  in  1686,  enunciated  as  a  principle  that  in  all 
instruments  the  action  estimated  according  to  the  force  and 
velocity  of  the  agent  was  equal  to  the  reaction  of  the  resisting 
body  estimated  according  to  the  velocity,  together  with  the  force 
of  resistance  arising  from  friction,  cohesion,  weight,  and  accele- 
ration of  each  particular  part.  'I'he  action  here  spoken  of  is 
what  corresponds  vnih  that  now  generally  called  horse  power. 

In  1737  or  1769  Block  colled  attention  to  the  loss  of  heat  at' 
tending  the  melting  of  ice  and  olhcr  bodies,  and  based  on  it  his 
theory  of  latent  heot  and  of  caloric,  which  he  supposes  to  be  a 
very  rare  fluid,  and  the  material  principle  or  aubstance  of  heat. 
Although  this  theory  is  now  overthrown,  yet  the  experiments  of 
Black  on  which  it  was  based  &rst  clearly  established  the  cunverti- 
bility  of  h?at  into  other  forms  of  force,  and  thus  became  a  starting 
point  for  the  dynamic  theory  of  heat.  Hb  experiments  verifying 
his  discovery  were  not  completed  till  1764. 

l~9ii.  Count  Rumford  published  his  "Inquiry  concerning  the 
"  Source  of  Heat  which  is  excited  by  Friction  "  in  the  Phil,  Trans. 
p.  80.  He  showed  that  the  amount  of  heat  capoble  of  being  excited 
by  friction  was  inexhaustible,  and  that  consequently  it  could  not  be  a 
material  substance,  and  considered  that  it  was  "  extremely  difficult 
"  if  not  quite  impossible  to  form  any  distinct  idea  of  anything 
"  capable  of  being  excited  and  communicated  in  the  manner  that 


^^P  LNTRODUCTIOX.  xxi^^^H 

'  ''  heat  was  e:[cited  and  communicated  in  (his)  cxpcriuientsj  e:(cep^^^^^H 

it  be  motion,  p.  its. "  ^^^^^^| 

1B12.   Sir   Humphry  Davy  in  his  "Chemical  Philasophy '^^^^^| 
eniindates  the  the  principle  that  "the  immediate  cause  of  th(r^^^ 
"  phenomenon  of  heat,  then,  is  motion,  and  the  laws  of  its  com- 
"  munioation  are  precisely  the  Bame  as  the  laws  of  the  communi- 
"  nicfttion  of  motion." 

\S42.  Mayer  published  "  Remarks  on  the  Forces  of  loorgamo 
"  Nature,"  and  liud  down  that  in  the  universe  are  two  systems 
of  causes  not  mutually  convertible ;  the  different  kinds  of  matter 
and  the  different  kinds  of  force.  Forces  are  convertible,  but  not 
destructible,  nor  can  they  lie  created  out  of  nothing.  Motion, 
when  apparently  destroyed  is  converted  into  heat  or  other  kinda 
of  force.  In  this  paper  Mayer  also  attempts  to  find  tlie  numerical 
solution  of  the  relation  between  heat  and  work. 

1843.  Joule  read  a  paper  "  On  the  Calorific  Effects  of  Ma^^neto- 
"  electricity,  and  on  the  Mechanical  Value  of  Heat,"  before  tlie 
British  Association  at  Cork.  It  was  afterwards  published  in  the 
Philosophical  Magazine.  It  was  there  demonstrated  experimentally 
that  the  mechanical  poiver  exerted  in  turning  a  magneto- electric 
machine  is  converted,  into  the  heat  evolved  by  the  passage  of  the 
current  of  induction  through  its  coJla,  and  on  the  other  hand  that 
the  motive  power  of  the  electro-magnetic  engine  is  obtained  at  the 
expense  of  the  heat  due  io  the  chemical  reaction  of  the  battery  by 
which  it  is  irorked.  In  the  appendix  to  the  paper  is  described  a 
method  of  directly  determining  the  mechanical  equivalent  of  heat 
or  of  the  weight  which  by  falling  a  foot,  and  tben  being  stopped 
in  such  a  manner  that  all  ita  force  is  converted  into  heat  will 
produce  sufficient  heat  to  raise  the  temperature  of  a  pound  of 
water  1°  F.  After  elaborate  experiments  made  in  1845  and  1847 
this  weight  was  determined  at  772  lbs. 

1843.  Grove  dehvered  a  course  of  lectures,  the  substance  of 
which  was  afterwards  published  by  him  under  the  title  of  "  The 
Correlation  of  Physical  Forcea."     The  views  there  contained  were 
,  first  publicly  delivered  by  him  in  a  lecture  given  the  previous 

I  year  (January,  1842).    He  there  holds  that  force  cannot  be  anni- 

hilated,  but   is    merely  subdivided  or   altered   in    direction   or 
cfaaiacter,  and  that  the  heat  derived  from  friction  or  percussion  ia 
_  a  continuation  of  the  force  formerly  associated  with  the  moving  . 

^^^^b)dy.  He  also  brings  together  a  great  number  of  instances  d^^^^h 
^^^BjKea,  chemical,  electric,  magnetic,  &c.,'con\-erted  info  oth^^^^^H 
^^^^H^sical  forces,  and  lays  down  as  a  principle  t\ke,\,  tcrciA  i^un^^^^^l 
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exist  without  EiDtecedent  force,  and  citn  no  more  be  created  or 
annihilated  than  matter  can. 

It  follows  from  the  principles  laid  down  by  Newton  and  othera 
mentioned  above,  that  perpetual  motion  cannot  be  attained  by 
any  combination  of  levers,  piatona,  cylinders,  weights,  or  other 
mechanical  apparatus,  for  no  such  apparatus  can  do  smy  work 
except  at  the  expense  of  the  capacity  for  doing  work  or  energy 
originally  contained  by  it,  and  muat  consequentiy  soon  stop 
unless  fresh  energy  be  imparted  to  it  either  from  the  combustion 
of  fiiel  or  other  means.  No  prime  moier  can  be  in  the  same 
state  after  it  has  done  work  as  that  which  it  was  at  first. 
Nevertheless,  even  to  the  present  day,  numbers  of  persons 
endeavour  out  of  mechanical  apparatus  to  construct  an  engine 
which  will  go  on  working  for  ever.  Some  by  ingenious  combi- 
nations of  wheels,  screws,  levers,  or  other  instruments  seek  to 
make  the  power  of  a  descending  weight  sufficient  not  only  t<j 
raise  an  equal  or  even  heavier  weight  to  the  same  height  as  it 
began  to  descend  from  and  to  overcome  the  friction  of  the 
engine,  but  also  to  drive  a  heavy  atrriage  or  move  machinery. 
Others  consider  that  compressed  air  can  be  made  to  expand 
in  a  cylinder  or  to  act  against  vanes  with  power  enough  to  oom- 
pKss  an  equal  bulk  of  air  to  its  own  original  degree  of  density, 
and  also  to  raise  large  quantities  of  water.  Some  hope  that  the 
external  air  will  rush  through  a  peculiarly  shaped  aperture  into 
a  resen'oir  already  containing  compressed  air  whose  pressure  is 
much  greater  than  that  of  the  external  air. 

The  views  of  Mayer,  Grove,  and  Joule  havebeen  experimentally 
verified  and  have  been  accepted  and  worked  out  in  a  number  of 
waya  by  Sir  W,  Thompson,  Helmholz,  and  others.  If  the  knoiv- 
ledge  of  them  were  generally  diffused  it  would  oave  great  loss, 
both  of  thought  and  labour  now  expended  in  searching  after 
Belf-sustaining  engines  and  machines  that  will  go  for  ever. 
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A.D.  1635,  March  9.— N°  79. 

BA.RTON,  William. — **  Skill  of  makeing  engine,  w?^  being  put 
''  in  order,  will  cause  and  mainteyne  their  owne  mooons  with 
''  continuance  and  without  any  borrowed  force  of  man,  horse, 
'*  wind,  river,  or  brooke,  whereby  many  seyerall  kindf  of  excellent 
**  rare  workf  may  be  pformed  to  the  greate  good  and  benefitt  of 
''  the  comon  wealth,  the  like  cause  and  meanes  of  which  con- 
'*  tinuance  of  mo6on  hath  not  beene  heretofore  brought  to 
**  pfeccon.*' 

[No  Specification  enrolled.   Let^rs  Patent  printed,  price  4d.'] 

A.D.  1662,  March  12.— N°  135.  * 

W^YNE,  Ralph i — ^**An  engyne  which,  with  the  perpetuall 
'^  moSon  of  itselfe,  without  the  help  or  strength  of  any  person  or 
'^  creature,  will  not  only  dieyne  great  levell-f  of  vast  quantities  of 
"  water,  but  alsoe  mynes  of  fifty  fathom  deep  or  more." 

These  letters  patent  extended  to  England,  Scotland,  and  Ire- 
land, and  were  granted  conditionally  on  the  inventor  paying  into 
the  exchequer  "the  yearely  rent  or  sume  of  four  pound^." 

[No  Specification  enrolled.   Letters  Patent  printed,  4d.] 

A.D.  1674,  February  27.— N°  174. 
JOHNSON,  John. — ^"  A  new  way  or  wayes,  or  a  new  manner  or 
"  manners  of  mocon  for  a  windmill  or  windmills,  or  winde  engine 
''  and  wind  engines,  never  yet  practized  in  this  nation,  by  which 
^  may  be  pformed  the  rabing  of  water  to  great  heightf ,  the 
'*  draining  of  mines  and  drowned  ground  (>,  and  other  thingf, 
*'  for  the  great  advimtage  of  the  publique,  and  at  a  lesser  charge, 
''  and  in  a  m(»re  convenient  manner  then  any  other  yet  ^t«j;:^sv&^^«^ 
CNo  Spedfljoaticm  enroJied.   Letters  Patent  printed,  4d.l 
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A.D.  1684,  November  12.— N°  2-13. 
HECKFORD,  Nathan.—"  Makeing  sailes  or  vanes  to  go  the 
"  horizontall  way,  serveing  for  windmilla,  horemilla,  and  water- 
'  mills,  and  for  seuprall  Borts  of  enf^nea  for  draineiog  of  lands, 
'  pitts,  mines,  and  many  other  uses,  att  cheaper  rates  then  euer, 
'  which  sort  oF  vanes  or  sailes  are  mich  as  were  neuer  heretofore 
'  used  in  anj  of  our  dominionH," 

[No  SpeiiiflcatiDn  enrolled.    Letters  Patent  printoJ,  W.] 

A.D,  1693,  March  3,— N"  315. 
HADLEY,  John. — "An  invention  whereby  a  motive  power  or 
'  facility  is  obtained  f^m  the  ebbing  and  flowing  of  the  water 
operateing  on  a  vessell  floateing  thereon,  which  said  vessell,  by 
'  ita  riseing  and  foiling  with  the  water,  gives  motion  to  all  manner 
'  of  movements,  aa  mills,  engines,  &c. ;  an  invention  of  hori- 
■'  zontall  wheeles,  or  engines,  to  move   in  or   vndar  the  water, 

*  by  the  water,  or  out  of  the  water,  by  wind,  differently  framed 
ls  the  worke  may  require ;  an  invention  of  raiseing  and  letting 

'  downe  all  sorts  of  vertical  wheels  of  coffion  vse,  rendring 
'  them  thereby  more  vsefull  in  vncertaine  waters,  by  rightly 
'  takeing  the  streame  at  all  heights  of  water;  an  invention  of 
"  egineB  moved  by  wind,  I'sefull  for  drawing  severall  machines  and 
'  carriages  instead  of  horses;  a  contrivance  of  measureing  time 

*  a  more  compendious  way  with  one  wheele  onely,  which  will  goe 
'  much  more  exact  than  movementB  with  multiplicity  of  wheeles, 
'  which  will  be  of  very  great  vse  and  advantage  both  by  sea  and 

*  knd." 

[No  SpedSwtion  enrolled.    Letters  Patent  printed,  «t.] 

A.D.  1693,  November  24.— N"  32/. 

IPOYNTZ,  John.—"  Diverse  jnstmmenta  of  wood,  iron,  Steele, 

'  and  other  materialls  for  raiseing  of  water,  as  well  from  standing 

'  water  as  running  atreames,  to  gue  of  itselfe  ^petuatly,  to  per- 

*  foraie  any  mill  worke,  or  other  worke  it  shall  be  putt  vnto." 

[No BpecificatioQ  cnroUi'd.   LettersPBtent  printed. «.] 

A.D,  1724,  October  26.— N*4?l. 
BRENT,  John.—"  A  wind  engine  or  machine,  which  would  be 
'  vsef^U  in  occasioning  motion  to  all  sorts  of  mill  work,  and  for 
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"  divers  other  vses  and  purposes^  far  exceeding  all  wind  engines 
hitherto  practised  whose  femes  move  horizontallj^  and  are  so 
dispoaad  as  to  work  with  the  wind  blowing  firom  any  point  of 

''  the  c(Hnpass,  without  turning  or  altering  the  position  of  the     * 
said  engine  or  house  thoprto  belonging." 
[No  Specification  eniolMt  Leilters  Patent  printed,  4dL] 

A.D.  1726,  July  21.— N«  486. 

ROWE,  Jacob. — "  An  engine  for  the  more  effectuall  raising  of 
''  water,  both  in  quantity  and  height,  acted  either  by  generated^ 
"  expanded,  or  compressed  air,  which  will  be  of  oonsiderable 
'^  service  to  the  subjects  of  our  kingdomes  and  plantadons ;  thai 
the  petitioner  hath  likewise  proposed  a  method  for  the  further 
improvement  of  the  use  of  fire,  whereby  all  sorts  of  vessells  with 
water,  or  other  liquids  will  suddenly  be  made  hot,  with  consider- 
ably lesser  quantity  of  fuel  than  usual,  which  may  be  of  benefit 
in  saving  charges  to  our  subjects  in  general,  and  more  especially 
to  some  particular  trades  in  which  fuel  is  a  very  great  part  of 
"  their  expence." 

[No  Bpecification  enrolled.   Letters  Patent  printed,  4d.] 

A.D.  1728,  November  21.— N«»  505.    (*  *) 

PAYNE,  John. — ''  A  new  engine  to  be  moved  by  pressure  of 
'*  the  air  into  any  building  where  large  fires  are  made  use  of,  as  in 
"  glass  houses,  or  any  other  buildings  for  large  works,  wl^re  by 
"  those  fires  the  air  is  rarified  or  the  elasticity  thereof  within  the 
building  is  in  a  great  measure  destroyed,  which  occasions  a 
pressure  of  air  from  without  through  an  avenue  into  the 
building  of  sufficient  force  to  turn  or  drive  a  wheel,  something 
like  a  large  water  wheel,  that  will  grind  com,  move  large 
"  hammers,  raise  water,  or  performe  any  other  worke  that  is  done 
*'  by  the  force  of  wind,  water^  or  honM,  &c." 
'*  The  form  of  my  engine  abovft4nentioned  is  made  in  manner 
following,  viddioet : — ^A  large  wheel  fixed  to  an  axle-tree  is  hung 
in  a  frame  on  the  outside  of  the  building,  so  that  the  wheel 
<'  will  be  in  a  perpendicular  or  other  position,  and  on  the  extreme 
''  or  outer  parts  of  the  said  wheel  is  to  be  placed  fanes  or  padles  of 
a  ]A;ofM>rtionable  length  and  breadth  to  the  bigness  of  the  wheel 
and  avenue  through. which  the  ur  is  to  pasa  m\iO  ^^  \k\i^^Ycv^ 
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case,  for  that  purpose  to  direct  the  air  in  a  right  course,  so 
as  it  mfty  have  the  greatest  force  on  the  extreme  or  outer  part 
of  the  wheel  and  padles,  which  will  give  the  same  a  very  strong 
ciroular  motioHj  auffioient  to  move  other  machineiy  works  for 
the  purpoMB  mentioned  in  the  aaid  letters  patent." 
fPrlnted,  4ii.  NoDnvIngs.  St-e  Kolta  Ohapd  Iteporta,  Btb  Report,  p,  11B,] 


A.D.  172!>,  March  UK— N»  507- 
BEWLEY.  Thomas,  and   HOLTHAM,  Thomas.— "A  carton 

"  new  engine  or  machine  for  raising  of  water  more  extenaively  hy 
"  alternate  eipulsion,  rarefai^con,  or  exhanfltinK  of  air,  and  pres- 
*'  sure  of  the  atmosphere,  whereby  townea  and  fjardena  may  be 
"  supplyed  with  water,  and  mines,  pitta,  docks,  and  fenrs,  &c,  maj 
"  be  emptied  and  drained  by  a  more  expeditious  and  cheaper 
method  than  hath  been  invented  or  Tsed  before." 

DVo  SpeciflcalloD  enroUeiL    LotlcrB  PBtenl  printed,  td.] 

A.D.  1729.  MajIG.— N-6U. 
HANKSBEE,  Francis. —"  A  new  method  of  applying  the  een- 
1  Irifugul  force  of  a  body  moving  in  a  curve  line  to  the  moving 
'  of  all  the  various  kinds  of  mechanical  and  hjdraulical  engines 
r  instruments  which  are  now  in  vae  or  that  may  hereafter  be 
Livented,  by  the  application  of  which  power  the  effects  of  all 
'  the  aforesaid  engines  will  be  rendered  much  greater,  and  withall 
*  lesae  expensive,  then  they  are  at  present." 

[Kd  SpedflFation  enrolled.    Letters  jE'ulsDt  printed.  *d.2 

A.D.  1736,  November  15,— N-  555. 

I   PAYNE,  John. — "Method  of  expanding  fluids."     In  a  bottom 

'  |Kit,  or  vessel  made  of  iron  or  other  metal,   is  placed  a  veaael 

with  spouts  called  a   dispenser,  which  is    made   to   move   in  a 

circular  or  other  motion.     Grates,  plates,  and  bars  of  iron  or  other 

meto!  are  placed  in  the  bottom  pot  for  the  better  support  of  the 

dispenser  and  for  easier  dividing  and  rarifying  the  fluid.    The 

bottom  pot  is  to  be  heated  to  a  great  degree  of  heat  and  kept 

(   Mntinunlly  so  while   in  use.     Water,  air,  or  other  fluid  forced 

K^into  the  bottom  pot  or  into  the  dispenser,   is  hy  the  dispenser 

i  as  aforesaid  or  bj-  some  other  way  dis])ensed  round  the 
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sides  and  bottom  of  the  bottom  pot  and  expanded  or  rarified  into 
elastic  steam  or  vapour  which  is  to  pass  out  of  the  same  bottom 
pot^  and  to  be  applied  to  give  motion  to  *'  hjrdraulo-pneumaticall  '^ 
or  other  engines.  .  ^ 

Some  years  after  this  period  the  Patentee  described  his  inven- 
tion to  the  Royal  Society.  From  that  account  we  learn  that  his 
boiler  was  shaped  like  a  balloon.  Its  middle  portion  was  encircled 
with  a  current  of  flame  and  smoke  from  the  furnace.  A  smaU 
revolving  wheel,  like  a  Barker's  wheel,  inside  the  balloon,  jetted 
water  from  its  circumference  upon  the  highly  heated  portion  of 
the  inner  surfEu;e  of  the  balloon,  and  converted  it,  as  it  fell,  into 
steam.  The  fluid  that  was  not  rarified  fell  to  the  bottom  of  the 
vessel,  and  was  removed  by  a  pimip.  He  says  he  rarified  90 
gallons  with  112  poimds  of  coal.    (Phil.  Trans.,  p.  828,  A.D. 

1747.) 

[Printed,  4tf.    No  Drawings.  See  Bolls  Chapel  Beports,  6th  Seport,  p.  119.] 

A.D.  1737,  June  17.— N°  558. 
STEPHENSON,  David.—"  Improvement  of  mechanicks  and 
"  hydraulicks."  The  problems  proposed  are,  generating  motion 
and  force  in  solid  bodies  and  in  fluid  bodies  at  rest,  collecting  and 
accumulating  motion  in  bodies  actually  endowed  \\dth  sox^ft 
degree  of  motion,  diminishing  friction,  and  constructing  machinea 
so  as  to  render  the  communication  of  the  power  to  the  resistance 
in  the  most  commodious  manner.  The  method  for -solving  the 
first  case  is  by  having  a  strong  vertical  axis  of  metal,  about  the 
middle  whereof  is  fixed  a  circular  wooden  plain  of  three  to  sixty 
feet  in  diameter,  having  weights  firom  a  hundred  pounds  to  a. 
hundred  tons  placed  on  the  circumference.  To  the  bottom  df  the 
axis  is  fixed  a  cylinder  from  one  to  six  feet  in  diameter  which  is 
fitted  to  the  bore  of  a  cylindric  vessel  filled  with  water,  and 
having  a  pipe  leading  to  a  second  vessel  also  filled  with  water  and 
elevated  from  ten  to  a  thousand  feet  above  the  first.  The  axis  is 
raised  and  kept  suspended  by  the  presence  of  the  water  and  may 
now  be  easily  put  into  a  circular  motion  with  all  the  weights 
hanging  thereon.  The  great  quantity  of  motion  thus  accumulated 
in  the  axis  may  be  transferred  and  commmaicat^d  for  giving 
motion  to  all  kinds  of  machines.  The  a^  ni^  also  be  raised  by 
a  cylindrical  wooden  vessel  fixed  on  the  axis  and  immersed  in  a 
reservoir  of  water  or  by  "means  of  .the  pressiire  of  nvetcvsa^ ,    "^Vxai^Si 
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^^™  may  be  set  in  motion  by  haviiiff  a  large  circular  vessel  fiited  1^^^^ 
a  vertical  axis  raised  in  the  manner  mentioned.  The  vessel  has 
two  upright  concrntric  aides  and  round  ttie  outer  side  of  the 
moveable  vessel  vertical  water  wheels  are  placed.  Upon  the  afore- 
said principles  of  putting  fluid  bodies  into  a  circular  motion  the 
same  will  besides  acquire  a  centrifugal  force  which  may  be  applied 
for  producing  a  vacuum  within  a  cylindrical  metal  barrel. 

PThe  force  of  the  wind  may  he  accumulated  by  means  of  a  ver- 
tical axis  of  wood  furnished  with  four  or  six  siLtls  which  may  be 
made  to  open  out  in  moving  along  the  wind  and  to  shut  or  furl 
inwards  in  moving  againat  the  wiiid,  or  may  be  made  to  turn  on  an 
horizontal  a-xia  so  as  to  present  their  broad  sides  to  the  wind  only 
^rhen  moving  with  it.  The  axis  with  its  furniture  of  saila  ia  pro- 
posed to  be  raised  up  by  the  pressure  of  water  or  quicksilver  in 
the  manner  described. 

,     Draughts   and    models   are   referred   to   at    the    end    of   the 
Specification. 

[Prtnted,  M.    No  DrawinEa.] 

A.D.  1733,  June  24.— N"  5G1. 
KAY,  John. — "An  upright  wind  mill."  This  consists  of  two 
Tipright  posts  fixed  in  the  ground  and  a  cross  beam  tying  them 
'together  at  their  heads.  Betwixt  the  two  posts  is  placed  a  moving 
shaft  with  center  pins  and  sockets,  in  which  shaft  are  placed  eight 
arms  horizontally,  to  which  arms  are  hung  four  aiuls  on  movinj; 
frames,  which  receive  the  wind  from  any  point,  "  and  by  means 
"  of  the  sails  opening  and  shutting  like  a  door  and  a  brace  or 
*  stay  line  on  the  back  thereof  are  in  full  sail  on  one  aide  the 
"  shaft  and  come  up  edgeways  on  the  other."  A  cog  wheel  is 
at  the  bottom  of  the  shaft.  The  force  may  be  increased  by  adding 
"  one  or  more  teem  of  arms  and  sails."  and  by  adding  one  arm  the 
mill,  in  case  of  necessity,  may  he  worked  by  horses. 
DTo  Spodflcatiou  enroUeil.    Lrtlprs  Pulent  printed,  W.] 


I  A.D.  1746,  Decembers.— N- 615. 

LEE,  Edudkd. — "A  self-regnlating  wind  machine," 
fijmislieil  with  &  "weight  which  regulates  the  sails  according  to 
"  the  wind  force,"  a  "  regulating  harr  passing  through  the  centre 
''  of  the  original  axes,"  and  "  chains  flwrn  the  hair  to  the  si  " 
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represented  in  the  drawing  as  fixed  to  corresponding  nefefer  angles 
of  the  sails.  Other  chains^  as  represented,  pass  from  the  opposite 
nearer  angles  to  the  arms  carrying  the  sails.  The  weight  is  fixed 
to  a  ''reg^nlator"  shewn  dose  to  ''back  sails  which  keep  the 
'*  machine  constantly  in  the  wind."  The  mode  of  operation  is 
not  described. 

[Printed,  ikX.   Drawing.   See  SoUb  Chapel  Reports,  6ihB«port»  p.  122.] 

A.D.  1749,  May  9.— N»  643.    (*  *) 

LANGWORTHY,  Richard.—"  A  machme  which  is  be  turned 
by  the  winds  only,  and  of  such  contrivance  and  purchase  that 
it  will  draw  and  extract  with  great  ease  any  weight  of  water, 
metal,  ore,  or  other  weight  whatsoever  from  pitts,  quarries,  and 
other  great  depths;  that  the  said  machine  will  also  be  veiy 
*'  nsefhll  to  persons  occupying  windmills  and  stamping  mills,  and 
"  also  on  shipboard,  for  lifting  great  weights,  and  in  many  other 
"  cases  will  be  of  great  emolument  to  the  publick." 

This  invention  consists  of  an  upright  axis  carrying  vanes,  which 
is  mounted  in  suitable  bearings  in  a  kind  of  frame  connected  to  a 
circular  base,  and  is  partially  enclosed  in  a  case,  other  vanes  being 
abo  arranged  on  each  side  of  the  case.  The  last-mentioned  vanes 
are  for  the  purpose  of  turning  the  case  into  different  positions 
when  the  wind  shifts  or  alters,  and  so  preserving  the  opening 
in  the  case  in  such  a  situation  as  to  cause  the  wind  to  act  in  the 
required  manner  upon  the  vanes  on  the  upright  shaft,  the  other 
vanes  being  also  adjustable  by  means  of  ropes  or  chains.  These 
vanes,  as  well  as  the  moveable  case,  are  furnished  with  "  wheels 
"  or  trucks,''  which  facilitate  their  being  moved.  On  the  lower 
part  of  the  axis  is  a  cog  and  spur  wheel,  for  the  purpose  of 
driving  the  machinery  requiring  to  be  actuated. 

[Printed,  6<l.   Drawing.   SeeBollsChapelRfeports,  ethBeport,  p.l2S.l 

A.D.  1769,  March  14.— N»  921. 

MOORE,  Francis. — **  Machines  or  engines  made  of  wood,  iron, 
"  brass,  oopp^,  or  other  metal  to  be  wrought  or  put  in  motion 
"  by  fire,  water,  or  air,  with  a  small  assistance  of  horses  or  manual 
labour,  which  will  be  very  useful  in  agriculture,  carriage  of 
persons  goods,  and  navigation  by  causing  ships,  boats,  barges, 
and  other  vessels  to  proceed  with  more  swiftness." 
[No  Specification  enrolled.] 
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'  A.D.  1769,  July  13.— N°  933. 

MOORE,  Francis. — "  Maehinea  or  engines  made  partly  of  wood 
''  and  partly  of  iron,  brass,  oopper,  or  other  metal,  and  conaimeted 
i'  upon  peculiar  principles,  capable  of  being  wrought  or  put  in 
"  motion  hy  force  or  power  without  being  drawn  by  horses  or  any 
"  other  beasts  or  cattle,  and  will  he  very  useful  in  agriculture, 
"  carriage  of  persons  and  goods,  and  also  in  navigation,  hy 
"  CBUBing  ships,  boats,  barges,  and  other  vessels  to  move,  sail, 
"  or  proceed  with  more  swiftnew  or  dispatch  than  usual." 
INo  BpedScatioii  ciuMlkd.   See  Meohanica'  MAgniine,  vol.  ir,  p,  us.] 


A.D.  I?7G,  April  1.— X"  1124. 
■;WcINTOSH,  Peteb.— "  Horizontal  windmiU  with  a  multiplying 
'  power  upon  a  \ety  different  aad  much  superior  construction 
'  and  broke  and  stopt  in  a  very  different  manner  from  any  mill 
<  that  ha^  ever  yet  been  invented ;  the  same  mill  to  be  likemse 
■'  worked  with  cattle  and  the  wind  power  to  be  put  upon  a  water- 
''  mill  as  occasion  may  require." 


[Ko  Spcoificatlon  enrolled.] 


A.D.  1779.  June  16.— N°  1228. 
CLLER,  John  Uietrick.^"  Engine  constructed  on  self- 
moviriR  principles."  This  consista  of  a  double  wheel  or  two 
parallel  frames  fixed  on  one  axis,  and  having  two  or  more  corre- 
sponding apertures,  ho  that  an  a.iis  passing  through  them  shall  be 
parallel  to  the  axis  of  the  &ames.  The  interior  of  each  aperture 
is  smooth  and  circular,  and  has  belonging  to  it  an  oblong  box 
£ied  to  two  cylindric  pieces,  with  their  axes  in  the  same  line, 
vhich  are  exactly  half  the  diameter  of  the  apertuiea  in  the  wheels 
and  roll  on  the  internal  surface  thereof.  The  pieces  roll  by  teeth  or 
trundles  fitting  into  other  teeth  on  the  sides  or  external  surfacet  of 
tlie  apertures.  Each  box  haa  each  of  its  opposite  aides  to  which  tba 
cylindric  pieces  are  fixed  perforated  with  three  holes  of  an  oval 
jhape,  in  which  a  weight  having  two  cylindric  parts  rolls.  From 
the  position  of  these  two  oval  holes  when  the  box  comes  to  a 
vertical  position,  the  weights  will  ro!!  further  from  the  centre  so  as 
to  bring  the  box  to  an  inclined  position  and  the  teeth  on  the 
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# 

cylindric  axis  will  act  on  those  in  the  wheel  or  frame.  The 
powers  generated  will  depend  on  the  formation  and  position  of 
the  oval  holes. 

ITrinted,6d.   Drawing.   See  Bolla  Chapel  Beportv6th  Report,  p.  IM.]    ' 

A.D.  1782,  April  15.— N**  1324.    (♦  *) 

MORLEY,  HiLLDSBRAKD. — ^A  machine  to  give  to  mills,  clocks, 
&c.  *'  a  constant  and  perpetual  force  and  motion."  This  machine 
consists  of  a  large  wheel  having  divisions  on  its  rim,  like  a  water 
wheel,  each  large  enough  to  contain  a  round  wooden  or  hollow 
metal  haU.  This  is  connected  by  puUies  with  a  smaller  wheel, 
which  drives  a  third  wheel,  to  which  are  attached  lifters.  As  the 
large  wheel  revolves,  thereby  causing  the  others  to  revolve,  the 
balls  fall  off,  and  rolling  down  an  inclined  plane  or  spout,  enter 
a  tall  square  or  tube  filled  with  quicksilver  or  some  fluid,  and, 
from  their  lightness,  rise  to  the  surface,  and  are  lifted  out  by  the 
lifters,  and  then  roll  down  another  inclined  plane  or  spout,  and 
reload  the  large  wheel.  There  is  also  a  small  wheel  attached  by 
spokes  to  the  rim  of  the  large  wheel,  and  thus  kept  in  motion. 
The  machinery  is  fixed  to  a  framework. 

[Printed,  4c2.   No  Drawings.] 

A.D.  1783,  November  16.— N°  1399. 

WISEMAN,  Benjamin,  the  younger. — "  Sails  for  windmills." 
In  this  invention  four  horizontal  levers  are  attached  to  an  upright 
shaft;,  and  at  the  end  of  each  lever  is  a  mast  canying  a  sail.  Be- 
tween the  levers  are  fir  poles  or  "  stays."  Each  sail  is  kept  in 
position  by  a  sheet  line  passing  from  it's  corner  to  a  pidley  at  the 
extremity  of  the  stays  and  thence  into  the  mill ;  and  it  is  drawn 
upland  down  by  a  halyard  which  passing  over  a  pulley  at  the  top 
of  the  mast  and  thence  along  the  mast  lever  and  shafb  comes 
down  inside  the  mill  and  is  attached  to  an  iron  ring  and  hooked 
on  to  an  half  staple  at  the  foot  of  the  shaft.  From  the  upper  part 
of  the  shaft  is  hung  a  metal  ball,  connected  by  a  wire  to  the  lower 
extremity  of  the  vertical  arm  of  a  bent  lever,  having  its  centre  on 
the  shaft  and  the  other  arm  perpendicular  to  the  shaft.  This 
arm  is  graduated  and  a  regulating  weight  can  be  made  fast  to  any 
part  of  it.    When  from  the  force  of  the  wind  the  velocity  of  the 


w 

i 

I 


10  AIR.  GAS,  AND  OTHER 

shaft  eiceeda  a  certain  amount,  the  centrifugal  force  of  the  ball 
erbaJancea  the  regulating  weight  and  drawa  for>viird  the  lever  so 
aa  to  strike  a  trigger  which  lets  down  a  catch,  and  this  as  the  iron 
ringa  of  the  halyards  revolves  past  forces  them  off  the  half  staples. 
Thus  the  saiU  are  in  case  of  atomi  struck  of  themselves.  A  borse 
maj  be  used  to  turn  the  shaft,  and  a  provision  against  an  accident 
trom  a  sudden  gale  is  described. 

)1.  4,  i>.  li ;  Bolb 


A.D.  17S4,  April  10.— N»  142G.     (*  *) 
DE  KEMPELEN,   Woi-fgang.— "  A    reaction    engine   set    in 
"  motion  by  fire,  air,  water,  or  any  fluid,  and  appUcable  to  any 
"  other  machine  or  engine  requiring  a   moving   power  in  any 
"  direction  whatsoever." 

The  principle  of  this  machine  consists  in  producing  motion  by 
either  Bteam  or  water  under  pressure  being  made  to  issure  &om 
small  apertures  at  the  opposite  extremities  of  a  horizontal  tube, 
and  thus  to  cause  the  cylinder,  which  is  balanced  at  its  centre  on 
Ik  moveable  joint,  to  revolve. 

[Printed,  «J.    Drawinjt.   Bee  Soils  Chapel  Ileporta,  Sth  Report,  p.  loa,] 


A.D.  i;85,  January  15.— N"  14fiO.     (•  *} 

GULLEIT.   Christoi'HBR.— "New    invented   eolian    engine; 

*'  for   working   pumps,  mills,   ginns,  whyms,   cranes,   or   Other 

"  machines  by  the  force  and  action  of  the  wind  and  the  power  of 

"  condensed  air." 

"The  occasion  of  this  invention  was  the  bad  behaviour  of  a 
"  person  who  had  contracted  for  drawing  the  water  from  a  pat^ 
"  tioular  part  of  the  said  mines  (lead  mines  in  the  parbh  of 
"  BeerfcrrbJ  by  a  horse  engine  and  water  barrels,  and  from  a  dread 
"  of  listening  to  the  recommendation  of  a  fire  or  steam  eO(j[ine, 
"  on  account  of  its  great  expence.  The  first  idea  of  it  was  from 
"  looking  at  a  shuttlecock,  and  considering  how  it  was  bandyed 
"  forward  and  backward  through  the  air  by  the  feathers*  edges 
being  placed  in  a  particular  position,  and  extending  that  idea 
to  thin  plates  of  iron  or  boards  fixed  obhquely  at  the  end  of 
long  leven,  reaembting  a  shuttlecock,  and  the  first  sketches  vtM 
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^*  drawn  upon  that  plan."  Subsequently^  alterations  were  made 
until  the  wheel  was  perfected.  The  inventor  thus  describes  it : — 
''  Figure  to  yourself  a  vertical  undershot  water  wheels  or  the 
*'  wheels  of  the  water  works  at  either  of  the  London  bridges, 
change  the  position  of  the  wheel  by  standing  its  axis  upon  its 
end,  then  the  axis  and  float  boards,  which  are  now  both  hori- 
zontal, will  be  made  erect  and  to  stand  perpendicular,  and  if 
the  rims  or  rings  of  such  a  water  wheel  were  backed  by  having 
boards  naQed  on  the  within  sides  (with  intervals  of  about  two 
"  inches  between  them,  as  above  described),  it  would  serve  very 
"  well  for  an  eolian  engine  wheel,  and  the  current  of  ur  and  wind 
*^  rushing  perpendicularly  between  the  float  boards  or  buckets 
'^  when  standing  perpendicular  will  resemble  and  be  similar  to  the 
''  current  of  water  forcing  round  its  horizontal  floats.  After 
''  this  familiar  idea  of  it,  a  drawing  or  perspective  view  of  it  would 
*■  be  wholly  unnecessary,  and  for  that  reasoa  only  is  omitted." 

[Printed,  4(1.  No  Drawings.   Bee  Bolls  Chapel  Beports,  6th  Report,  p.  171.] 

A.D.  1785,  May  9.— N»  1478. 

BRAMAH,  Joseph. — ^The  engines  described  in  the  specification 
which  may  be  worked  by  the  expansive  powers  of  condensed  air, 
steam,  or  any  other  kind  of  elastic  vapour,  &c.,  consist  of  two 
metal  cylinders,  one  within  the  other.  The  small  cylinder  is 
moveable  about  its  axis,  and  has  attached  to  it,  a  piston  fan  which 
exactly  fills  the  space  between  the  two  cylinders.  A  valve  moving 
on  an  axis  in  the  outer  cylinder  also  fills  that  space.  Befinre  work- 
ing the  engine  the  air  must  be  exhausted  out  of  all  its  parts. 
The  vapour  is  then  admitted  into  the  interior  of  the  inner  cylinder 
and  passes  into  the  space  to  the  left  of  the  valve,  and  between  it 
and  the  piston  or  fan,  and  by  its  expansion  forces  the  piston  to 
revolve.  The  condensing  pipe  opens  into  the  outer  cylinder  by  an 
aperture  a  little  to  the  right  of  the  valve.  The  valve  in  the  outer 
cylinder  is  made  to  move  back  so  as  to  prevent  its  being  struck  by 
the  piston,  and  the  motion  is  continued  while  the  piston  is  passing 
the  valve  by  means  of  the  fly  wheel.  The  aperture  from  the  inner 
cylinder  is  famished  with  a  valve  which  is  opened  and  shut 
during  proper  parts  of  the  revolution  by  a  lever  striking  against  a 
projecting  part  in  the  comer  of  the  vessel.  The  vapour  is  con- 
densed by  travelling  through  a  long  tube,  and  then  returns  by  its 
own  weight  into  the  boiler,  to  effect  this  there  axe  t770  ^^n^%»  q^^ 
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at  the  totrancG  into  the  boiler  ani!  the  other  at  aoine  distance 
from  it  whieh  prevent  the  returning  liquid  being  forced  back. 
BettFeen  the  two  valves  is  insen«d  the  end  of  anQtber  pipe  com.- 
munic»ting  with  the  outer  cjlinder  a.  little  to  the  left  of  the  valve, 
in  it  and  fuiDisbed  with  a  sliding  valve  or  piston.  When  the  vapour 
is  admitted  into  the  outer  cylinder,  the  pressure  by  means  of  tbe 
Eliding'  piston  becomes  nearly  the  same  in  the  condensing  pipe 
betu'een  the  valves  as  it  is  in  the  boder,  and  the  condensed  liquid 
fells  by  ita  weight  into  the  hoiler.  This  construction  affords  the 
advantage  that  instead  of  water  may  he  used  any  kind  of  spirituous 
liquor  or  other  fluid  that  is  easier  to  evaporate  ot  expand. 

[Printed,  li.  ed.  DriwingB.  See  Prsclfwil  Merhnnics' Journal.  voL  !.  p.  2Sn. 


Bolls  Chaptl  BcportB,  Ath  Report,  p 
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A.D.  1?85,  June  11.— N"  148.1. 
HILTON,  RoBBBT. —  "Improvements  in  wind  mills."  The  sail 
cloths  are  fastened  at  each  end  by  iron  rings  to  rods  at  the 
cilremitiea  of  the  sails.  Farling  and  unfurling  pullies  are  placed 
on  one  side  but  opposite  surfaces  of  the  sail,  they  and  the  pur- 
chase wheels  are  fast  on  the  same  axis.  Cords  are  fastened  to 
the  furling  pullies  and  unfurling  pullies  and  are  made  fast  to  the 
side  of  the  cloths.  To  each  sail  are  two  drums  turned  by  a  small 
toothed  wheel.  These  revolve  with  the  wind  shaft.  A  rope  of 
which  the  end  is  coiled  on  one  drum  is  made  to  ]iass  round  eaeh 
of  the  purchase  wheels,  and  its  other  end  is  coiled  in  the  reverse 
way  round  tlie  second  drum.  Motion  may  be  communicated  to 
the  small  toothed  wheels  by  a  large  toothed  wheel  turning  on  the 
same  axis  as  the  wind  shaft  and  usually  revolving  with  it.  When 
it  is  desired  to  furl  the  sails  while  tbe  mill  is  at  work  a  break  is 
applied  to  the  large  toothed  wheel  which  retards  its  motion,  and 
the  drums  turning  with  the  small  wheels  receive  and  deliver  the 
^Dpe  which  drawsround  the  purchase  wheels,  and  the  same  motion 
is  given  to  the  furling  and  unfurling  puUies.  To  unfurl  the  aula 
the  large  toothed  wheel  is  "  exhilerated  "  by  connecting  it  with 
a  difierent  part  of  the  machinery. 

tPfiiited,  lOd.    Drawing.    See  Rolls  Cliapsl  Eeporta,  eili  R«iBrt.  p.  170.] 

A,D.  1787,  February  1.— N"  1588. 
11 EAM  E,  Benjamin. — "  Method  of  regulating  the  sails  or  vanes 
■'  of  engines  and  mills  worked  by  force  of  wind."   This  is  effected 
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by  means  of  ft  weight  hung  to  a  "  fusee  wheel  or  pulley.^'  The 
sails  are  attached  to  yards  moving  on  masts^  '*  and  are  made  to 
"  hoist  or  lower  tM  lug  safls,  try  sails,  or  of  various  oUier  forms." 
The  weight  is  connected  by  means  of  a  frame  moving  on  the 
horizontal  axle,  and  a  rod  passing  through  the  whole  length  of 
the  axle>  or  braces  passing  idong  grooves  in  the  axle  to  braces 
passing  over  pullies  at  the  end  of  outriggers  placed  at  the 
extronity  of  the  axle,  and  Which  being  ''fixed  to  the  leeward  edge 
of  the  sail  will,  in  proportion  to  the  power  of  the  wind  acting 
upon  them,  draw  them  either  to  a  greater  or  less  degree  of 
obliquiiy  to  the  wind  and  thereby  increase  or  diminish  its 
power,  which  will  always  be  just  sufficient  to  balance  the 
weight.''  The  weight  may  also  be  placed  outside  on  the  oppo- 
site side  of  the  sails  from  the  mill. 

[PrintedflOd.  Prawinpr.   See  Bolls  Chapel  Beports,  eth  B«port,  p.  176.] 


A.D.  1787,  November  15.— N»  1628. 
MEAD,  Thomas. — A  regulator  for  wind  and  other  mills.  The 
wind  shaft  turns  an  upright  bar  carrpng  a  circular  top,  to  which 
globes  are  attached  by  moveable  bars.  Cords  are  attached  to 
the  globes  and  to  a  moveable  collar  on  the  bar,  which  is  again 
attached  to  a  moveable  collar  on  the  wind  shaft.  A  cord 
passes  from  the  latter  collar  to  furling  and  unfurling  pullies 
arranged  as  in  Hilton's  patent,  and  after  passing  round  these 
goes  through  a  groove  under  the  collar  on  the  shaft  over  a  pulley 
at  the  end  of  the  shaft,  and  returns  back  and  is  fastened  to  the 
collar  of  the  shaft.  As  the  velocity  of  the  mill  increases,  the 
globes  fly  off  from  the  centre  of  the  bar  and  draw  up  the 
collar  on  the  bar,  theteby  drawing  the  collar  on  the  shaft  nearer 
the  pulley  at  the  end,  and  also  drawing  one  end  of  the  cord  which 
turns  the  furling  pullies,  and  the  sails  are  thereby  furled  up  in 
proportion  to  the  velocity.  For  unfurling  the  sails  there  are  springs 
which  pull  the  collar  On  the  shaft  nearer  to  the  sails. 

CPnnted,  10(2.  Drawing.   See  Rolls  Chapel  Beports,  fith  Beport,  p.  177.] 

A.D.  1799,  October  29.— N«  1706. 
HOOPER,  Stephen. —  "Machinery  for  regulating  the  power 
**  and  motion  of  wind  and  other  mills."    One  end  of  the  aaiU 
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'  are  futened  to  cross  lathes  of  the  vane  or  sweep,  the  other  to 
'  rollers  to  roU  ihe  aails  upon  when  wanted."  "  In  the  centre 
'  of  each  end  of  the  rollera  are  Bmall  gudgeoiiB  which  work  in 
'  centres  id  two  rods  extending  lengthwise  on  each  aide  of  the 
"  length  of  the  face  of  the  vane." 

These  rods  are  set  in  motion  by  other  rods  moved  by  necks 
working  under  and  over  a  pinion  which  is  connected  with,  and  aet 
in  motion  by  means  of,  an  endleas  striog  pasBing  over  s  puLley 
within  the  mill.  "These  sails  will  attend  themselves  when  themill 
"  ia  at  work  hy  a  weight  connected  with  the  extreme  ends  of  the 
"  rods"  at  the  sides  of  the  vane,  "so  that  when  the  weight  by  the 
"  velocity  of  the  vanes  or  sweeps  is  forced  out  ao  as  to  over- 
"  power  a  counter  weight  fastened  to  a  rope  which  works  round 
"  a  spiral  wheel  fised  on  the  cross  shaft "  to  which  the  pulley  is 
fixed,  "  the  sails  roll  up  in  proportion  to  such  velocity,  and  when 
"  the  velocity  abates  the  counterweight  overpowers  the  weight  on 
"  the  vanes  or  sweeps  and  spreads  the  sails."  The  sails  may 
also  be  constructed  "extended  lengthways  on  tlie  vane,"  and 
'  regulated  on  the  aame  principle." 

[Printed,  iDd.   Drairiiig.   Sse  Bcils  Olupel  BepurlB,  etli  Sepcrt,  p.  ISI.] 


A.D.  i;30,  January  15.— N-  1720.     (•  •) 
BRAMAH,  Joseph,  and  DICKINSON,  Thomas,  —  Rotary 

engine.  Improvements  on  the  invention  already  deacribed.  No. 
\4~S.  Two  cylinders,  the  larger  fixed,  the  smaller  placed  within 
it  revolves  on  an  axle ;  the  space  between  them  forms  the 
steam  channel.  Two  plates  or  sliders  moving  in  grooves  made 
in  the  smaller  cylinder  cross  each  other  at  right  angles;  when 
drawn  out  each  closes  the  steam  channel,  and  at  the  same  time 
moves  eaa'dy  and  as  a  piston.  Two  pipes  open  into  the  circular 
channel,  one  from  the  boiler  the  second  from  a  condenser. 
The  "  fixed  poaition "  or  abutment  valve  ia  attached  to  the 
outer  cylinder,  and  the  aliders  or  revolving  pistons  are  bo 
arranged  that  as  one,  in  its  revolution,  reaches  the  orifice  of  the 
steam  pipe,  the  preceding  slide  shall  arrive  at  the  orifice  of  the  con- 
denser pipe.  The  slide  is  returned  into  the  groove  in  the  inner 
cylinder,  as  it  passes  the  "  fixed  poaition  "  or  abutment  valve ;  the 
Steam,  therefore,  flows  into  the  circular  channel  between  the  abut- 
meat  valve  and  a  second  slider,  which  acts  as  a  piston  and  canies 
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the  inner  cylinder  round  with  it.  The  sliders  are  moved  and  the 
condenser  valves  closed  by  mechanism  fixed  on  the  prolonged 
axle  of  the  inner  cylinder. 

2.  The  sliders  or  pistons  may  be  projected  from  the  periphery  of 
the  outer  cylinder^  and  the  re-action  valve  be  fixed  on  the  inner 
cylinder^  which  then  becomes  stationary,  and  the  outer  cylinder 
revolves. 

3.  The  inner  cylinder '' armed  with  cross  sliders,**  instead  of 
having  its  axle  in  the  centre  of  the  outer  cylinder  may  have  it 
''  moved  as  much  excentric  as  to  cause  its  periphery  to  rub  against 
'*  the  concave  of  the  outer  cylinder,"  and  form  at  the  line  of  con- 
tact a  steam-tight  joint,  and  the  inner  cylinder  will  form  an  abut- 
ment valve  and  revolving  piston.    "  This  machine  may  be  worked 

by  steam,  condensed  air,  wind,  or  any  other  elastic  or  gravi- 
tating fluid."    *'  This  machine  may  be  fixed  either  in  a  hori- 
'*  zontal  or  vertical  direction.'* 

^Printed,  l8.  Drawing.  See  Itepertory  of  Arts,  vol.  2,  p.  73 ;  vol.  5  {third 
aeries),  V,  419;  Benster  of  Arts  and  Sdeiices,  vol.  \  pp.  170, 886, 410 ;  BoUs 
Chapel  Beport^  6tn  B«port,  p.  181.3 


A.D.  1790,  March  24.— N»  1738. 

RUMSEY,  James. — "Applying  the  power  of  water,  of  air,  and 
"  of  steam  either  separately  or  together."  Part  of  this  invention 
consists  in  putting  water  or  other  matter  in  motion  by  the  force 
of  steam  or  other  power  and  causing  it  to  vibrate  in  tubes,  the 
efiPect  being  produced  by  and  between  air,  steam,  springs  or  other 
elastic  bodies.  Several  applications  of  water  and  steam  power  are 
described,  in  one  of  which  a  moveable  cylinder  placed  within  a 
stationary  cylinder  is  used,  and  is  moved  one  way  by  steam  and 
tibe  other  by  the  weight  of  the  atmosphere  after  the  steam  has 
been  condensed.  In  other  applications  the  action  of  the  atmo- 
sphere is  used  to  force  water  through  a  trunk,  or  to  check  its 
course,  or  raise  it  up  a  tube. 

CIMnted,  1«.  4c2.   Drawing.   See  Rolls  Chapel  Reports,  6th  Beport,  p.  182.] 


A.D.  1790,  April  21.— N»  1745. 

SCHWIERS,  CoNRADus,  and  BLYDESTEYN,  Isaac.—"  Ma- 
'*  chine  on  a  self-moving  principle.^V  A  toothed  wheel  placed 
between  two  stiles  or  uprights  works  by  means  of  pinions  a  double 
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n  made  with  joiats  on  em:h  qide  and  bars  acroBS  equal  to  the 
nunibeT  of  the  bogs  on  the  wheel.  A  second  wheel,  whose  dia- 
meter is  fiilly  double  that  of  the  first,  worlts  on  the  same  axia, 
and  ia  divided  into  a  number  of  receptftcles  near  the  peripheiy. 
Buckets  equal  in  number  to  the  receptaoleB  are  attached  to  the 
chain  and  receive  metal  balls  Jrom  the  receptacles  when  at  the 
lowest  part  of  the  wheel,  which  they  supply  to  the  receptaclea 
through  a  gutter  near  the  top  of  the  wheel.  These  baUs  by  their 
weight  force  round  the  wheel. 

'rial«d  M.    l>nHiii)t.    SceBepertory  orArt9,rol.  T,p.  169.] 


A.D.  l/flO.  May  8.— N"  1750. 

IBAYWOOD,  John.— The  subject  of  thia   patent  is  a  machine 

r  vith  a  double  or  cranked  centre  fixed  to  a  frame  or  stand.      A 

wheel  revolves  round  the  6xed  part  of  the  cranked  centre  and  haa 

fixed  to   its  inner   side   a  series   of  circular  grooves   or  guides. 

Levers  reralve  round  the  moving  centre  and  are  fl.tcd  at  their 

extremities   to  weights  or  rollers  which  revolre  in  the  grooves. 

The  distance  of  the  centre  of  the  roller  from  that  of  the  groove 

1  in  which  it  rolls  is  equal  to  the  distance  of  the  crank  from  the 

'  fixed  centre.     Theae  grooves  have  springs  which  allow  the  weights 

laSa  only  in  one  direction.    The  power  of  this  machine  may  be 

OommunicatBd  by  fixing  teeth  or  cogs  so  as  to  connect  it  with  any 

mill  or  engine. 

tPriiitud,  Id.    DniwinB.] 

A.D.  1790,  October  IC— N"  1775. 
HATELEY,  Joseph. — "Pueumatio  fire  enRine  edifices"  are 
built  in  a  circular  or  conical  or  cubical  form,  in  which  tubes  or 
cones  there  are  fire  grates  erected  for  rarifying  the  air  ther^; 
by  doing  BO  a  regular  or  constant  wind  is  obtained  which  acts 
ag^nst  vanea  or  saila,  and  gives  motion  to  them  before  it  gets 
Bcceaa  into  the  rarified  space.  The  vanes  are  arranged  "in  a 
"  spiral  form  round  a  spindle  or  axis  in  a  semicircular  manner, 
"  being  placed  in  a  vertical  position  "  while  some  are  horiaontal 
Uid   others  placed  edgeways.     Occasionally  the  powers  of  each 

applied  over  the  fires  which  supply  steam  to  cylinders,  and  the 
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powers  arising  therefrom  are  "  connected  with  the  powers  ob- 
"  tained  by  the  impulse  of  the  external  air  against  the  vanes." 
[Printod,  4d.    No  Drawings.] 

A.D.  1791,  October  31.— N«  1833. 

BARBER,  John.— "Using  inflamable  air  for  the  purposes  of 
**  procuring  motion."  Coal,  wood,  oil,  or  any  other  combustible 
matter  is  placed  in  a  retort,  and  the  smoke  or  vapour  is  collected 
and  cooled  in  a  receiver,  and  is  thence  conveyed  by  an  air  pump 
to  a  compresser  or  regulating  bellows  which  supplies  it  to  an 
exploder.  Common  air  is  injected  by  similar  means  in  due  pro- 
portion through  another  pipe,  and  the  mixed  airs  being  ignited 
on  the  application  of  a  match  or  candle  rush  out  in  a  continued 
stream  of  fire  which  works  the  engine  and  may  be  applied  to  every 
mechanical  operation.  The  steam  may  also  be  injected  into 
smelting  furnaces  or  passed  out  at  the  sterh  of  a  boat  or  vessel, 
which  is  thus  driven  in  any  direction.  *'  The  fluid  steam  is  con- 
siderably augmented,  both  in  quality  and  velocity,  by  water 
injected  into  the  exploder  through  a  small  pipe  "  which  also 
prevents  the  inward  pipes  and  mouth  of  the  exploder  from  melting. 
The  air  and  water  pumps  are  worked  by  the  fly  wheel. 

[Printed,  10<2.     Drawing.   See  Repertory  of  Arts,  vol.  8,  p.  371.] 

A.D.  1792,  June  14.— N«  1890.    (*  *) 

SILVESTER,  George. — 1.  A  horizontal  windmill  consists  of 
an  upright  shaft,  with  two  sets  of  arms  revolving  upon  it,  and 
which  carry  between  them  Ipng  vertical  vanes.  By  means  of  a 
crown  wheel  on  the  shaft  gearing  into  a  pinion  on  a  spindle 
turning  a  wheel  on  the  axis  of  each  vane,  the  vane  is  caused  to 
present  to  the  wind  its  flat  side  when  it  is  on  one  side  of  the 
main  shaft,  and  its  edge  when  it  comes  round  to  the  other.  To 
equalize  the  speed,  a  directing  vane  having  a  regulating  weight 
attached  to  it  keeps  the  machine  in  the  most  favourable  position 
for  the  action  of  the  wind,  but  when  this  is  too  strong,  the 
upright  shaft  is  partly  turned  round  by  the  pressure  of  the  wind 
upon  the  vane,  and  the  action  of  the  crown  wheel  on  its  top  thus 
causes  the  mill  vanes  to  be  presented  in  a  less  favourable  position 
for  the  action  of  the  wind. 

A.  ^ 
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2.  Feathering  paddles.  "The  ssme  motion  may  be  1 
"  applied  to  floats  of  waier  wheels,  or  the  working  of  comMon 
"  boats  without  oars ;"  the  arms  carrying  the  vanes  or  paddles 
would  theu  turn  verlicallj. 

^.  A  horizontal  windmill  »-itti  siiila  or  vanes  turning  on  pivots 
connected  by  two  endless  chains,  which  move  horizontally  round 
wheels,  sje  made  with  an  unequal  amount  of  surface  on  the  two 
sides  of  the  axis  of  each,  so  that  the  wind  blows  them  open,  and 
they  are  kept  in  an  oblique  direction  towards  it  by  corJe,  while 
the  ^theels  are  moved  round. 
[Printed,  IM.    Drawing.] 

A.D.  l?02,  December  22.— N"  1929. 
PARKER,  Thomas.— Engine  to  be  wrought  by  means  of  air 
and  water.  A  continual  stream  of  air  ia  produced  by  an  air 
pump,  and  ia  conducted  through  a  pipe  passing  an  oven  or  fire 
for  the  purpose  of  heating  the  water.  The  pipe  ends  in  a  astern 
of  water,  in  which  ia  a  wheel  of  buckets,  and  the  heated  air 
entering  into  the  buckets  by  its  ascending  force,  produces  a 
rotatory  motion.  The  heated  air  may  also  be  conducted  into 
an  six  vessel  in  a  cistern,  which  it  will  cause  to  ascend.  Then  is 
"  a  atud  for  opening  the  valve  as  the  air  vessel  ascends,  the 
"  air  escaping  by  the  opening  of  the  valve,  and  the  air  vessel 
"  being  made  of  a  sufScient  weight  to  sink  to  the  bottom  of  the 
"  cistern,"  " by  which  the  air  \esael  acta  in  ' 
"  pbton  of  a  steam  engine." 
tPrinled,  8d.    Drawing.] 
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A.D.  1794.  March  6.— N°  19/9. 
MEAD,  Thomas.— "  E.verting,    putting,    and    oontinoiifl 
"  motion  pneumatic  chemical  apparatus." 

When  the  air,  gas,  or  other  elastic  fluid  comes  in  contact  ivith 
the  ignited  combustible  matter,  or  feels  the  power  of  heat  in  a 
confined  space,  it  becomes  decomposed  and  expanded  by  the  heat, 
and  by  the  evolution  and  expansion  of  its  coiuponent  parts  acts 
upon  a  piston  and  exerts  power.  Into  a  part  of  the  cavity  occupied 
by  the  expanded  fluid  a  solid  body  being  then  introduced  dis- 
places and  transfers  the  air,  gas,  or  fluid  that  has  sustained 
combustion  or  been  expanded  by  the  heat  to  that  part  of  the 
sppuntus  which  is  kept  ooul,  and  there  the  fluid  becoming  t^ 
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composed  and  condensed^  fonns  an  imperfect  vacuum^  ^en  the 
atmosphere  presses  upon  and  forces  back  again  the  piston.  An 
appajratus  is  described  that  will  serve  to  illustrate  or  exemplify 
the  methods  of  applying  the  principles  so  as  to  exert  power. 
It  consists  of  two  vessels  in  the  form  of  hoUow  cylinders,  one 
of  which  is  made  to  fit  accurately  into  the  other  so  as  to  admit 
of  being  moved  up  or  down  on  it  air  tight.  Within  the  two 
is  placed  the  *' transferrer,"  or  soHd  body  in  the  form  of  two 
cylinders,  the  upper  being  of  the  diameter  of  the  interior  of  the 
larger,  and  the  lower  of  the  smaller  vessel.  On  the  top  of  this 
is  a  small  grate.  The  two  vessels  conmiunicate  by  a  cavity  in 
the  transferrer,  and  also  by  a  bent  tube  which  can  be  opened  or 
closed  at  pleasure.  By  raising  or  lowering  the  transferrer  the  air 
is  driven  into  the  heated  or  the  cool  Vessel  and  made  to  pass 
through  the  ignited  combustibles  on  the  grate. 

[Printed,  M.   Drawing.   See  Bolls  Chapel  Beports,  6th  Beport,  p.  189.] 

A.D.  1794,  May  7  — N"  1983.    (*  *) 

STREET,  Robert.  —  "  Method  to  produce  an  inflammable 
"  vapour  force  by  means  of  liquid  air,  fire,  and  flame,  for  com- 
^*  municating  motion  to  engines,  pumps,  and  machinery." 

The  apparatus  consists  of  an  iron  cylinder,  in  which  works  a 
solid  iron  piston,  made  to  fit  the  cylinder.  The  bottom  of  the 
cylinder  is  heated  by  a  stove.  A  few  drops  of  spirit  of  tar  <» 
turpentine  are  poured  on  to  the  hot  bottom  of  the  cylinder,  and 
instantly  the  liquid  is  converted  into  vapour.  At  the  same  time 
the  solid  piston  is  elevated  by  means  of  a  lever  so  far  as  to  cause 
a  quantity  of  air  to  be  sucked  in  through  an  aperture  producing 
an  explosive  mixture  within  the  cylinder,  which  is  ignited  by  a 
light  carried  by  the  lever  and  exploded,  thereby  forcing  up  the 
piston  and  actuating  the  end  of  a  lever  attached  to  it,  which 
works  a  pump  or  other  machinery. 

fPrinted,  6d.   Drawing.   SeeBepertoryof  Arts,  Yol«l,p.  154.] 

A.D.  1794,  June  2.— N»  1994. 

FITZGERALD,  William. — ''  An  apparatus  by  which  ships  and 
"  vessels  may  be  discharged  of  water  by  means  of  their  own 
"  motion,  and  which  is  also  useful  and  applicable  to  very  many 
*'  purposes  in  pneumatics,  hydrostatics,  and  hydraulics.'^  This 
system  comprehends^  first,  a  zevolving  moliiOii  ^o^wcsei^  q»\)^»  ijl 
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the  sliip  by  the  action  of  the  water  on  a  ayatem  of  aailS^ 
spars  on  a  beam  immeMed  in  the  water. 

Secondly,  a  pendulouB  or  alternate  motion  produced  by  a  swing- 
ing lever  with  a  weight  at  its  extremity,  both  of  iron  or  other 
Buitable  material.  This  is  fixed  on  a  cranked  axis,  and  gives 
the  cranks  a,  vibrating  motion  which  is  communicated  to  a 
vibrating  lei'er  on  the  axis  of  motion  of  a  pum]). 

Thirdly,   aeveral   descriptions  of   pumps   as  described  in   the 
Specification,     These  pumps  may  be  used  for  disclmrging  water 
from  8  mine.     They  muat  then  be  worked  by  a  shaft  moved  by 
wind,  steam,  animal  strength,  or  other  power. 
[FriDUd,  Si.  M.    Dnwings.] 

A.D.  179A,  June  28.— N"  1997. 
DUNN,  William  Bbuce. — Construeting  and  making  mills. 
A  ship  01  vessel  is  made  fast  1  n  a  stream  which  turns  the  ivater 
wheels  described  in  the  SpeciScation.  The  mast  of  the  vessel  is 
made  to  turn  in  a  socket  on  rollers.  Four  or  more  yard  arms 
arefi;(ed  round  the  top,  and  the  same  quantity  at  a  sufficient 
height  above  the  deck.  There  are  "  stay  cords  in  sufficient 
"  number  to  prevent  the  sails  flying  through  or  running  from  the 
"  upper  to  the  lower  yard  arm,  or  what  may  be  better,  a  netting 
"  of  sufficient  breadth  for  my  sails  to  rest  on."  The  miller 
makes  this  "  work  to  the  right  or  left  hand  by  bawling  the  right 
"  or  left-hand  cords  and  sails  to  the  windward  of  the  netting," 
"  When  the  sails  are  made  to  flap  one  over  the  other  the  netting 
"  maybe  saved,  a  few  stay  cords  will  do,"  The  vessel  may  be 
sailed  by  screwing  the  mast  to  the  bottom  and  ceiling  of  the 
vessel.  The  water  wheel  may  also  be  turned  into  a  horizontal 
mill;  the  watfr  or  air  harrela  are  fixed  only  tn  the  rim  of  the 
wheel  by  hinges,  and  rest  on  the  supporters  only  when  in  the 
current  in  the  act  of  giving  power,  'fhe  inventor  also  describes 
attempts  made  by  him  to  modify  his  water  wheel  so  that  when 
raiaedout  of  the  water  and  placed  in  a  close  plaee  where  there  was 
not  a  breath  of  air,  it  would  go  of  itself,  but  these  were  not 
successful, 

CPrint«d,  «iJ,   KoDrawinmO 

A.D.  1794.  Novembe*  22.— Nt^024. 
BANNISTER,  John. — The  "  invention  consists  in  applying  the 
rer  ot  air  to  effect  the  motion  of  one  or  more  wheels  which 
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is  to  be  perfonned  by  ODe^  tvro>  or  mote  cylinders,  pistons, 
bellows,  or  other  machine  ci4)able  of  producing  wind  sufELcient 
for  the  purpose  required."  The  wheel  to  be  moved  is  repre- 
sented in  the  drawing  with  vanes,  placed  radially.  **  The  means 
of  working  the  bellows,  cylinders,  pistons,  or  other  machines 
to  produce  the  wind  may  be  performed  by  any  of  the  known 
**  powers." 

[Printed,  6<i.   Braiding/) 

A.D.  1795,  March  31.— X«  2045.    (*  ♦) 

BRAHAM,  Joseph. — ''  Certain  new  methods  of  producing  and 
applying  a  more 'considerable  degree  of  power  in  all  kinds  of 
mechanical  apparatus  and  other  machinery  requiring  motion 
and  force,  than  by  any  means  at  present  practised  for  that 
**  purpose." 

This  invention  consists  essentially  in  the  employment  of  a 
cylinder  furnished  with  a  pistoD,  beneath  which  piston  water  is 
forced,  or  compressed  air  admitted,  so  as  to  raise  the  piston,  and 
with  it  any  heavy  body  against  which  it  may  be  desired  to  act. 
The  patentee  mentions,  as  a  leading  feature  of  the  invention, 
having  the  pipe  which  supplies  the  air  or  water  to  the  cylinder  of 
much  less  diameter  than  the  cylinder  itself.  Several  modifications 
of  the  invention  are  described,  in  one  of  which  compressed  air  is 
admitted  to  the  cylinder  from  a  hollow  globe,  into  which  it  has 
been  previously  condensed,  while  in  other  arrangements  water  is 
driven  into  the  cylinder  by  a  force  pump.  The  apparatus  may  be 
applied  to  a  variety  of  purposes,  in  addition  to  the  raising  of 
heavy  bodies.  By  having  the  pipe  which  supplies  the  air  or  water 
to  the  cylinder  of  much  less  diameter  than  the  latter,  the  effect 
of  the  apparatus  is  rendered  much  greater  than  would  otherwise 
be  the  case. 

[Printed,  \M.  Drawing.  See  Aeperiioiy  of  Arts,  vol.  6,  ]).  289 ;  Mechanics' 
Magazine,  vol.  48,  p.  821 ;  Engineers' and  Mechuiics' Encyclopaedia,  vol.  2 ; 
p.  S34 ;  and  Smith's  Mechanics,  yoL  1,  p.  107.] 

A.D.  1795,  September  8.— N«  2064. 
PROSSER,  John. — "  Smoke  jacks."    A  worm^  on  the  axis  of 
which  is  a  fly  driven  round  by  the  draft  or  air  causes  a  worm 
wheel  to  revolve.    On  the  axis  of  the  worm  wheel  is  a  toothed 
wheel  which  communicates  the  motion  to  «xi  w^*^  ^^^d^  V^ 


w 
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which  the  spindle  and  chain  wheel  axe  fixeil.  On  either  side  of 
the  chain  wheel  is  a  screw  to  be  taken  out  when  the  jack  wants 
oil.  The  spindle  is  hollow  and  another  hole  within  the  body  or 
case  containing  the  worm  and  other  wheels,  allows  the  oil  to  run 
out. 

[Printed,  Bd.    Dmoring.    Sto  Eolle  Chapel  ReportB,  Bth  Ecport,  p.  148.] 

A.D.  1795,  September  18.— N-  20G5. 
BRAITHWAITE,  John.— "  Smoke  Jack."  Ju  this  invention 
the  axis  of  the  fljer  is  made  horizontal;  the  fans  or  floats  are 
joined  to  it  by  arms  to  which  it  is  best  that  they  should  be 
inclined  at  an  angle  of  about  fifty  degrees.  A  plate  of  iron  or 
other  metal  should  be  placed  either  above  or  below  the  jnck  to 
conduct  the  air  or  smoke  to  the  fans  in  a  particular  direction. 
The  same  effect  may  be  produced  by  erecting  an  abutment  of 
brick. 

[PrinlBi  IW.  Drawing.    See  Eeportorj  at  Arte,  vol,  6,  p.  1.] 

A.D.  1795,  December  8,— N°  2076. 
MAUNSELL,  Daniel.— Horizontal  wind  mill,  This  consists 
of  two  eii([ines  which  may  act  together  or  Beparately.  The  first 
has  four  horizontal  arms  with  sails  made  of  thin  boards  or  frame- 
work covered  with  canvass.  These  arms  moi-e  on  hinges  or 
gudgeons  "and  being  opened  by  the  wind  on  the  aide  which  is 
"  intended  to  receive  its  direct  impulse  present  perpendicular 
"  8iu^a«!S  but  are  prevented  from  folding  back  by  tiie  boBTds  " 
"  which  strike  against  four  vertical  bars."  The  wings  above  the 
arms  or  upper  wings  are  prevented  from  closing  too  ftr  by  eordsj 
the  lower  wings  are  at  liberty.  Weights  are  suspended  by  rods 
to  the  backs  of  all  the  wings  and  are  nearly  balanced  theret^. 

The  second  engine  consists  of  twelve  (the  number  maybe  varied) 
vertical  boards  whioli  are  fi.xed  at  equal  distances  round  a  cylinder 
and  extend  within  about  twelve  inches  of  the  circumferences  of 
the  top  and  bottom  thereof.  Wings  whose  number  is  equal  to 
Hiat  of  the  boards  are  exactly  fitted  round  the  cylinder.  "They 
"  are  suspended  on  hinges  or  gudgeons  and  being  opened  by  the 
"  wind  strike  with  force  agwnat  the  vertical  boards  by  which 
"  they  albwed  to  open  only  so  far  as  the  oiien  wing  may  form 
"  nearly  a  right  angle  with  the  closed  wing"  succeeding.    "The 
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''  motion  of  the  engine  may  be  stopped  by  cords  fastened  to  three 
**  adjoining  wings  which  are  connected  by  one  rope  "  passing  into 
the  interior  of  the  mill. 

A  somewhat  difiPerent  modification  of  the  first  engine  is  also 
described. 

[Printed,  8<2.   Drawing.    See  Bepertory  of  Arts»  vpL  7>  p.  6.] 

A.D.  1797,  February  7.— N«  2164. 

GLAZEBROOK,  James. — Working  ''machineiy  by  means  of 
"  the  properties  of  airs." 

Coal  air  is  compressed  by  a  double  forcer  and  is.  thence  con- 
ducted to  a  saturator  or  tube  with  several  holes  enclosed  in  a 
longer  vessel  and  covered  with  warm  water  through  which  the 
air  passes.  It  afterwards  goes  to  a  copper  vessel  heated  by  flues 
from  a  fire  and  thence  to  the  working  cylinder.  This  is  double 
acting  and  attached  to  one  end  of  a  beam  the  oth^  end  of  which 
moves  the  compresser.  The  piston  has  a  packing  of  cotton  or 
other  suitable  materials  made  air-tight  by  fluids  acting  above  and 
below  it  as  follows.  The  piston  has  a  quantity  of  rape  oil  (or 
other  suitable  fluid)  above  a  wing,  and  this  oil  while  the  piston  is 
descending  is  forced  by  the  air  above  through  the  packing,  but 
instead  of  passing  by  the  whole  of  the  piston  is  stopped  by  another 
packing  and  turned  into  a  cavity  in  communication  with  the  air 
under  the  piston.  Dining  the  ascent  of  the  piston  the  oil  is 
driven  back  to  its  former  position. 

[Printed,  1«.  6d.   Drawings.] 

A.D.  1797,  May  29.— N«  2181. 

VARLEY,  Richard. —  "Perpetual  moving  power,"  A  wheel 
with  its  axle  perpendicular  is  placed  in  a  covered  air-tight  circular 
vessel  filled  with  water.  A  cylinder  is  placed  on  the  wheel  and 
is  furnished  with  a  piston  consisting  of  a  circular  air-tight  vessel, 
into  which  the  external  air  is  conducted  by  a  jointed  tube  leading 
from  the  aile  of  the  wheel.  The  air  can  be  extracted  from  the 
cylinder  through  a  small  tube.  On  the  top  or  other  convenient 
place  of  the  vessel  are  two  cylinders  of  a  proportional  size  to  that 
on  the  wheel,  one  is  a  condensing  cylinder  to  compress  the  water 
by  means  of  a  screw  and  piston ;  "  the  other  has  its  piston  sus- 
"  pended  at  the  bottom,  and  the  top  part  of  the  cylinders  being 
filled  with  air,  as  the  other  piston  ia  aciewt^  ^owa.  ^\^  ivaRS^ 
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ind  condenses  tlie  air  in  tlie  cjlinder,  the  spring  of  which  KeepB 

the  water  in   tte  vesael  presEeil  to  all  parts  alike."     When  the  - 

r  is  extracted  from  the  cjHndcr  on  the  wheel,  the  piston  which 

suspended  to  a  strong  spring  on  the  wheel  is  forced  into  the 

,    cylinder.     "  By  this   menna  the  external  air  is  suspended  upon 

f  "  the  wheel  by  the  chain  the  same  as  a,  weight,  and  the  spring 

"*  of  the  atmosphere  being  taken  from  the  cylinder  there  is  nothing 

'  to  oppose  this  weight,  there  being  no  spring  in  water,  and  this 

'  power  ma;  be  inoreaBed  in  proportion  to  the  number  and  aise 

'  of  cylinders  on  the  wheel  and  its  diameter." 

[PrinleJ, ad.    DruwiDg.    Sea  EeiHtrtorjof  Arta.  vol.  10,  p.  0.] 


A.D.  17!>;.  October  31.— N"  2200. 
BEATSON,  Robert. — "Horizontal  mills."      Four  upper  and 
four  lower  arms  are  fixed  into  a  vertical  shaft.     Frames  either 
fixed,  or  made  to  slide  backwards  and  forwards  so  as  to  be  placed 
nearer  or  farther  from  the  shaft,  are  constructed  between  the  apper 
and  lower  arms  of  each  side.     The  space  contained  within  the 
frames  (which  the  inventor  calls  the  vanes)  is  Med  up  or  covered 
with  any  sort  of  light  thin  substance  as  canvass,  linen,  silk,  paper, 
or  pasteboard,  prepared  if  thought  requisite  with  oil,  tar,  or 
VMniah,  or  with  thin  hoards,  or  plate  iron,  tin,  or  copper.    The 
material  covering  the  vanes  must  not  be  in  one  part,  but  dinded 
into  a  number  of  separate  small  Haps  placed  or  suspended  so  as  to        I 
overlap  each  other  a  little.     Ail  the  overlaps  being  on  the  same       I 
aide  on  the  same  vane,  but  on  the  opposite  side  on   the  vane  on        I 
tie  opposite  side  of  the  shaft.     Wlien   the  vanes  exceed  five  or        i 
Bx  feet  square  or  thereabouts,  the  spaces  should  be  divided  into 
tiTO  or  more  vertical  parts  or  panels.     The  mills  may  be  stopped 
and  regulated  either  by  a  brake  or  grip,  or  by  opening  or  shutting        | 
all  the  flaps  of  the  vane  at  pleasure.    This  is  effected  by  ropes  or 
chains,  fixed   to  the  middle  of  the  loiver  edge  of  the  flaps,  or  to        I 
pieces  of  iron  projecting  from  the  flaps,  or  by  bars  with  projections        , 
or  notches.     ITie  mills  may  be  made  to  regulate  themselves  by 
bolts,  weights,  or  perpendiculars  fixed  to  inflexible  rods  and  sus-       { 
I'ended  upon  the  arms  or  frames  so  as  to  operate  upon  the  sheaves        I 
or  pinions  on  ropes  that  open  the  flaps  according  to  the  velocity 
hich  the 
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A.D.  1799,  January  6.— N«  2286.    (*  ♦) 

KENT,  John. — "  A  new  or  improved  method  of  applying  power 
''  to  the  working  of  mills  and  other  machinery  where  power  is 
"  required." 

The  patentee  states  that  he  substitutes  "  weight  or  pressure  in 
^  the  room  of  animal  strength."  He  describes  in  the  first  place 
a  wheel,  .mounted  on  an  axis  resting  in  suitable  bearings,  and 
which  he  calls  a  *'  sustaining  wheel,"  on  the  periphery  of  which 
is  resting  a  heavy  roller,  this  roller  not  resting  upon  the  sustain- 
ing wheel  directly  over  the  axis  thereof,  but  at  a  short  distance 
from  the  point  which  is  over  such  axis.  He  then  describes  the 
roller  as  being  furnished  with  a  winch,  arms,  or  vanes,  by  means 
of  which  it  is  caused  to  rotate,  and  then  goes  on  to  state  that 
"  the  roller  and  the  sustaining  wheel  on  which  its  whole  weight 
**  or  pressure  bears,  moving  with  the  same  quantity  of  motion 
**  towards  each  other,"  the  ''great  difficulty  in  mechanicks  of 

gaining  power  without  losing  time  is  overcome  by  the  means 

of  supplying  weight  or  pressure  at  or  near  the  centre  of  gravity, 
"  in  the  room  of  animal  strength  in  the  usual  way  applied."  He 
next  states  that  by  applying  the  strength  of  one  horse  to  the 
"  top  "  of  the  roller,  '*  and  the  horse  moving  at  the  rate  of  three 
"  miles  per  hour,  the  power  will  raise  more  than  eight  hundred 
"  tons  <^  water  twenty  feet  high  in  the  space  of  one  hour,"  and 
that  the  machine  may  be  converted  into  a  "  perpetual  motion,^ 
water  so  raised  being  discharged  into  a  cistern,  and  then  employed 
to  put  in  motion  a  water  wheel,  the  action  being  continued  by  the 
wheel  raising  its  own  supply. 

Hie  inveotion  is  mentioned  particularly  as  being  applicable  for 
"  raising  water  for  heaving  purchases  by  a  windlass  or  othemise  " 
on  board  a  ship,  and  also  "  for  moving  barges  up  the  inclined 
"  plane,"  and  certain  arrangements  are  described  by  means 
of  which  the  position  of  the  roller  on  the  sustaining  wheel  may 
be  altered,  the  amount  of  pressure  exercised  by  the  roller  on  the 
wheel  hanfi  shown  by  an  index  hand  and  a  *'  graduated  limb  of 


(Trinted,e^    Dnnrins.   See  Boili  Chapd  Bcports,  eth  Beport,  pu  117.2 

A-D.  1799,  February  2S.— >'•  2299. 
MEDHURST,  Gborgk. — **  Condensing  wind  engine."     X\k  \% 
bj  means  ai  a  wind  mill  and  then  miA^  V>  vX  OTi\\vf 
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pitton  of  &  cylinder  »□  as  to  prodnce  &  regular  and  onifoim 
motioii.  Tbe  sails  of  the  mil]  ma;  be  coiutnict«<I  in  the  osiul 
way  or  may  be  fiied  between  two  concentric  winfts  supported  by 
4  Binu,  and  may  be  made  to  fill  nearly  the  whole  of  tbe  space 
between  such  rings.  The  piston  which  condenses  the  ur  is 
attached  to  one  end  of  abeam,  at  the  other  end  of  which  is  a 
piece  of  timber,  and  on  the  lower  end  of  this  an  iron  wheel  with- 
out teeth  to  run  upon  an  inclining  plane.  This  piece  of  timber 
it  moved  by  machinery  conne^rted  with  a  wheel  on  the  npiifjht 
shaft  of  an  ordinary  mill,  or  with  a  crank  on  the  aiis  of  the  suls. 
"  When  the  wind  is  rtrong  or  the  air  in  the  magazine  not  nmch 
"  condensed,  the  inclining  plane  is  to  be  set  at  a  great  angle  that 
"  the  piaton  may  make  a  long  stroke,"  "but  when  the  wind  is 
"  weak  or  the  air,"  "strongly  condensed,"  "the  plane  must  be 
"  set  at  a  leas  angle.'*  The  plane  is  raised  and  depressed  by 
means  of  the  balls  of  a  centrifugal  regulsitor.  The  valve  which 
adnuts  tbe  compressed  air  to  the  cylinder  is  made  to  remain  open 
a  lunger  or  shorter  period  aecarding  to  the  density  of  the  air  by  a 
regulator,  so  that  the  force  tbe  piston  receives  may  be  the  same. 
[Frinied.  IM.    Dmwl 


'Irk,    See  Bepertoi?  of  Arti,  loL  4,  p.  W.  (jwi 
((ftiri/  terien,  p.  f!*;    EnginwrB"  nnd  Mwhm 


A-D.  1793,  September  23.— N"  2341.    (•  •) 

BISHOP,  JotiK. — "An  invention  of  a  new  method  of  creating 

1  power  useful  in  moving  machinery  and  reducing  labour  by 

means  of  fire,  water,  and  steam,  with  or  without  condensation, 

"  applicable  to  every  purpose  where  strength  is  required."    Ether 

Ior  spirits  of  wine  may  be  used  instead  of  water,  as  a  less  degree 
of  heat  will  generate  vapour. 
"  A  aimple  wheel  similar  to  that  of  an  overshot  water  wheel " 
"  ii  bung  on  an  axis  in  a  lluom  or  box  so  full  of  water  as  to  cocer 
'*  the  same."  "The  bottom  of  the  floom  or  bos  must  be  made 
"  of  metal  or  other  substances  which  the  fire  will  not  injure,  with 
".ft  couvenient  place  for  a  fire,  or  to  receive  the  best  under  the 
"  lUtme.  'Ilie  steam  formed  by  tbe  boiling  of  the  water  being 
"  conducted  into  the  buckets  on  that  side  of  the  wheel  where 
"  Ihey  open  downwards,  as  near  the  center  on  the  under  side  as 
"  may  be,  tbe  water  in  the  floom  or  bo.t  will  then  act  nith  a  force 
"  to  turn  the  wheel,  in  proportion  to  tbe  quantity  of  steam  in  the 
"  buckets,  ot  the  rate  of  about  eight  or  nine  pounds  to  each 
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"  gallon^  wHch,  together  with  the  circular  motion  of  the  water, 
"  will  give  a  regular  motion  to  the  wheel,  which  may  be  com- 
'*  municated,  either  by  a  crank  or  otherwise.'' 

[Printed,  6^   Drawing.] 

A.D.  1800,  March  19.— N«  2382. 

JOHNSON,  William. — ^'  Machine,  with  new  means  of  obiain- 
"  ing  power  in  mechanical  operations,  of  the  nature  of  a  self- 
"  moving  power  or  perpetual  motion." 

[No  Specification  enrolled.] 

A.D.  1800,  August  2.— N«  2431. 

MEDHURST,  George. — iEolian  engine.  The  power  applied 
to  the  machinery  is  compressed  air,  which  is  generally  compressed 
by  wind,  but  sometimes  by  other  means,  as  by  hand,  for  which 
purpose  a  pump  is  used  consisting  of  two  toothed  wheels,  one 
of  which  is  turned  by  hand  and  turns  the  other.  Each  of  these 
is  furnished  with  an  axle  having  a  crank,  whose  connecting  rods 
are  attached  to  the  same  piston  rod.  When  the  air  is  com- 
pressed by  a  windmill  a  double  pump  is  used  with  a  variable 
beam  worked  by  a  rod  fastened  to  a  crank,  on  the  horizontal  axis 
of  the  mill.  The  crank  is  made  triangular,  and  the  connecting 
rod  may  by  means  of  collars  be  placed  in  any  part  of  it.  Means 
are  described  for  making  the  piston  always  wash  the  bottom  of 
the  barrels,  altho'  the  length  of  the  stroke  should  be  ever  so  much 
reduced.  .  Carriages  are  propelled  by  compressed  air  if  light  and 
on  good  roads  by  means  of  a  cylinder,  with  a  circular  moving 
variable  piston,  or  where  greater  power  is  required,  by  means  of 
two  cylinders  with  a  compound  beam.  The  engine  to  charge 
one  magazine  to  any  required  degree  by  another  of  a  less  degree 
of  condensation,  consists  of  two  cylinders,  the  piston  rod  of  one 
working  a  beam  which  is  connected  by  a  piece  to  the  beam  work- 
ing the  piston  rod  of  the  other  cylinder. 

A  machine  or  engine  (from  the  drawing  it  appears  to  be  a 
locomotive)  to  be  driven  by  fixed  gunpowder  or  other  explosive 
or  effervescent  substance,  is  also  described.  It  consists  of  a  closed 
cylinder,  having  one  end  much  stronger  than  the  other,  and 
furnished  with  a  pipe  leading  from  a  funnel  containing  the  ex« 
plosive  substance.    A  small  portion  of  this  is  introduced  into  the 
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Iftitider  by  turctriK  a  plu^  half  round,  anil  is  i^rnited  hy  a  flint, 
ir  diamond  wheel  within  tbe  piston,  which  has  a.  pinion 
rorkinf(  in  a  rack,  whose  end  strikes  aftainst  a  pUte  its  tbe  pieton 
t  on,  whereby  the  wheel  makes  a  revolution  upoa  the  steel 
placed  sbove  it  The  plug  which  introJuees  the  explosive  aub- 
atance  is  turned  half  round  in  eveiy  revolution  of  the  axle  tree 
of  the  carriuj^e  by  an  arrangement  of  toothciL  wheels.  The 
i^ltnder  has  a  viUve  at  each  end.  Through  one  the  air  escapes 
after  having  driven  down  the  piston,  and  the  other  serves  to 
keep  a  supply  of  atmospheric  air  which  acts  as  a  sprinff  to  aid 
the  return  of  the  piston. 

[Priiileil,  u,  Sd.   Dniuings.   See  Bella  Clwpel  Beporta,  atb  Rei»rt,  [>.  119.] 


A.D.  1800,  August  13.— N"  iM.38. 
SUTTON,  RoDEBT.— "Sailsfora  windmill." 

The  stocks  are  made  to  run  alon^t  the  middle  of  the  sails 
dividing;  them  into  two  equal  parts.  In  each  part  is  "  one  vane 
"  of  thin  deal  which  turns  on  ]iivot3  at  each  end  in  thimble 
"  bosses  placed  in  auch  aituntiona  as  that  the  retreating  part  of 
"  each  vane  may  comprise  the  greater  quantity  of  surface,  each 
"  at  the  same  time  being  made  to  balance  upon  the  pivots  from 
"  each  vane."  The  vanes  are  turned  by  studs  on  cross  bars 
moved  by  means  of  an  iron  rod  which  passes  through  the  centre 
of  the  nxle  of  tbe  mill,  and  may  be  pushed  backwards  or  for- 
wards by  means  of  a  rope  and  a  set  of  levers  within  the  mill.  To 
put  the  sails  in  motion  the  rod  must  ha  pushed  forward,  by  whicit 
the  vanes  will  be  turned  to  the  "  position  of  the  greatest  uiigle  of 
'*  weather  for  producing  the  best  possible  effect,"  and  are  kept 

I'  I  such  position  by  a  weight  fixed  on  the  rope.     If  tlie  impulse 
r  the  wind  be  too  strong,  it  will  turn  the  vanes  so  as  to  reduce 
le  angle  of  weather. 
[Prlutccl,  Sc/.   Draffin^.] 
01 
: 


A.D.  IfiOl,  February  lu,— N-  2470. 

'OHNSON.  WiLMAM "  Machine  wbicU  has  the  principle  of 

its  motion  within  itseif,  denominated  the  perpetual  motion  or 
mechanical  self-moving  power," 
rNo  SpecdBcntloD  enrolled.] 


J 
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•  A.D.  1801,  May  21.— N»  2504. 

GLAZEBROOK,  Jambs.— This  consists,— 

first,  in  employing  other  than  atmospheric  air,  or  mixtures  of 
other  airs,  such  as  hydrogen,  nitrous  air,  carbonic  acid,  ammoniac, 
and  azotic  airs,  to  give  power  to  machinery,  and  if  necessary 
causing  the  said  air  or  airs  to  be  repeatedly  fit  for  use  by  passing 
them  through  a  refrigerator. 

Secondly,  in  exposing  as  large  a  sur&ce  of  fluid  as  possible  f  o 
the  action  of  the  air  after  it  has  been  heated. 

Thirdly,  in  separating  and  preserving  the  fluid,  whether  water 
or  other  fluids,  or  mixtures  of  other  fluids  used,  which  is  com- 
bined with  the  hot  aur  that  is  discharged,  and  supplying  the 
heaters  with  it. 

The  engine  to  \Nrhich  these  inventions  are  applicable  consists  of 
a  forcing  pump  to  supply  the  heaters  with  compressed  air,  flues 
or  heaters  in  which  the  air  is  hinted,  a  saturator,  in  which 
it  is  combined  with  the  fluid  employed,  an  expansive  vessel,  in 
which  it  acts  against  a  piston,  and,  if  neqessary,  a  refrigera- 
tory composed  of  metal  vessels  cooled  by  a  draught  of  air  or 
water. 

CPriuted,  1*.  2d.   Drawing.] 

A.D.  1810,  July  31.— N»  2630. 

BROWNE,  Mark. — Engine  having  mobility  when  immersed  in 
any  moving  fluid,  particularly  wind  or  water.  This  consists  of  a 
frune  within  which  is  an  upright  shafb,  at  each  end  of  which  is 
fixed  a  cross.  Sails  or  flies  are  placed  at  the  extremities  of  the 
arms  of  the  crosses,  and  a  current  in  one  direction  causes  these 
sails  to  form  angles  with  the  arms,  and  to  turn  round  the  shaft, 
the  sail  which  is  advancing  against  the  current  being  at  right 
angles  to  the  arm  its  axis  works  in.  The  sails  are  fixed  to  the 
arms  by  means  of  staples,  of  which  one  prong  is  drawn  through 
a  hole  near  the  point  of  the  arm,  and  both  prongs  are  then  driven 
into  the  fly  or  sail  frame  (when  canvass  is  used).  Eight,  twelve, 
or  sixteen  sails  or  flys  may  be  used,  but  even  numbers  are 
recommended,  because  three-fourths  will  be  always  in  power,  and 
one-fourth  out  of  power. 
[Printed,  Sfl.  Dnwing.] 


r 
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A.D.  1801.  August  20.— H"  2534. 
LUKIN,  Lionel,  the  jounner. — "Method  of  giving  power  t 
"  muhineij'  b;  the  ap[)lication  of  air  and  water." 

[No  Specifliatioa  cQroUud.] 

i  A.D.  1801,  August  20.— N"  2535. 

PARKES,  William. — "  A  petpetuid  power  that  will  give  motion 
"  to  all  kinds  of  mBchinery." 

"  This  grand  Eircanum  or  secret  of  nature  is  that  liquid  or  fluid 
"  composition  called  lur,  not  formed  hj  art  but  by  the  chymical 
"  process  of  nature."  The  method  of  appljing  thia  perpetual 
power  to  give  motion  is  b;  compressing  or  condensing  air  into  a 
receiver  with  an  air  pump,  and  conveying  it  to  a  wheel  with 
cloM  or  open  buckets,  or  to  a  piston  by  pipes,  valves,  or  cocka. 

"  The  machine  itself  will  keep  the  pumps  or  bellows  constantly 
'  at  work  by  fixing  a  crank  to  the  ttir  pump,  by  which  means  it 
'  communicates  with  the  first  motion."  "  This  gives  perpetual 
'  motion  to  the  machioe,  which  nothing  elae  in  nature  can  do." 

[Printed.*!.    IJoDrawinKa-    BoeEoUaCliBpul  BoporlB.fltU  Bcpurt.  ISOJ 


A.D.  1801,  September  13.— N"  2540. 
BAERATT,  Zachakiah.— Corn  mill.  The  cross  is  placed  upon 
an  iron  plate  on  the  axis  of  the  mill  shaft  or  the  crown  wheel. 
The  extremities  of  the  arms  of  the  sails  are  fastened  by  screiv  and 
moveable  iron  bandages  to  the  cross  which  is  inserted  into  slots. 
Su]iporting  arms  are  put  at  mortises  on  the  sail  arms,  and 
secured  by  a  peg.  The  first  part  of  the  sail  falls  into  a  slot  and 
ii  kept  in  its  position  by  pegs  and  a  guard.  Two  other  tan 
sails  slide  on  each  side  of  the  fixed  one,  moving  on  a  centre  at  the 
narrow  extremity,  and  when  expanded  are  kept  in  their  position 
by  pegs  in  a  groove  or  tubing  at  the  other  extremity.  Iliese  sails 
ue  made  of  thin  boards.  When  the  suits  are  affixed  to  a  gable 
end  whence  it  will  occasionally  be  necessury  to  catch  the  wind  at 
opposite  sides  of  the  au!  a  ledge  is  attached  to  each  sail  arm  into 
the  nicks  on  which  falls  the  spring  of  the  adjoining  sail,  by  which 
the  sails  are  turned  to  opposite  degrees  of  obliquity. 
CPrioted.Cd.   Dnwlug.   See  BeiWTtOD' of  AtU,  vol.  U,  p.  7».] 
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A.D.  1801,  October  30.— N*  2646.  (*  *) 
BRAYSHAY,  Richard,  and  McMAHON,  William.— 1.  Vanes 
or  sales  are  arranged  between  two  wheels  on  the  same  shaft.  ''  The 
"  sails  or  float-boards  are  so  contrired  as  to  be  able  to  play  in 
''  a  given  space,  being  fixed  perpendicularly^  on  the  wheel  and 
*'  festened  by  a  cord  or  otherwise,  so  that  when  the  wind  blows 
**  from  any  quarter  three-fourths  of  the  sails  catch  the  wind,  and 
"  by  forcing  the  wheel  round  those  sails  which  are  forced  against 
**  the  wind  come  up  edgeways,  but  when  past  the  centre  imme- 
**  diately  receive  the  breeze,  and  by  that  means  produce  a  con- 
**  tinued  circular  motion." 

This  may  be  better  understood  by  supposing  the  method 

which  is  taken  to  make  a  vessel  sail  against  wind  by  tacking 
'^  about.  In  some  cases  where  we  may  judge  it  necessary  we  place 
"  two  sails  together  bpening  as  it  were  a  book." 

The  machine  is  used  to  row  a  boat  by  causing  an  upright  shaft 
to  turn  with  "  a  half  circle  wheel "  upon  it  (acting  apparently  like 
a  cam)  to  move  backwards  and  forwards  a  frame  connected  with 
**  the  w:uiged  oars."  These  oars  are  beams  with  vanes  hinged  on 
ihem  on  each  side,  and  which  open  like  the  leaves  of  a  book  when 
driven  against  the  water  and  collapse  for  the  return  stroke. 

2.  On  the  shaft  of  a  windlass  or  capstan  are  fixed  ratchet  wheels. 
These  may  be  worked  by  levers  carrying  palls,  so  as  to  turn  the 
shaft  when  the  levers  move  one  way,  and  to  shift  the  palls  over 
the  wheels  when  the  levers  go  the  other  way. 

3.  A  windlass  which  expands  or  contracts  in  diameter  by  the 
action  of  two  circular  plates  at  each  end  of  the  barrel,  one  with 
radiating  slits  through  which  the  bars  pass,  and  the  other  with 
spiral  grooves  in  them  carrying  the  ends  of  the  bars  forming  the 
barrel. 

4.  A  weighted  frame,  being  inside  the  vessel,  is  at  liberty  to 
move  backwards  and  forwards  according  to  the  motion  the  vessel 
gives  it,  and  thus  to  turn  the  levers  of  the  windlass,  which  by 
cranks  on  its  axis  works  the  winged  oars. 

5.  A  frame  moveable  on  a  pivot,  by  which  the  height  of  the 
row-locks  used  for  common  oars  may  be  adjusted. 

pPrinted,  8d.    Drawings.    See  Bepertory  of  Arts,  vol.  1  (second  series), 
p.  11.3 

A.D.  1802,  January  28.— N«  2577. 
BAKER,  Thomas  Charlbs. — "  Vanes  or  sails  for  wiad-m\\i&  " 
The  sails  have  a  whip  or  additional  anam  l\k!&  ^^tl\x^  ^Rr^\:«<^ 
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is  bars  attachedi  and  two  rolla  "fiied  to  turn  in  wears  in  the 
roES  bus,"    The  leading  edge  of  the  vaaes  is  made  fa^st  to  the 

I  lolls.  A  rope  fixed  to  the  outer  corner  of  the  sails  is  passed  Dvei 
a  pulley  in  the  cross  bar  and  thence  thiough  &  seive  in  a.  double 
block  and  brought  back  to  a  catch  nearthe  cross  bar.  The  double 
block  ia  connected  with  ajid  can  be  moved  by  relieving  ropes 
passing  through  blocks  at  the  end  of  the  brace  pole  to  the  end 
of  the  shaft  and  again  connected  with  a  racket  wheel  on  the  shaft. 
Bj  means  of  this  apparatus  all  the  external  points  of  the  vanes 
can  be  1it>erated  and  will  then  "  fall  back  from  the  wind."  llie 
width  of  the  vanes  may  be  reduced  by  turning  the  rolls  by 

I  of  winch  handles. 

[Prtntod,  OA     Dr«wing.] 
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A.D.  1804,  September  14.— X"  i>7S2. 
I   BYWATER,  John.— "ClotJiing  and  an  clothing  of  the  sails  of 

'  wind  mills."  This  is  done  by  rolling  them  up  to  the  whip  "by 
'  means  of  cylinders  or  rollers  of  any  shape  as  long  as  the  sail 
■'  with  a  toothed  wheel  at  one  end  of  each,  working  either  di- 
"  rectlj  or  indirectly  into  two  wheels  without  arms,  which  are 
"  hung  so  as  to  turn  upon  a  ring  of  iron  fixed  to  the  shaft  head." 
I   Either  of  these  wheels  may  be  prevented  from  turning. 

[Printed, It    Drttwine.    Bee  Itepertoir  of  Arts,  vql.  8(scTO»<i  «ari«),  p.7. 
Bolls  Cbiii<el  Beporta.  fltit  Beport,  p.  S02.1 

A.D.  1806,  October  7-— N°  29/4. 

SAMPSON,  William.— Windmills.    The  first  part  relates  to 

horizontal  engines.     Two  or  more  opposite  arms  are  fastened 

transversely  to  the  top  of  an  upright  shaft;  each   arm  is  turned 

1    up  at  the  further  end  to  form  a  crutch   or   hollow  semicircular 

socket.     A  shaft  of  iron  having  a  fan  or  soils   at  each  extremity 

18  placed  horiKontally  on  the  crutches  of  each  pair  of  opposite  arms, 

and  is  provided  with  three  stays;  the  fans  or  sails  at  the  opposite 

extremities  are  in  planes  perpendicular  to  each  other.    Two  of  the 

stays  are  to  prevent  the  axis  frotn  moving  more  than  a  four^  of 

a  circle  in  turning  on  its  crutches.    This  is  done  by  each  butting 

alternately  on  the  transverse  arms.    The  third  stay  ia  for  the 

.  purpose  of  suspending  the  action  of  the  shaft.    By  these  means     ^ 

^^^^     the  sail  moving  with  the  wind  is  made  to  assume  a  verticaj^gj^^j 

^^^^^k/Me  opposite  sail  a  horizontal  position.  '■■^^^^1 
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The  second  part  relates  to  a  mode  of  clothing  and  undoth- 
ing  the  sails  of  any  windmill  by  means  of  small  sails  fixed  on  a 
small  shaft  contained  within  the  main  shaft  hollowed  out  for  the 
purpose.  The  cloths  of  the  mill  sails  are  fastened  to  the  trans- 
verse parts  of  T-shaped  pieces  of  timber,  the  shafts  of  which  are 
worked  backwards  or  forwards  by  chains  or  rackets  and  a  wheel 
on  the  small  shaft.  This  small  shaft  is  made  to  revolve  with 
different  velocities  by  a  brake  regulated  by  hand  or  centrifugal 
balls, 

[Printed,  6d.  Drawing.   See  Bolls  Chapel  Reports,  7th  Report,  p.  104.] 

A.D.  1806,  October  30.— N»  2982. 
PROSSER,  John. — Smoke  or  inr  jacks.  The  first  improvement 
is  making  the  box  or  body  to  extend  the  whole  length  from  or 
near  the  centre  of  the  chimney  to  the  breast,  inclosing  the  spindle, 
and  terminating  at  the  chain  wheel.  The  second  in  raising  the 
spindle  and  chain  wheel  in  a  slanting  direction  above  the  centre 
of  the  worm  by  which  the  oil  flows  above  the  top  carriage  of  the 
worm  without  pipes :  the  case  being  made  in  one  piece  except 
the  top,  which  is  fastened  on  to  remove  at  pleasure.  The  third  in 
making  the  chain  wheel  of  brass  or  iron  instead  of  wood,  and 
placing  tags  or  holes  in  the  space  in  which  the  chains  run  to  pre- 
vent them  from  slipping.  The  improved  case  may  be  applied  to 
a  jack  which  works  both  vertically  and  horizontally,  and  to  single 
and  double  jacks.  Another  case  is  formed  to  contain  various 
wheels,  pinions,  or  cranks  connected  with  the  first  worm  wheel 
and  continued  any  length  of  time  as  the  situation  may  require. 
The  body  may  be  nearly  two  inches  wide  to  twelve  deep.  The 
jack  in  this  case,  like  the  others,  is  moved  rather  by  the  air  than 
the  smoke.  Instead  of  three  bevel  gear  wheels  only  one  is  placed 
in  the  middle  of  the  spindle. 

[Printed,  6d.    Drawing.    See  Repertory  of  Arts.  voL  11  (second  aeriet), 
p.  161 ;  Rolls  Chapel  Reports,  7th  Report,  p.  192.] 

A.D.  1807,  May  9.— N»  3041. 

CUBITT,  William.— "Equalising  the  motion  of  the  sails  of 
''  windmills."  The  vanes  are  formed  with  fewer  cross*bars  or 
shrouds  than  usual,  and  the  remaining  open  spaces  are  filled  with 
small  flat  rectangular  surfaces  disposed  perpendicular  to  the 
whip^  and  suspended  on  their  ends  by  gudg|MTi%)  est  Va  vscfiA 

A.  C. 
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other  convenient  method,  so  ai  to  open  and  shut  like  voIfcs, 
They  may  be  moved  hy  means  of  levels,  or  of  pinions  working  in 
racks,  and  are  regulated  by  a  weight  hung  on  a  sheave  inside  the 
mill,  which,  l>y  a  rack  and  pinion,  moves  an  iron  rod  passing 
through  the  centre  of  the  shaft. 

[Triaeed,  erf.  Dnwin?.  See  RaiwrtDry  of  Arts,  vol.  11  (terond  taria). 
p.  81 ;  Bmith's  UtcliJLDio,  vol.  1,  p.iSl;  Rolls  Cbapel  B«)iortt,  7th  Beprat, 
p.llM.] 

A.D.  1808,  February  4.— N"  3106. 
DUMBELL,  John. — Motive  power  is  obtained  according  to  this 
invention  from  the  explosion  produced  by  introducing  am  nil 
quantities  of  water  on  to  a  mass  of  molten  metal  contained  in  a 
pan  above  a  furnace.  A  cylinder  with  sails  op  flyers  like  those 
of  a  windmiU  or  smoke  jack  is  fitted  to  the  chimney  above  the 
pan.  The  furnace  may  be  supplied  by  bellows  or  fans  with 
onygen,  hydrogen,  or  cuibonated  hydrogen  gases,  or  with  the 
damps  found  in  mines.  The  gases  may  be  kept  in  balloons  or 
reservoirs  and  made  to  pass  through  stink  traps  or  refrigerators 
to  the  funtacc.  The  residuum  calx  and  scoriae  may  become 
valuable.  Red  lead,  sulpburet  and  pbosphuret  of  lead,  glass  from 
the  oxides  of  lead,  and  plumbers'  solder  may  be  thus  prepared  and 
other  processes  carried  on.  Gunpowder,  wan,  and  olengenous 
bodies,  phosphorua  sulphur,  osymuriate  of  iiotass,  fulminating 
powder,  fulminating  silver  and  mercury,  and  many  other  sub- 
stances may  be  used.  When  the  residuum  is  not  a  desired 
object  the  precious  metals  offer  an  intervening  body.  The  sails 
and  flyers  may  be  united  and  the  impelling  power  admitted  into 
a  chamber  in  which  it  presses  against  an  obstacle  fastened  to  a 
wheel  which  is  thus  driven  round ;  or  it  may  be  made  to  turn 
round  one  or  more  water  wheels  immersed  in  water.  A  method  of 
applying  the  power  so  as  to  produce  amotion  to  and  fro  ad  libitum, 
and  also  of  applymg  it  to  turn  the  wheels'of  a  carriage  is  also 
described,  and  part  of  the  Specification  relates  to  a  new  species  of 
carriage. 

[Printed,  U.   Drawing,   6ee  Bolls  ChnpclBeporta,?!])  Report,  p.  lOe.] 

A.D.  180*9,  Aoyiist  30.— N°  3161. 
TILLOCH,  Alexaxdkr.  —  "Invented  and  diaoorered  a  new 
"  physico-mechanical  power  or,  in  other  words,  improved  ma- 


MOTIVE  POWER  ENGINES.  35 

chinery  or  apparatus  oi^ble  of  being  employed  as  a  moving 
power  to  work  or  drive  machinery  and  miU  work  and  applicable 
"  to  o^er  useful  purposes/* 
[If o  Speoiflcatioii  enroUecL] 

A.D.  1809,  June  16.— N»  3243. 

FESENMEYER,  John  Philip. — "  Certain  improvements  in  the 
''  construction  and  workinp^  of  steam  and  atmospheric  engines, 
^'  by  which  they  may  be  more  advantageously  worked  than 
"  hitherto." 

[Ko  Bpedfication  enrolled.] 

A.D.  1809,  September  4.— N»  3259. 

LONGc,  Samubl« — "  Horizontal  windmills."  Each  sale  is  made 
to  revolve  on  a  vertical  axis,  one  of  such  revolutipns  being  made 
during  two  revolutions  of  the  vertical  shaft.  In  order  to  effect 
this  a  ring  with  its  surface  formed  into  bevel  teeth  is  placed  to 
rest  on  the  plate  surrounding  the  coUar  in  which  the  shaft  moves. 
A  bevel  wheel  with  an  equal  number  of  teeth  is  placed  at  the 
bottom  of  the  axis  of  the  sail  and  fastened  to  it  so  that  they 
revolve  together.  The  two  wheels  are  connected  by  a  spindle 
terminated  at  each  end  by  a  bevel  nut  one  of  which  works  in  the 
wheel  round  the- shaft  and  the  other  in  the  wheel  of  the  axis  of 
the  saiL  The  latter  has  only  half  as  many  teeth  as  the  former. 
The  wheel  round  the  shaft  is  usually  stationary  but  may  be  set 
to  any  position  by  turning  a  nut.  In  this  way  the  sails  on  either 
side  of  the  shalt  noay  be  brought  to  a  position  perpendicular  to 
Ihe  direction  of  the  wind  while  the  opposite  sails  are  parallel  to 
that  direction,  or  they  may  be  adjusted  according  to  the  strength 
of  tiie  wind* 

[PrintecUScl.   Drawing.   See  Bolls  Gbapel  Beportfl^  7th  Beport,  p.  2D2.3 

A.D.  1809,  September  26.— N»  3264. 

WATTS,  WcLUAjf.— Mills*.  A  windmill  of  great  power  is 
formed  by  inn.  drum  wheels,,  having  at  each  end  iron  plates  in 
whidi  are  eanotieB  at  regular  distances  to  receive  iiie  axles  of  the 
sails.  Over  the  wheela  work  two  chains  connecting  the  axles. 
The  axles  am  steadied  by  small  wheels  at  their  ends,  whicbLTosL'xck 
a  channel  in  the  £ramin|r  of  the  lailiy  MLdKiii^oa  ««i^  v^  Vs*^ 
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1^^^  double  frame  of  which  the  inner  carries  the  sail.  The  inoUira!!^^^ 
of  the  aaila  to  the  wind  is  regulated  Ly  spriags.  The  bwIs  are 
blot™  round  the  two  wheels,  the  under  sails  being  sheltered  from 
the  wind,  and  the  upper  onea  receirinft  it  in  an  angle  between 
each  other.  The  head  may  travel  round  to  the  angle  at  which  the 
Bails  act  most  advantageously. 
I  [Printed,  id.    DrmwinK.     See  Rspertorj'of  Arts.  vol.  19  lieamd  uriM),       ii 

^^^^  p.  IB  i  Bolls  Chajwl  Reports,  7th  Eaport.  p.  tlu.]  .  ^^^^J 

^^B  A.D.  1810,  Maj9.— N'-SSaS.    (•  *}  ^^H 

^^^      CHAPMAN,  Wit.UAM.—"  A  wheel  or  wheels  to  be  move^^l 

"  nitter,  steam,  or  anj*  other  suitable  fluids  or  gases,  and  may     1 

"  be  applicable  to  mechanic  or  other  purposes  where  a  rnorinjif      ' 

'  force  is  required." 

This  "  invention  is  to  be  performed  and  carried  into  effect  by 
'  using  a,  wheel  with  a  grooved  channel  on  its  rim  or  exterior  , 
'  face  closely  surrounded  by  a  cylinder,  or  a  wheel  with  a. 
'  cylindric  aurfece,  surrounded  by  a  ease  containing  a  concentric 
'  grooved  channel  closed  up  by  the  face  of  the  cylinder.  In  both 
'  batauccs  the  surrounding  case  is  stationary,  and  has  two 
'  apertures  into  the  channel,  which  is  of  a  uniform  transverse 
'  section  ;  one  of  these  apertures  is  fur  the  admisaion  of  water, 
'  steam,  of  gaa,  and  the  other  for  its  emigaion,  and  between  these 
'  apertures  there  must  be  attached  or  affixed  to  the  interior 
'  of  the  surrounding  case,  which  must  be  strong  enough  to  reaist 
■'  its  inequality  of  pressure,  a  block  or  stop  of  any  suitable  sub- 
'  stance  or  substances,  filling  up  the  channel  for  a  due  length, 
'  30  as  to  prevent  a  communication  between  the  apertures  or 
'  holes  of  admission  and  emission,  excepting  in  the  direction  in 
'  which  the  wheel  is  to  move,  by  the  propelling  force  of  the 
"  motive  fluid  acting  upon,  opening,  and  closing  leaves  affixed 
'  to  that  part  of  the  wheel  which  forms  the  interior  boundary  of 
'  the  concentric  channel.  These  leaves,  when  open,  must  fill  up 
'  the  channel  and  continue  so  until  arrived  at  or  past  the  hole  of 
'  emission,  when  they  must  begin  to  close  and  fall  into  their 
'  cavities,  in  which  position  the  bact  of  the  leaves  will  form  a 
''  regular  portion  of  the  channel,  so  as  to  pass  under  the  atop 
'  block  which  fills  up  its  section.    Then,  after  passing  the  hole 

I "  of  admission  of  the  propelling  fluid,  it  ag^n  opena  to  teodtsJ 

^^^1      "  JM  action,  and  proce«ds  as  before."  ^^^^Hj 
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"  Ranfied  air  or  gases,  whether  extricated  by  the  explosion  of 
"  gunpowder,  the  inflammation  of  essential  oils,  or  other  means, 
"  may  be  the  moving  power.'* 

[Printed,  l».   Drawing.   See  Register  of  Arts  and  Sciences,  toI.  4,  p.  428.3 

A.D.  1810,  October  1.— N»  3384. 
BRUNEL,  Marc  Isambabd.  — "  Giving  motion  to  ma- 
''  chinery.'*  This  is  to  be  done  by  forcing  air  by  means  of  a 
pump  or  other  organ  (the  screw  of  Archimedes  being  preferred) 
down  to  a  suitable  depth  in  a  vessel  containing  cold  water.  The 
air  then  escapes  into  an  inverted  funnel,  and  thence  through  a 
pipe  into  the  lower  part  of  a  vessel  containing  hot  water,  in  which 
is  a  bucket  wheel  of  the  same  kind  as  those  which  are  called  over 
shot  wheels.  The  air  brought  into  contact  with  the  hot  water 
becomes  greatly  enlarged,  and  escaping  beneath  the  buckets  of 
the  wheels  causes  it  to  revolve.  The  height  of  the  column  of  cold 
water  should  be  greater  than  that  of  the  hot.  Other  dense  fluids 
may  be  used  in  place  of  water.  And  the  screw  immersed  in  mer- 
cuiy  or  other  fluid  may  be  used  to  propel  air  instead  of  bellows  or 
as  an  air  pump. 

[Printed,  4d.   No  Drawings.   See  Biolls  Chapel  B^ports,  8th  Report,  p.  82.] 

A.D.  1811,  September  9.— N"  3484. 

JONES,  John. — **  Method  or  methods  of  applying  the  expansive 
"  force  or  pressure  of  atmospheric  air,  condensed  air,  or  steam  in 
"  or  upon  a  wheel,  so  as  to  be  the  first  mover  of  machinery." 

[No  Specification  enrolled.] 

A.D.  1812,  December  19.— N»  3628.    (*  *) 

MORGAN,  John.  —  Obtaining  motive-power  for  propelling 
vessels  and  boats  of  every  description  through  the  water,  and  also 
for  pumping  them  and  performing  other  mechanical  work  within 
the  same.  One  end  of  a  lever  has  a  floating-piece  or  buoy  on  the 
water  outside  the  vessel,  and  the  other  is  attached  to  suitable 
gearing  inside.  Motion  is  communicated  to  the  lever  by  the 
rising  and  falling  of  the  waves,  or  of  the  vessel. 

[Printed,  3d.  No  Drawings.   See  Repertory  of  Arts,  vol.  2S  {second  series), 
p.  298,  voL  6  {ihird  series),  p.  41 ;  Rolls  Chapel  Reports,  Sth.  R«^^t^«'d«'SS(kA 
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A.D.  1813,  January  15.— N"  .3640. 
I    ALL  IN,  William, — "  Machinery  to  he  worked  bj  wind."    The 
sbuft  is  vertical,  and  provided  with  swla,  of  which  three  sorta  are 
I  deBcribed. 

In  the  first,  two  flapa  playing  on  t\vo  or  three  joints  each,  and 
counterbalanced  by  roda  hearing  balancing  weights,  are  placed  at 
the  ends  of  each  arm.  Ropes  or  iron  bracea  pass  from  arm  to  arm, 
and  two  ur  three  rods,  ropes,  or  webbing  come  from  each  aail 
thcouB!i  a  series  of  puUeya  to  the  inside  of  the  mill. 

'Ilie  second  sort  of  sail  is  kept  extended  by  a  rod,  which  moves 
1  a  joint,  and  continues  through  another  joint  to  the  inner  end 
of  the  aail,  and  then  continues  as  a  balancing  weight. 

The  third  aait  has  a  square  frame  with  three  or  four  doors, 
'    which  shut  when  they  come  into  the  wind,  and  open  when  half 
way  round. 

[Printed,  i»i.    XoDrawingg.    Sbb  RoUs  Ohmpd  Beporta,  atli  Heport,  p.  06.] 

A.D.  1813,  April  13.— N°  3681. 
RANGELEY,  John. — The  principle  of  the  invention  includes 
using  water  or  other  non-elastic  fluid  to  produce  a  vacuum,  or  re- 
move the  pressure  of  the  atmosphere  continually  from  one  side  of 
a  piston  svhile  it  is  acting  on  the  other.  This  is  done  in  the 
en^e  first  deaoribed  by  making  each  end  of  the  cylinder  eom- 
municttte  with  a  cistern,  and  with  a  centrifugal  pump  worked  by 
the  engine.  The  communications  have  valves  which  ate  altw- 
nately  opened  and  shut  so  as  to  enable  the  pump  to  withdraw 
water  from  one  side  of  the  piston  while  atmospheric  pressure 
forees  it  from  the  cistern  to  the  other  side. 

[Printed,  M.    Drawing.    Beo  KoUb  Chapo!  Koports,  Sth  Eeiiort, 
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A.D.  1813,  May  5.— N»  3689. 

WALKER.  Thomas.— '■  Horizontal  windmill."      This 

of  an  octagonal  conical  frame  or  building  closed  on  evcty  side  by 

shutters,  which  can  be  opened  or  »h«t,  and  regulated  according 

to  the  foree  of  the  wind  by  a  lever  acteil  on  by  a  weight.    Within 

a  vertical  shaft  with  arms  carrying  vanes  "  made  of  thin  boarda, 

the  one  standing  edge  upwards,  and  the  other  pnt  on  the  top, 

lesninR  tomrd*  the  wind,  forming  the  eigiith  angle."    "  When 

the  windmill  is  in  action,  the  shutters  miist  be  four  open  and 
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'*  fpur  8hut>  ezeept  the  wind  blows  very  atrongly,  then  flix  jdiut 
"  and  two  open/' 

[Printed,  8(2.   Drawing.   SeeBoll8  0hapelBeport«»8lhBepart,p.M.] 

A.D.  1816,  April  26.--N«  3909.  (*  *) 
PAULY,  Samuel  John,  and  EGG,  Durs. — "Certain  aerial 
"  conveyances,  and  vessels  to  be  steered  by  phUosopbical  or 
*'  chemical  and  mechanical  means,  and  which  means  are  also 
"  applicable  to  the  propelling  of  vessels  through  the  waiter  and 
"  carriages  or  other  conveyances  by  land.*' 
The  aerostat  or  balloon  has  a  "  form  whose  farthest  extremities 
may  be  in  an  horizontal  and  longitudinal  direction,  or  nearly 
so,  such  as  the  shape  of  a  fish  or  bird."  A  frame  round  the 
lower  part  of  ihe  aerostat,  called  "the  head  frame,"  holds  the  net, 
as  well  as  an  appendage  capable  of  acting  as  a  parachute,  and  the 
requisite  suspensory  fastenings  of  the  car.  To  drive  and  direct 
the  balloon,  "fins,  feathers,  fetus,  or  wings  **  are  employed;  they 
are  made  of  silk  fixed  to  a  staff  by  whalebone  ribs.  Five  feathers 
may  form  a  wing,  and  for  that  purposes  are  fixed  alongside  into 
a  "head  piece,**  which  is  applied  to  a  steel  spring  "fEwtened-to 
"  the  head  frame,  playing  backwards  and  forwards  horizontally." 
"  Each  separate  fin,  feather,  fem,  or  wing  has  a  threefold  power, 
which  we  call  attraetive,  aspiring  or  sucking,  repulsive,  driving 
or  blowing,  and  collective  or  united.**  The  tail  or  rudder  is 
formed  of  the  same  materials  as  the  said  fins.  A  moveable  weight, 
consisting  of  a  barrel  containing  water,  is  used  as  ballast  for 
guiding  and  directing  the  balloon.  The  said  fins  may  also  be 
applied  to  a  machine  that  is  capable  of  raising  and  supp<»rting 
itself  in  the  air  without  the  assistance  of  gas.  The  impetus  to 
such  machine  is  given  by  a  fiy  and  fly  wheel  or  wheels  similar  to 
those  applied  to  windmills. 

The  principle  of  constructing  the  above-described  "fins, 
"  feathers,  or  wings,"  is  declared  to  be  also  applicable  to  the 
working  of  windmills. 

DPrinted,  4rf.    No  Drawings.    See  Repertory  of  Arts,  voL  31  {second  series), 
p.  17 ;  Bolls  Cbftpel  Reports,  7th  Report,  p.  116.] 

A.D.  1815,  June  22.— N»  3934. 

B AINES,  RoB«BT  Bainss.^"  Vertical  windmill  sails.'*    These 
are  fastened  to  tiiiej&ont  fides  of  the  aima  osvi  QsXxiG^^Vi  "t^i^ 
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along'  tbe  tree  edges  of  the  sail  and  by  a  md  placed  diagonally. 
The  rod  at  the  end  furthest  from  tbe  shaft  is  jointed  to  a  rod 
placed  along  the  arm  in  a  manner  which  permits  the  aai!  to  move 
away  from  the  wind  when  it  blatva  against  the  back  side.  'I'hese 
rods  may  also  be  adjuflted  and  the  sails  made  to  recede  from  or 
approach  tbe  wind  by  means  of  a  regulating  weight.  The  exterior 
f!ree  corner  of  each  sail  is  connected  by  a  rod  with  the  interior 
free  comer  of  the  sail  immediately  succeeding. 

[Prints,  ad.    SmwiaK.     See  Beporlorf  or  Aits.  col.  3D  {second  leriel). 


A.D.  I81C,  January  9.— N"  3573. 
ftEYNOLDS,  Joseph. — "Construction  of  wheel  carriagea  and 
"  of  ploughs  and  other  instrumentB  used  in  husbandry,  to  be 
"  moved  by  steam,  heated  ^r,  or  vapour."  The  construction  of 
wheel  carriages  to  be  used  on  ordinary  roads  is  descrihed  at  length. 
In  producing  the  steam  or  tbe  formation  of  the  steam  engine,  no 
invention  is  claimed  further  than  the  mode  of  suspending  the 
boiler  and  constructing  the  joints  of  the  pipes  or  tubes  which 
communicate  therewith,  so  that  the  boiler  may  in  all  movements 
retain  a  horizontal  position.  This  is  done  by  attaching  it  to  a 
transverse  axis  which  may  be  hollow  and  form  a  communication 
between  tbe  boiler  and  the  steam  pipes  by  means  of  a  stufiing  box 
or  stuffing  boxes  which  admit  the  end  of  tbe  axis  to  turn  in  tbe 
steam  pipes,  or  the  axis  may  embrace  the  pipes  and  move  round 
upon  them,  or  the  axis  and  pipes  may  be  united  by  any  means  by 
which  a  shaft  or  spindle  is  made  to  turn  round  easily  but  without 
leakage  in  or  through  the  side  of  a  nonile  or  pipe  containing  ' 
steam,  heated  air,  or  vapour.  A  stop  cock  or  throttle  cock  is 
placed  in  the  axis  to  regulate  the  quantity  of  air,  steam,  or  vapour, 
and  similar  joints  are  made  in  the  steam  pipes  before  they  unite 
with  the  cylinder  or  with  tbe  nozzles,  steam  bo.ies,  or  cocks,  they 
^^^^    may  unite  with.  ,^^^^J 

^^^L  (Trlntcd,  1>.   Drawing.    Seo  Soils  Cbapd  Beporla,  Sth  Hcpart.  p.  lU^^^^H 

^^V  A.D.  1816,  March  14.— N"  3995.  ^^^^ 

"  MONTGOLFIER,  Pikrbk  Francois,  and  DAYME,  Lotiii       1 


i 


MONTGOLFIER,  Pikrbk  Francois,  and  DAYME,  Lotiii 
Hknrv  Daniel. — This  consiets  of  a  machine  for  raising  water 
by  means  of  heated  air.  Two  chambers,  one  considerably  above 
the  other  and  a  pipe  up  which  tbe  water  is  to  be  forced,  are 
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arranged  in  a  triangle  around  tlie  fdmace.  The  upper  called  the 
air  chamber  communicates  with  a  cylinder  from  which  measured 
quantities  of  air  may  be  introduced.  It  also  communicates  with 
the  furnace  by  a  tube  having  a  valve  which  allows  air  to  pass  to 
the  fire  but  is  shut  by  a  float  when  the  water  rises  up  to  it.  The 
lower  or  water  diamber  conununicates  with  the  external  aur  by  an 
opening  with  a  similar  valve  and  also  with  the  furnace  and  the 
well.  Valves  prevent  either  air  or  water  passing  back  to  the 
furnace  or  the  well.  The  chambers  and  ascending  pipe  are  all 
united  together  by  a  curved  tube  of  three  branches.  At  the  com- 
mencement of  a  stroke  the  pipe  and  water  chamber  are  filled  ndth 
water  but  the  air  chamber  with  air.  The  water  descending  down 
the  pipe  forces  the  air  from  this  chamber  into  the  furnace.  The 
fire  then  burns  freely  and  the  heated  and  expanded  air  forces  its 
way  into  the  water  chamber  and  forces  the  contained  water  up  the 
pipe  with  considerable  velocity.  This  motion  will  continue  "  by 
"  what  is  called  vis  inertia ''  after  the  pressure  has  diminished^ 
and  will  presently  be  communicated  to  the  water  in  the  air 
chamber^  thus  allowing  fresh  air  to  enter.  And  water  from  the 
well  will  at  the  same  time  enter  the  water  chamber.  After  the 
motion  is  expended  the  water  descends  again  down  the  pipe, 
drives  the  air  out  of  the  water  chamber  and  repeats  the  stroke. 
Every  stroke  part  of  the  water  passes  out  from  the  top  of  the 
pipe  into  a  cistern  and  this  part  alone  is  permanently  elevated. 
A  second  machine  on  the  same  principles  is  described  in  which 
the  air  chamber  is  placed  immediately  over  the  water  chamber, 
the  separation  between  the  two  being  made  by  valves  which  allow 
air  and  water  to  pass  only  into  the  upper  chamber  while  there  is  a 
free  passage  through  tubes  for  water  to  pass  down  from  the  upper 
chamber.  When  the  machine  is  applied  for  turning  mills  or 
other  machines  the  water  which  it  elevates  must  be  made  to  fall 
on  a  water  wheel  or  other  machine. 

[Printed,  \0d,   Drawiiifr.    See  Bollg  Chapel  Reports,  8th  Report,  p.  113  ; 
Repoiioiy  of  Arts,  yoL  82  {second  teries),  p.  2670 

A.D.  1816,  March  14.— N*  3996. 

DAWSON,  Jambs. — ^This  consists  in  forming  paddles  for  pro- 
pelling vessels  of  elastic  and  flexible  materials.  Rods  of  wood, 
whalebone,  (X  other  material  capable  of  acquiring  due  elasticity 
are  made  in  one  or  more  pieces  or  leaves  and  connected  and 
covered  with  flexible  or  slightly  elastic  8ubat«aQ«%  %\xOci  «&  ^C2^« 
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leather,  or  canvusa,  Biturated  with  a  Bolution  of  caoutchou.  By 
stiengtiieiiiDg  the  rods  or  elastic  planes  on  one  side  an  oblique 
elastic  action  is  obtained.  The  centre  rods  are  usually  made 
weaker  than  the  outer  ones,  and  the  several  rods  may  be  socketed 
30  as  to  turn  a  little  both  ways.  Such  sails  are  adapted  to  hori- 
aontol  anil  vertical  windmitlB.  In  some  cases  elastic  levers  or 
masts  ore  made  use  of;  one  of  them  is  left  strong  and  the  other 
tapered  down  and  made  fle:[ible.  To  this  one  or  more  elaatic 
planes  may  be  attached.  The  form  may  be  varied  but  the  in- 
vention consists  mainly  in  adopting  the  principles  of  elasticity 
and  flexibility  to  obtaining  an  action  on  fluids  in  the  maimer 
exemplified  by  the  toils  and  fins  of  fishes,  and  the  elastic  paddles, 
planes,  and  oars  may  be  applied  to  windmills  and  other  purposes, 

[Frintcd,  ed.    Dtmiing.    See  Bolls  ChBpol  Report,  SCb  Beport,  p.  113.] 


A.D.  1316,  August  14.— N'  405S.    (*  *) 
NEVILLE,    Jambs.  —  "  Generoting  and  creating   or   applying 
"  power  by  means  of  steam  or  other  fluids,  elastic  or  non-elastic, 
"  for  driving  or  working  all  kinds  of  machinery." 

1.  Utilizing  "  the  espunsive  properties  of  steam  or  other  elastic 
"  fluids  to  a  greater  extent  than  hitherto  practised  instead  of 
"  condenaing  or  allowing  them  to  escape  whilst  they  Btill  retain 
"  any  useful  degwe  of  power."  This  is  effected  in  the  case  of 
steam  by  causing  it  to  ascend  through  denser  fluids,  that  may  be 
raised  to  a  higher  temperature  than  steam  without  being  con- 
verted into  vapour.  A  cylinder  closed  at  both  ends  communioatea 
with  a  boiler  and  condenser.  A  second  cylinder,  with  buckets  on 
its  circumference  similar  to  those  of  an  overshot  water  wheel, 
moves  &cely  on  its  asle  within  the  stationary  cylinder.  The  space 
between  the  cylinder  is  filled  in  part  with  quicksilver.  This  dense 
fluid  being  heated  above  the  temperature  of  the  steam  and  the 
oondenser  vacuated,  the  iteam  admitted  beneath  one  of  the  lower 
buckets  ascends,  displaces  the  quicksilver  it  contains,  and  raising 
its  altitude  fills  the  next  higher  bucket  and  so  on,  continually 
increasing  the  preponderance  to  a  certain  limit  causes  a  rotary 
motion  in  the  bucket  wheel. 

2.  Elliptical  rotary  engine.  Two  oblong  pipes  connected  by 
semicircular  ends,  have  an  avie  in  the  centre  of  eech  eenucirote, 
which  carries  two  pulley  wheels  or  a  drum,  having  a  notched  or 
toothed  periphery.     On   these  drums  n  double  endless  chain   Is 
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wound,  whi^  cfttehes  into  t^  notdies  on  their  peripheries.  To 
each  joint  of  the  chain  a  bucket  is  attached  which  ascends  in  the 
pipe  with  its  mouth  downward,  and  descends  in  the  opposite  pipe 
with  its  mouth  upward,  in  the  manner  oi  a  chain  pump ;  a  small 
pipe  open  at  both  ends  placed  in  each  bucket  pennits  the  rise  of 
surplus  steam  or  oilier  elastic  fluid  into  the  bucket  above.  The 
case  enclosing  the  buckets  is  fOled  with  a  dense  and  non-elastic 
fluid  quicksilver  of  a  higher  temperature  than  that  of  the  steam ; 
the  steam  admitted  at  the  bottom  of  the  lower  semicircle  into  a 
bucket  displaces  the  mercury  and  raises  it  into  the  bucket  over, 
and  continues  to  do  so  with  each  bucket  in  its  ascent  until  it 
escapes  at  the  upper  semicircle  into  the  air  or  into  a  condenser, 
giving  preponderance  to  one  column  of  buckets,  and  producing 
a  rotular  movement  of  the  endless  chain  which  is  communicated 
to  the  drum  axles. 

3.  Steam  is  caused  to  pass  through  mediums  of  much  higher 
temperature  than  its  own  to  raise  its  heat  without  augmenting  its 
elasticity,  or  rendering  it  dangerous.  A  cast-iron  cylinder  is  set 
upon  a  vessel  containing  a  quantity  of  oil,  heated  by  a  stove 
beneath  it.  Another  cylinder  closed  at  its  upper  end,  and  attached 
to  a  chain  wound  over  a  pulley  and  balanced  with  a  weight  at  its 
other  end,  rises  and  £etlls  (steam-tight)  within  the  outer  cylinder 
Uke  the  receiver  of  a  gasometer.  The  steam  pipe  &om  the  boiler 
passes  through  the  fire-place  and  through  the  heated  oil  vessel 
into  the  "  expanding  receiver,''  and  is  thence  re-conducted 
according  to  the  drawing  through  the  oil  vessel  into  the  working 
cylinder.  By  this  contrivance  one  measure  of  steam  may  be 
augmented  20  or  30  times  in  volume,  without  materially  increasing 
its  original  elasticity. 

4.  A  considerable  quantity  of  sensible  heat,  absorbed  in  a  latent 
state  by  expanding  steam,  maybe  separated  by  a  '*  gradual  caloric 
"  abstractor,"  composed  of  6  cast-iron  cylinders  each  4  feet  in 
length,  and  of  12, 11,  10,  9,  8,  6  inches  internal  diameter  respec- 
tively, containing  29,  23, 19, 16,  13,  9  tubes  an  inch  in  bore,  open 
at  each  end,  passibg  steam  tight  through  circular  plates  which 
form  the  ends  of  the  endosing  cylinders.  Curved  pipes  unite 
the  top  and  bottom  of  each  two  cylinders,  whidi  are  fiUed  with 
a  fluid  of  lower  temperature  than  the  steam,  that  in  its  passage 
to  the  condenser  gives  out  some  of  its  heat  to  the  cooler  fluid 
they  are  surrounded  witii,  the  current  of  which  flows  in  a  contrary 
direction  to  that  of  the  steam.    The  common  ^oSi^  woki^.'rasd^ 
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ting  VBlvea  are  placed  on  the  engine,  and  the  boiler,  graduid 
caloric  alistractor,  and  rarifier  may  be  Hutrounded  with  any 
material  that  transmits  heat  slowly. 

5.  An  apparatus  in  which  the  rarifier  and  gradual  caloric 
abatractjDr  are  oopneoted  to  an  elliptieal  rotary  en^ne. 

G.  A  method  of  heating  the  water  in  a  common  steam  boiler 
and  also  the  oil  or  quicksilver  in  the  engine. 
[Priiit«il  1*.  id.    DmwiniH-] 

A.D.  1819,  May  1.— NM364. 
COPLAND,  RoDKBT. — Motive  power  is  obtained  from  the  prea- 
aure  of  the  atmosphere  through  the  medium  of  a  column  of 
water  or  other  liquid  descending  on  one  aide  of  an  inclosed 
vertical  wheel,  which  ia  provided  at  regular  intervals  with  float 
hoards  fixed  either  imraoveably  to  the  rim  or  by  moveable  joints 
which  allow  the  floata  to  open  out  parallel  to  the  radii,  The 
water  thence  passes  through  a  centrifugal  wheel,  kept  in  constant 
rotation  by  the  action  of  the  engine  when  at  work,  and  is  dis- 
charged through  apertures  into  the  reservoir,  whence  the  atmo- 
spheric pressure  raises  it  again  to  be  delivered  on  the  top  of  the 
vertical  wheel.  A  closed  pipe  leads  from  the  case  of  the  vertical 
wheel  to  a  hollow  waterway  round  the  rim  of  the  centrifugal  wheel. 
The  whole  machioe  must  be  au'-tight,  and  every  part  filled  with 
water  before  being  put  to  work.  The  centrifugal  wheel  is  then 
set  in  motion  by  an  assiating  force. 

[Printed,!*.   Drawing.   See  Roll* ChiipGl Hoport,  Sth  Report,  p.  1S4.] 

A.D.  1819,  November  1.— N»  4405.     (*  *) 
GUNDRY.  IsRABi.,   NEAVE,  Edward,  and  NEAVE,Jo8iAH. 

— "An  application  of  various  gases  or  vapours  to  certain  uaefid 
"  purposes." 

This  invention  consists,  first,  "in  the  working  of  a  piston  or 
"  pistons  in  a  barrel  or  barrels  by  means  of  factitious  gases, 
"  either  pure  or  mixed  with  vapours  of  various  kinds,  and  by 
"  which  a  mechanical  first  mover  or  power  is  produced  capable  of 
"  driving  wheels  or  other  Diachinery." 

"  Second,  in  the  forcing  of  water  or  any  other  liquid  by  means 
"  of  such  gasses  pressing  thereon  by  their  elastic  power." 

The  use  of  gas  derived  from  the  distillation  of  coal  or  oil  in 
eioaed  vessels  is  preferred  for  the  above  purposes.    The  gas  being 
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generated  onder  pressme  may  be  caused  to  more  an  engine  after 
the  manner  of  a  steam  engine ;  or  its  expansive  power  may  be 
employed  to  displace  and  elevate  water  from  a  vessel  to  a  higher 
level.  Gas  so  employed  may  be  caused  to  pass  into  a  gasometer 
to  be  subsequently  used  for  the  purpose  of  illumination^  &o. 

[Printed,  U.    Drawing.     See  Bepertoiy  of  Arta^  voL  87  iteeond  geriet), 
p.  129 ;  London  Journal  iNewton's)^  voL  1,  p.  17S.] 


A.D.  1819,  November  23.— N<»  4413. 

LILLEY  Gboroe.— In  an  engine  wrought  by  the  agency  of 
atmospheric  air,  a  reservoir  placed  in  or  over  a  fiumace  is  enclosed 
in  a  strong  case,  between  which  and  the  reservoir  some  non- 
elastic  fluid  (such  as  metals  which  will  remain  fluid  under  the 
temperature)  is  interposed.  This  space  is  connected  with  an  air  box, 
which  by  a  syringe  is  filled  with  air  at  a  pressure  equal  or  superior 
to  that  in  the  reservoir.  The  box  must  be  of  sufficient  capacity 
to  allow  of  the  rising  and  falling  of  the  fluid  produced  by  the 
unequal  expansion  of  the  cases  between  which  it  is  contained. 
Several  cases  may  be  used,  each  space  being  distinct  and  con- 
nected with  a  distinct  tfir  box,  the  pressures  in  which  decrease  in 
regular  proportions.  Cold  air  is  compressed  by  an  air  pump 
surrounded  by  cold  water  or  lur  and  supplied  to  thie  reservoir, 
whence  it  passes  to  the  motive  cylinder.  This  cylinder  has  an 
outer  case,  between  which  and  the  cylinder  the  smoke  and  hot  air 
of  the  furnace  circulates.  There  are  also  spaces  for  the  elastic 
fluid  to  circulate  in  before  passing  inside  the  cylinder.  The  valves 
are  in  the  form  of  a  revolving  double  pipe,. with  four  orifices  in 
the  outer  pipe  and  two  in  the  inner  pipe,  which  is  cast  or  brazed 
to  the  outer  one  around  these  orifices.  The  induction  and  also  the 
eduction  orifices  are  made  on  opposite  sides  of  the  pipes  for  the 
upper  and  lower  parts  of  the  cylinder.  The  piston  is  made  in 
two  parts,  bolted  together  so  as  to  admit  of  a  small  quantity  of  fluid 
(liquid  metal,  wax,  animal  fat,  or  any  other  that  will  not  change 
to  vapour)  between  them.  The  upper  platfe  is  formed  with  a  rim, 
reaching  nearly  to  the  bottom,  with  a  space  between  the  rim  and 
the  inside  of  the  cylinder  for  the  fluid.  There  are  communications 
on  the  upper  and  lower  plates  with  the  interior  of  tiie  cylinder, 
but  the  fluid  is  prevented  from  passing  either  way  except  in  very 
small  quantities  by  thin  metallic  rings  fitting  into  grooves.  An 
opening  in  the  (top  plate^  closed  by  a  c1ac\L}  3^en!)i\A  ^^  "^^ato^ 
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being  replenished  trith  fluid  ettch  time  it  axtiva  at  the  top  of  the 
lylinder. 

[Printed,  lOrf.   Drawlnn.   Bw  Emartory  of  ArtK,  voJ.  30  (wronrf  sfriee), 
p.flSi  Londm  JduhibJ  {J^eH>foNi),voLl,p.S£4.] 

A.D.  1830,  December  9,— N''45T6.  (•  *) 
MOOBE,  John,  the  younger. — Rotary  engine  to  he  worked  by 
stetun,  wafer,  or  gas,  A  drum  or  cylinder  hna  four  or  more  eai-ities 
in  its  circumference  to  receive  the  same  number  of  valvea  turning  on 
binges  or  pivots,  so  as  to  shut  down  imto  recesaes  or  to  turn  upon 
their  pivots,  in  the  direction  of  radii  projecting  beyond  the  oir- 
cumference.  This  drum  with  its  attached  propellers  ia  surrounded 
by  a  hoUow  casing  larger  than  the  drum,  eo  as  to  form  an  annulu 
space  between,  equal  to  the  height  and  depth  of  the  jiropellers, 
which  fill  up  the  tran5\'erse  section  of  the  channel  and  move 
freely  round  it.  The  steam  channel  is  interrupted  at  two  opposite 
points  in  ita  circuit  by  steam  stops  or  abutment  I'alves,  which 
occupy  its  width  and  height,  and  are  fined  to  the  outer  oaaing, 
with  their  inner  aurfaee  in  steam-tight  sUding  contact  with  the 
convex  circumference  of  the  drum.  These  two  steam  stops  and 
the  propellers  form  four  chambers,  t^vo  o£  which  are  always  open 
to  tie  boUer,  and  two  to  the  condenser  ot  atmosphere.  Four 
piopellera  are  chosen,  never  less  than  that  number,  that  the  oppo- 
site one  may  be  in  the  suae  state  of  action.  If  more  than  four 
he  used  eight  is  to  be  preferred;  no  other  intermediate  number 
will  place  the  opposite  propeller  in  the  same  state  of  action. 

The  elastic  vapour  is  introduced  between  a  reactioa  valve  and 
ft  propeller,  which  is  urged  towaida  the  condenser  orifice  and  pro- 
duces &  rotary  motion.  The  valve  gear  and  pumps  are  worked  by 
8{^aratus  carried  on  the  prolonged  axle  of  the  drum,  and  in  their 
rotation  the  propellers  are  returned  without  sharpness  Into  their 
grooves  by  means  of  an  inclined  or  rounded  piece  of  metal  fixed 
ontlieir  backs  coming  ia  contact  with  the  steam  stop. 

In  another  construction  of  the  drum,  instead  of  the  propellers 
turning  on  pivots  oi  hinges,  they  are  made,  by  means  of  steal 
springs  pressing  on  their  end  (as  sliders),  to  approach  the  centre 
of  the  drum  in  a  direction  perpendicular  to  its  sui&ce,  and  to 
recede  within  its  circumference  into  recesses  by  the  springs 
yielding,  and  the  inclined  plane  acting  on  the  curved  back  of  Uu 

LErinteil.  IW.    DrawiiujB.    Soe  Riipcrloryof  ArM.  vol.  *i  ('tcciij  itriiti.     , 
p.iva.    Londm  JonnnlCA'Miifun't],  *oI.S.p.iee.   Stiurt'g  Hiilioirefw 
SCmioED3iDe,p  IHj 
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A.D.  1821,  November  14,— N»  4615. 

ARNOTT,  Nkil.— The  first  part  of  this  invention  is  f(»  a 
metiiod  of  destroying  smoke  "  by  introducing  fbel  into  my  fire* 
place  through  a  number  of  metallic  channela  or  troughs, 
against  the  inner  mouths  or  openings  of  which  the  burning 
fuel  lies,  and  between  which  as  between  the  bars  of  a  grate 
there  are  interstices  for  the  passage  of  fresh  air.  The  smoke 
"  given  out  from  the  advancing  fresh  fuel  is  thus  made  to  pass 
through  the  ignited  fuel,  and  while  it  is  thus  intensely  heated 
it  is  at  the  same  time  intimately  mingled  with  the  fresh  air 
entering  between  the  troughs,  and  is  totally  or  almost  totally 
<<  consumed.^' 
In  air  engines  the  fire  bums  in  a  large  but  dose  vessel  of  iron. 
The  second  part  of  the  invention  consists  of  an  air  engine  to 
which  air  may  be  introduced  by  a  blowing  cylinder  in  the  form 
of  an  inverted  syphon.  One  arm  contains  the  working  piston, 
and  has  a  top  with  two  valves,  one  for  the  admission,  and  one  for 
the  escape  of  air.  The  other  arm  has  similar  valves.  The  lower 
part  of  the  cylinder  may  be  filled  with  air  or  water.  The  air  is 
forced  into  a  tube  to  which  a  regulating  cylinder  is  attached,  and 
which  leads  to  the  ash-pit.  The  working  piston  is  placed  in  a 
cylinder,  the  lower  part  of  which  communljsates  with  a  second 
cylinder  partly  filled  with  water.  The  spaces  above  the  piston 
and  water  respectively  are  made  to  communicate  alternately  with 
a  tube  conducting  the  heated  condensed  air  from  the  furnace  and 
with  the  chimney.  In  order  to  supply  the  waste  of  water  by 
evaporation  a  pipe  leads  from  the  cylinder  to  a  reservoir.  The 
pipe  is  furnished  with  valves  opened  by  means  of  floats  in  the 
cylinder  when  the  quantity  of  water  becomes  too  small.  The 
invention  also  consists  of  improvements  in  brewing  and  evapo* 
rating  and  distilling  fluids. 

[Printed,  1#.   Prawing.   See  Loudon  JoiiniBl(iSreicftm'«),vQL5«  p.  226.] 

• 

A.D.  1821,  December  22.— N«  4632. 

LINTON,  George, — ^Motive  power  is  obtained  from  a  vertical 
wheel  frimished  with  a  number  of  rods  made  in  pieces  with 
ruler  joints  and  jointed  on  to  the  wheel,  so  that  tike  rods  by 
mere  revoluticm  ai  the  whed  extend  themselves  to  their  full 
length  wh^  the^  mive  al  the  uj^^  piyeiaf  thj^Vo^N^  qs;>»^x»^ 
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of  the  deBcending  side.  At  this  part  a  ball  rolls  along  them  to 
a  bucket  at  the  extrcmitf.  The  rods  ceaae  to  act  as  levers  as 
thej  ascend,  and  ore  carried  up  In  an  inactive  state,  and  discharge 
the  weight  or  ball  when  it  airiv'cs  at  a  point  above  the  level  of  the 
axis,  where  it  rolls  by  its  own  gravity  to  the  other  end  of  an 
inclined  plane,  and  is  ready  again  to  be  taken  into  a  bucket. 

[Prinled, H. M.    Drawingi,    Sen  London  Journal  (.V«(r(on-*),  vol.0,  pp,  7i 
oni  lis.} 

A.D.  1823,  January  16.— N"  4749. 
COPLAND,  Robert. — Gaining  power,  partly  improvements 
on  a  patent  already  obtained.  The  apparatus  consists  of  two 
secies,  each  of  four  cylinders.  The  outer  cylinders  have  pistons 
attached  to  the  ends  of  a  beam.  The  inner  cylinders  hare  (veights 
or  Tfissels  attached  by  rods  to  the  same  beam,  and  a  communica- 
tion by  a  passage  from  the  bottom  of  one  to  the  other,  which 
may  he  closed  by  a  valve.  The  outer  cylinders  in  each  set  com- 
municate with  the  inner  cylinders  of  the  other  set,  so  that  air 
from  below  the  piston  is  forced  into  the  inner  cylinder  at  a  time 
when  the  weight  or  vessel  is  at  the  highest,  and  returns  to  the 
outer  cylinder  when  the  weight  or  vessel  descends,  and  the  piston 
ascends. 

The  weights  or  vessels  thus  ascend  in  water  and  descend  in 
wr.  If  vessels  are  used  they  may  be  filled  with  water  in  their 
highest  position,  and  discharged  when  they  begin  to  ascend. 
The  elastic  force  of  the  air  in  the  outer  cylinder  may  aid  the 
ascent  of  the  piston.  These  cylinders  above  the  piston  are  open 
and  communicate  with  each  other  by  an  open  trough,  by  which 
water  passes  from  one  to  the  other.  The  bottoms  of  the  four 
inner  cylinders  instead  of  communicating  in  pairs  may  be  open 
and  immersed  in  an  open  reservoir,  and  must  then  be  filled  vnth 
water  at  first  by  an  air  pump  or  otherwise.  These  parts  are 
improvements  of  the  feeding  pipes  of  the  former  Patent. 

(IPriBtod,  IM.    DiawiDB.    Sco  London  Joumil  (A'(rM/oii'«),  roL  ».  p.  7S.] 

A.D.  1823,  May  2?.— N°  4793.  (•  •) 
PEEL,  Thomas.— Rotary  engine.    From  a  common  steam  boiler 
a  pipe,  furnished  with  a  Steam  cock,  is  carried  to  a  hollow  cylinder 
or  pipe,  that  revolves  in  a  stuffing  box.  and  forms  an   axle,  from 
«-hich  four  pipes  radiate,  forming  spokes,  as  it  were,  to  a  large  Sy 
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wheel.  ^'  Steam^  or  other  gaseous  media  **  from  the  boiler^  turned 
into  the  hollow  shafts  rushes  into  the  spokes,  and  in  making  its 
escape  at  an  orifice,  regulated  by  a  slide  in  the  side,  at  the  outer 
end  of  each  spoke,  gives  a  rotaiy  motion  to  the  hollow  shaft,  and 
to  a  cog-wheel  framed  on  it,  from  which  the  movement  is  trans- 
mitted to  other  machinery. 

[Printed,  6(1.   Drawing.    See  London  Jonmal  (^MO^cm^),  voL  8,  p.  7.] 

A.D.  1823,  December  4.— N<»  4874. 
BROWN,  Samuel. — ^Effecting  a  vacuum,  and  thus  producing 
powers.  This  is  done  by  the  combustion  of  gas  in  cylinders. 
The  vacuum  is  applied  first  to  turning  a  water  wheel.  In  this 
engine  are  two  outer  cylinders  with  moveable  tops,  attached  to 
the  ends  of  a  beam.  Within  these  cylinders  are  two  inner 
cylinders  open  at  the  top.  A  space  is  left;  between  the  sides  of 
the  outer  and  of  the  inner  cylinders,  which  last  are  not  so  high 
as  the  first.  The  outer  cylinders  conununicate  by  pipes  with 
two  lower  cylinders  filled  with  water ;  gas  is  introduced  into  one 
of  the  inner  cylinders,  and  is  ignited  by  an  external  burner.  The 
exuberant  rarified  air  is  expelled  through  a  valve  in  the  cover, 
and  a  vacuum  being  produced  the  water  rises  into  the  outer 
cylinder  and  flows  over  the  side  of  the  inner  cylinder.  Air  is 
then  admitted  into  these  cylinders  and  the  water  passes  through 
a  valve  into  a  trough  above  the  water  wheel,  and  thence  falling 
on  it  turns  it  round.  In  the  lower  cylinders  are  floats  fixed  to 
the  beam  by  rods.  As  the  water  descends  one  end  of  the  bjeam  is 
drawn  down,  so  as  to  bring  the  cover  upon  that  cylinder,  which  is 
next  to  be  brought  into  operation.  The  rods  also  are  furnished 
with  proper  means  to  cut  off  the  flame  of  the  external  burner, 
and  to  open  the  tubes,  which  introduce  air  into  the  inner  cylinder 
at  the  proper  time.  The  quantity  of  gas  which  enters  the  cylinder 
is  regulated  by  making  it  pass  through  a  pipe  partly  filled  with 
mercury,  and  which  is  given  an  oscillating  movement  by  the  rods 
of  the  floats.  The  mercury  flows  to  the  lower  part,  and  when 
there,  by  its  weight,  causes  a  stud  to  strike  against  an  arm,  and 
thus  to  turn  Ihe  cock,  shutting  off  the  gas.  The  vacuum  may 
also  be  applied  to  raising  water  by  removing  the  water  wheel,  or 
may  be  applied  to  working  pistons.  In  this  case  the  lower 
cylinders  and  floats  are  replaced  by  a  forcing  pump.  hvn3Ck%^ 

suction  pipes  in  water,  and  pistons  in  the  p\SiA^  oi  \^i<&  qq^n^sk^  vs^ 
A,  \% 
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attached  to  the  ends  of  the  lever,  and  wo*k  in  the  inneP  cylindew. 
When  at  t)ie  highest  p<«nt  a  valve  in  the  piston  is  preased 
close  by  a  bar,  but  is  sepiu^ted  during  the  descent  by  a  spring, 
and  thm  allows  the  water  which  has  beeu  forced  up  the  outer 
cylinder  to  escape  through  a  tube  in  the  inner  cylindtf.  The 
pistons  have  also  tight  valves  for  the  escape  of  the  rarified  air. 

rFrinted, If . 3d.  Dnnings.  See  RepBitorvor  Arts, •ol.lfi  (<eEond  •«■»>), 
I1.3ai.»lBovol.l((A.>d3cWpa),p.  1(12;  London  Joumal(iVi™«™»,  vol.  S. 
p.  S7i  MEctunics'  Uagmine,  vol.  2,  pp.  KHnaASW:  vol.  S,  pp.  B-Si.  ISK. 
lOa,  and  4n;  vol.*,  pp.  IP,  1S7.  soej  vol.  6.  p.  114;  ToL  T.  p.  S 
¥1.  dm  •  vol.  17  pp.e7.-  ''""  — -'"■'"    — J  — 1  .t.  -  ~.    T. — ,j — . 


A.D.  1825,  February  1.— N"  5087. 
THIN,  JoH.\. — Roasting  jack  in  which  the  wheel  exposed  to  the 
current  of  heated  air  and  smoke  revolves  in  a  vertical  direction. 
The  vanes  are  of  iron  or  other  suitable  metal,  and  are  supported 
by  arms  at  ri^ht  angles  to  the  axle.  A  case  or  box  of  cast  iron  is 
made  to  cover  a  portion  of  the  wheel.  Two  sides  are  fiat  and  one 
curved  to  a  segment  of  two  thirds  of  a  circle.  The  fourth  side  is 
open  ivith  a  flange  round  it.  The  open  side  is  attached  by  strong 
hinges  in  its  flange  at  one  extremity  of  the  curved  side,  and 
by  a  chain  and  pulley  at  the  other,  to  a  frame  of  cast  iron  built 
into  the  front  wall.  In  order  to  afford  the  means  of  contracting 
or  enlarging  the  channel  for  the  heated  air,  the  home  is  gradually 
enlarged  on  both  sides  from  a  point  up  the  sides  ubout  a  foot 
from  the  lower  eitramity  till  it  entenda  backwards  into  the  middle 
of  the  vent,  its  head  being  shaped  to  fit  a  double  cur\'ed  metal 
flap  which  can  by  a  shding  bar  be  drawn  close  to  the  ^ainc  or 
pushed  to  the  back  of  the  vent. 

[Printed,  Sd.  Dniwing.  8en  London  Journal  (.V(TIC(o«'»1,  vol.  ft  p.  M  i 
KwUloraf  Arts  wtd  Soieuca,  viri,  *.  p,  4M;  Rdla  ChajMl  BtfioM^  Tlfa 
Biaiori,  p,  US.] 

A,D.  1826,  March  15.— N"  6128. 
GRISENTHWAITE,  William.— "Air  engines."    A  pkte  of 
metaJ  perforated  with  holes,  and  having  over  it  a  quantity  of  some 
incombustible  substance,  is  placed  above  the  flue  of  a  furnace 
where  it  serves  to  accumulate  the  heat  and  also  to  stop  the  dust 

'  iiata  the  furnace  from  entering  the  pipe  passing  to  a  cylinder 
ntniiar  to  a  condensing  cylinder  of  a  steam  engine.    The  hot  air 

e0/ee9^;upc  and  is  admitted  to  one  end  of  the  cylinder     hile 
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cold  water  k  injected  into  the  oppemke  end.  The  condensed  air 
and  water  from  the  lower  part  of  the  cylinder  eeetpes  by  a  pipe 
finmiehed  with  a  Tahre,  and  that  in  the  npper  pari  of  the  ^linder 
is  collected  in  the  piston  whose  upper  surfiMe  is  made  into  an 
inrerted  truncated  oone>  and  passes  do^m  through  the  hoUow 
piston  rod  and  escapes  by  a  valve. 

[Printed,  4cl.  Kb  Drawings.  See  iJoHdcu  JourBal  {N0Uft&ti.'s),  rol.  10,  p.  286.] 

j:  A.D.  1825,  April  la.—N^  5160.    (*  *) 
OILMAN,  William,  and  SOWERBY,  Jambs  William.— 
".  Improvexaents  in  generating  steam,  and  on  engines  to  be  worked 
*'  by  steam  or  other  elastic  fluids.'' 

No  mention  is  made  however  in  tiie  Specification  of  any  other 
fluid  than  steam. 

Two  or  more  cylindric  boilers  are  placed  horizontally  over  the 
flre-place  of  the  furnace.  Within  the  borers  are  udes,  running 
their  whole  length,  whidi  have  leaves  or  paddles  attached  to  them. 
These  axles  on  '^  agitatcan  **  are  oomwcted  together  by  a  cross 
shaft  and  bevel  gear,  whith  are  driven  by  the  engine,  and  levc^ve 
within  the  cylindrie  boilers  with  sufficient  velocity  to  give  motion 
to  the  injected  water,  so  as  to  spread  it  into  an  extremely  thin 
sheet  OTner  iskke  kighly  heated  internal  surfiuse  ci  the  boiler. 

The  agitators  may  be  used  witli  concentric  cylinders  oi  thin 
copper,  perforated  with  numerous  minute  holes  fixed  on  their  arms, 
which  revolving  within  the  cylinders,  spread  the  water  on  their 
internal  heated  sarfooe ;  the  evolved  steam  flows  through  the  small 
holes  into  the  interior  of  the  copper  cylinder,  whence  it  is  led  to 
the  working  cylinder,  wit&oul  the  inconvenience  of  boiling  water 
rising  with  the  steam  into  the  eduction  pipe. 

By  ineliniiig  the  cylinders,  and  injecting  watar  from  the  highei 
end,  the  water  masf  be  "  worked  througK  by  its  own  gravity,  and 
*'  spread  "  without  the  paddka  being  set  obliquely. 

The  boiler  may  be  used  witiiout  the  agitators. 

The  fomaee  has  its  two  sides  lined  with  tul»ngr  and  four  Ham 
of  tubing,  each  floored  witiii  fireclay,  and  with  a  flue  spaee 
between,  eacli,!  are  set  over  the  cylindrical  boilers.  Cold  water  it 
injected  into  iba  pipe  at  one  end  c£  this  system  of  continuoiss 
tubing,  and  flo«ig  through  the  side  lengths,  and  thence  through 
the  tiered  tabisgv  the  heated  water  lalls  inta  a  dstem*  i^raia 
viiichitiaiiigedwd-byi^e'^tiaQrfeipuEap''  mW\!ttt^«(K)k\atoei^ 


w 

t 

I 


62  AIR,  GAS.  AND  OTHER 

The  effect  of  the  fuel  is  increased  by  mixing  it  ivitli  pit^.v 
or  similar  bodies. 

Hig-h  pressure  steam  is  used  expansively  in  an  engine  having 
two  or  mofe  cylinders,  the  area  of  each  succeeding  cylinder  being 
apportioned  to  the  diminibbinE  power  of  tie  steam,  which  after 
acting  in  the  first  cylinder  passes  into  the  second,  against  the 
piston  of  which  it  acta  expansively,  the  first  cylinder  having 
become  aa  it  were  a  steam  chamber  to  the  second, 

A  forcing  pump  may  be  attached  to  boilers,  steam  pipes,  or 
any  chambers  connected  therewith,  for  frequently  proving  their 
strength. 

[PrfnUi].  arf.    Drawing.    Sea  Repertory  of  Arts  (fWrrf  <fWM),¥o1.1,p.  Sa9; 
London  Journal  (JVncion'j),  vol.  IS,  p.  20:  Mecimniog'  Mstaiina,  vol.  H, 

p.i!  sUnvol.ia,  pp.  EOT.  iSB.  3H.a«,*is.i3n,i7ii  vol.  is.  pp.  aj.  37, 
ib,  7B,  811.  los,  117,  isa  1  vol.  IT,  p.  soo. 

A.D.  1825,  June  IS.— N"  5iyi. 
JORDAN,  Edward. — Motive  power  is  obtained  by  forcing  down 
to  any  convenient  depth  under  water  or  other  fluid  buoyant, 
vessels  which  are  then  conducted  further  from  the  fulcrum  of  a 
beam  to  which  they  are  connected,  so  as  to  act  on  parts  forming 
in  effect  alengthened  portion  of  the  lever  that  depressed  them.  In 
the  engines  described  are  two  cisterns,  each  with  five  buoyant 
veEsels  which  act  alternately  on  rods  or  frames  attached  to  the 
ends  of  a  beam,  and  are  made  by  guides  fixed  to  the  aides  of  the 
cistern  to  move  to  the  positions  where  they  can  most  conveniently 


^^^  ttdse  or  be  depressed  by  the  rods.                                                   ^^^^1 

^^^^  fPrinted,  li.    nrawii^s.    Sue  London  Journal  {Newtan'a).  tqI.  II,  p.  T^^^^^H 

^^B  A.D.  1S35,  July  16.--N°  5212.                    ^^^| 

^^^^  BRUNEL,    Marc    Ibambard. — This   consists    in    obtain^^^^l 


b 


power  irom  liquid  carbonic  acid  or  other  condensable  gas.  The 
liquid  gas  is  forced  into  two  cylindrical  receivers,  each  of  which 
communicates  with  axi  expansion  vessel  lined  with  wood  or  other 
nonconductor  of  heat.  The  two  expansion  vessels  communicate 
with  the  opposite  ends  of  a  working  cylinder,  and  contain  oil  or 
other  suitable  fluid  as  a  medium  between  the  gas  and  the  piston. 
The  receivers  are  traversed  by  or  contain  one  or  more  tubes  or 

metal  vessels.  Hot  water  or  steam  or  any  heating  medium, 
and  cold  water  or  any  cooling  medium  are  introduced  alternately 
into  these  tubes,  and  the  differences  of  pressure  so  obtained  wiB 

to  drive  the  piston.    If  hot  tvater  be  in  the  tubes  of  4 
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condenser^  and  cold  water  in  those  of  the  other,  the  liquid  in  the 

first  will  operate  with  a  force  of  ahout  90  atmospheres,  while  that 

in  the  other  will  only  exert  a  force  of  from  40  to  50  atmospheres. 

[Printed,  lOd.  Drawing.  See  Bepertory  of  Arts,  voL  8  (flUnf  series),  p.  107 ; 
London  Journal  (Newton's),  vol.  13»  p.  1 ;  Mechanic's  Manmne,  vol.  6, 
pp.  298  and  409>  247  and  267 ;  Engineers'  and  Mechanic's  BiK^dopaedia, 
vol.  1,  p.  (ELO.] 

A.D.  1825,  July  30.— N«  6228. 

LEAN,  Joel. — ^The  first  part  of  the  invention  is  for  effecting  an 
alternating  motion  hetween  hodies  revolving  ahout  a  common 
centre,  so  that  they  are  made  to  approach  each  other  and  again  to 
recede.  This  is  done  by  two  elliptical  wheels  acting  on  each  other 
at  their  peripheries  by  teeth  or  otherwise,  and  revolving  about 
their  similar  foci.  If  one  wheel  revolves  uniformly,  the  velocity 
of  the  other  wheel  will  vary  according  as  the  distance  of  the  point 
of  contact  from  the  axis  is  greater  or  less.  Circular  wheels  are 
made  to  revolve  about  the  foci  as  centres  with  constant  velocity^ 
so  that  a  radius  of  the  ellipse  whose  velocity  varies,  which  was 
originally  coincident  with  a  radius  of  the  circle,  will  recede  from 
and  afterwards  again  approach  it.  The  effect  will  be  doubled  if 
similar  ellipses  lying  in  the  opposite  direction  are  substituted 
for  the  circles.  Vanes  are  fixed  on  one  wheel  and  a  wheel  with 
sectors  on  the  other,  and  the  vanes  and  sectors  are  enclosed 
in  a  cylinder  which  they  are  made  to  fit  steam  tight.  By  causing 
the  wheels  to  revolve  the  contents  of  the  cylinder  may  be  caused 
to  be  dischaiged  twice  in  each  revolution.  On  the  other  hand  if 
there  be  introduced  into  the  cylinder  water,  steam,  or  other  fluid 
tending  by  its  pressure  or  expansive  force  to  separate  .the  vanes 
and  sectors,  a  oonidnued  rotatoiy  motion  of  the  wheels  may  be 
effected. 

[Printed,  9d,  Drawing.    See  Repertory  of  Arts,  vol.  4  {third  series),  p.  182; 
London  Jonnud  (Newton's), yo\,  14,  p.  86.2 

A.D.  1825,  September  16.— N«  6250. 

JEFFERIES,  William.—''  Machine  for  impelling  power  without 
"  the  aid  of  fire,  water,  or  air." 

[No  Spedflotttion  enrolled.] 

A.D.  1825,  October  13.— N«  5262. 

HOWARD,  Thomas. — Vapour  engine.  Two  cylinders  <y»sQL« 
municate  with  eadi  other  by  a  free  passage.    Oii<&S&  o'^^«cl^*^^ 
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tflp  and  provided  -with  «.  piston,  below  which  fixed  oil,meroufj',Dr 
other  fluid,  not  evaporating  with  the  heat  u»ed,  is  introduced  in 
sufficient  quBiitity  to  fill  the  base  of  one  cylinder,  the  passage, 
and  nearly  the  whole  of  the  other  eyhnder.  On  the  fluid  a 
Hmooth  plate  fioats  in  the  closed  vapour  cylinder.  Argand  lamps 
lire  used  to  heat  the  cylinders.  A  small  quantity  of  ether,  alcohol, 
essential  oil  or  other  fluid  which  evaporates  at  a  loner  temperature 
than  water  is  by  a  small  forcinfl;  pump  thrown  quickly  on  the 
floating  plate  and  is  converted  there  into  vapour  of  which  the 
pressure  forces  down  the  plate  and  fluid  and  makes  the  piston 
rise  against  the  pressure  of  the  air.  The  vapour  afterwarda 
escapes  through  a  orifice  having  a  valve  uaually  shut  by  a  spring 
but  opened  by  the  action  of  a  rod  detached  from  the  valve.  The 
vapour  passes  to  the  condenser  where  it  is  condensed  either  by 
being  received  into  tubes  of  which  the  exteriors  are  cooled  by  wet 
flannel  subjected  to  a  stream  of  air  or  by  injection  of  a  portion  of 
the  same  fluid  as  that  used  to  produce  the  vapour.  Instead  of 
working  the  piston  against  the  atmosphere  two  closed  cylinders 
each  with  a  piston  againEt  which  the  fluid  is  thrown  or  a  dooble 
acting  cyhnder  and  piston  may  be  used  M-ithout  the  intervention 
of  oil  or  other  medium. 


[Printed,  Is.    DniwiiigB.    See  Kepurlotj  of 

Ijondon  Joumsl  (JV>x>*Bn'»),vot  Up.  181  

TDl.  »,  pp.  fiS  uid  4<U  i  Sa^iaeau'  aod  HaobaoiM'  SocjclopmUo,  <ti 
p.  7*.! 


A.D.  1826,  April  25.— N"  5350. 
BROWN,  Bamvbl.  —  Improvements  in  his  former  Patent 
No.  487'1.  ITiB  first  of  these  is  mi.xinj(  the  inflammable  gas  or 
vapours  of  alcohol,  spirits,  essential  oils,  naphtha,  or  other  articles 
with  common  air,  by  which  a  much  more  perfect  vacuum  is  pro- 
duced. Care  must  be  tahen  not  to  add  so  much  common  air  to 
the  gas  before  it  enters  thecylinders  bb  to  pniduoe  an  e.vplosive  com- 
pound. If  cool  gas  is  used  rather  more  than  half  its  bulk  of  air  may 
be  added.  In  the  machine  for  raising  water  to  turn  a  wheel  the 
upper  cylinders  are  made  single  instead  of  double  and  are  placed 
aide  by  side.  They  are  each  provided  with  a  enetion  pipe  with 
a  valve  proceeding  from  the  bottom  to  the  water  to  he  raised. 
The  gas  is  introduced  through  a  sj^hon-shajied  pipe  from  the 
guometer.  The  lower  cylinders  are  no  longer  used  and  tiie 
tnoveablr  Yids  and  vslrw  for  edmitting  and  igniting  the  gaa  and 
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air  are  worked  either  by  a  small  separate  wftter  wheel  or  directly 

by  the  large  wheel.    The  lids  work  between  guides  and  shut  upon 

a  packing  fonned  of  Hancock's  patent  caoutchouc  (Nos.  5120  and 

5121,  Old  Uw). 

In  the  machine  working  with  piston  cyHnders  a  three-throw 

crank  is  used  and  piston  cylinders  similar  to  those  of  double 

acting  steam  engines  are  made  to  hang  to  pivots,  gimbals,  or 

trunnions.    There  are  three  gas  cylinders  with  moveable  lids,  the 

lids  and  valves  of  which  are  moved  on  the  same  principles  as 

those  of  the  first  engine.    A  small  reservoir  of  water  is  connected 

with  the  engine,  and  water  from  it  is  forced  by  atmospheric 

pressure  into  the  cylinders  through  rose  head  holes  so  small  that 

the  quantity  of  water  bears  no  proportion  to  the  size  of  the 

cylinder.    The  water  is  afterwards  discharged  through  short  pipes 

which  dip  into  the  reservoir  and  have  valves  to  prevent  the 

entrance  of  water.    The  vacuum  is  formed  in  the  gas  cylinders 

by  igniting  the  gas  which  must  be  cut  off  at  the  moment  the 

covers  fall. 

[Printed,  1«.  6<l.  Drawings.  See  Repertory  of  Arts,  vol.  5  (third  aeriea)^ 
p. 988,  aieo  vol.  6  {ikird  series),  p.  381 ;  London  Journal  (Newton* 8) ffoL  14, 
p.  349 ;  Mechanics*  Magazine,  vol.  17,  pp.  800, 315, 326,  S66,  also  vol.  18,  p.  68 ; 
Engineers*  and  Mechanics'  Encyolopsdia,  toI.  2,  p.  4179.] 

A.D.  1826,  June^e;— N»  6376. 

MEIKELAM,  Robert. — ^The  engine  described  in  this  specifica- 
tion has  a  cylinder  wrdi  a  piston  which  is  made  hollow  and 
communicates  with  the  cylinders  by  four  valves  opening  on  the 
upper  and  under  rides,  two  being  outlet  and  two  inlet  valves. 
The  piston  is  made  in  two  chambers.  Heated  fluid  £rom  the 
boiler  is  introduced  to  l^e  piston  through  its  rod  and  passes  into 
one  diamber  where  a  vspeur  {is  produced  whidi  escapes  into  the 
cylinder  and  acts  on  the  piston.  The  heated  fluid  afterwards 
returns  by  another  pipe  opening  in  the  piston  to  the  boiler.  The 
fluid  may  be  lincieed  oil  or  any  other  ei  which  the  temperature 
i&ay  be  laised  to  ^be  lequixed  degree  er  any  semi-fluid  metal. 
The  •eombvMrtion  of  luflanunable  gas  may  be  applied  to  produce 
vapour  in  tiie  apparatus  by  heating  i1»  interior  and  exterior 
sorfiioea.  Asmxtore  of  aar  and  gas  is  made  to  fill  the  piston  and 
is  then  ignited  and  a  jet  of  water  introduced  through  the  pipe  in 
the  rod.  A  condensing  or  a  high-pressure  engine  may  be  thus 
fonned. 

CPziiiM,4<l.  9aDnwii«i.  (to  London  Jkiontt^Ll^KrawtoiiSCS.^^ 
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^^^  A.D.  1826,  Augnst  I.— N'  5398.    (•  *)  ^^^ 


DE  ROSEX,  Adolphb  Ecce.ve. — (A  commanicatirm  from  Jotm 
Bricitaa.) — "Motive  power  engine."  The  fumftce  has  a  limeldlD 
shape  I  a  "  worm  or  apinJ  pipe  "  is  carried  round  its  interioc 
sides,  the  upper  end  of  which  opeos  into  the  fiimace,  and  the 
iowet  end  out  of  the  furnace  into  a  pipe  or  passage.  The  fuel  ia 
fed  from  &  hopper  at  top  which  has  two  doors,  the  lower  a  sliding 
one  i  when  the  fuel  ia  pUkced  in  the  G|)ace  hetween  them,  and 
the  upper  door  shut  down,  the  sliding  door  is  dmu'n  oat,  and  the 
coals  that  lie  on  it  fall  into  the  caritf  surrounded  by  the  worm, 
and  on  the  fire-grate  at  the  bottom  of  the  furnace.  A  pipe  from 
an  "  air  cylinder  "  opens  under  the  firegrate  and  supplies  air  to 
promote  the  combustion,  and  the  gases  and  air  ri^ng  from  and 
through  the  fuel,  enter  the  upper  orifice  of  the  worm,  and  descend 
in  it  till  it  reaches  the  lower  orifice ;  by  which  time  all  the  carbon 
and  other  matter  carried  into  the  pipe  are  consumed,  and  the  gases 
escaping  are  in  a  sufficiently  rarefied  and  expansive  stale  to  act 
upon  an  ordinary  piston  in  a  cylinder  or  else  to  be  condueted 
"  into  a  boiler  to  generate  steam,  or  encrease  the  terapcmture  of 
"  steam  otberways  generated." 

A  boiler  is  fitted  with  shelves  or  alioots;  water  poured  on  to 
the  upper  shelf  {by  a  pump  which  feeds  the  boiler  from  a  reservoir 
placed  above  the  fiiraace)  flows  downward  from  shelf  to  shelf  till 
it  reaches  the  bottom  shelf,  by  which  time  the  whole  ia  converted 
into  steam.  Heated  air  and  gases  from  the  furnace  are  let  in 
upon  the  various  surfaces  of  water  cantoned  in  the  boiler, 
thereby  generating  steam  from  the  water,  and  the  steam  is 
allowed  to  enter  under  and  move  a  piston. 

I rPriDled.M.    Drawinics.    Sm  Bepertotj  or  Arte  (rtinI»BriB»).ToL*fci*(i__| 

^^H  Landon  Jaiirrml,  luL  1  (Neaton'i.  imond  Kriai),  p.  lU.]  ijAHri 

^^P  A.D.  1826,  August  12.— N"  5402.  ^^^| 

1^^        HAZARD,  Ebskimk.— (Pnri/y  a  communicalion.)— This  invUffl!^^ 


^ 
» 


t  machine  for  preparing  mixtures  of  Tapoura  with  s 
exploding  them  to  obtain  motive  power.  The  vapours  are  pre* 
pared  from  alcohol,  spirits  of  turpentine,  or  other  inflamabl 
materials,  and  are  mixed  in  a  metallic  vessel  ortubes  bo  construc- 
ted that  a  stream  of  air  may  pass  with  the  vapour  through  a 
I  considerable  space   interrupted  by  short  turns  or  other  impedi- 

^^H      ments.    A  box  with  partitions  is  described  as  convenient  £9^JU^_ 
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purpose.  The  mixture  is  conducted  to  a  cylinder  with  a  working 
piston  on  to  the  lower  end  of  which  a  valve  consisting  of  a 
cylinder  of  leather  is  tied.  The  lower  end  of  the  leather  cylinder 
is  flattened,  and  its  sides  are  brought  together  and  kept  so  by 
slight  springs.  A  plate  of  metal  prevents  the  valve  being 
pushed  into  the  cylinder.  A  piston  of  thin  perforated  metal  plate 
is  introduced  below  the  working  piston  and  is  made  to  accompany 
it  during  part  of  its  stroke,  but  is  afterwards  prevented  from 
rising  higher  by  its  rod  striking  a  stationary  point.  The  space 
between  the  pistons  is  filled  with  the  explosive  mixture  and  that 
below  the  second  piston  with  air  during  the  ascent  of  the  working 
piston.  The  inflaming  valves  then  open  and  shut  and  a  flame  is 
drawn  in  and  explodes  the  mixture.  The  contents  of  the  cylinder 
are  driven  out  through  the  perforated  plate  and  leather  valve. 
The  steam  is  condensed  by  keeping  the  cylinder  cool  by  a  water 
jacket  and  by  injecting  water.  The  vacuum  under  the  working 
piston  causes  it  to  descend  and  thus  works  the  crank  shaft. 

[Printed,  8J.   Drawing.   See  London  Journal  {Newton^s),  vol.  IS,  p.  1.] 

A.D.  1827,  January  16.--N«>  6448. 

HALL,  William  Wilmot. — {A  communication,) — ^This  consists 

of  an  engine  having  a  pneumatic  pump,  the  spaces  above  and 

below  the  piston  of  which  both  communicatewith  the  flue  and  the 

cistern  or  boiler.    The  engine  is  first  set  in  motion  by  steam,  and 

the  piston  of  the  pneumatic  pump  is  moved  by  the  engine  and 

forces  heated  elastic  fluids  from  the  chimney  into  the  boiler  above 

the  level  of  the  water.    The  mixed  steam  and  elastic  fluids  are 

then  supplied  to  the  working  cylinder.    In  one  arrangement  the 

furnace  is  supplied  with  coal  by  a  hopper,  in  which  is  a  piston 

that  receives  a  jerk  which  elevates  it  two  or  three  inches  at  every 

revolution  of  the  balance  wheel.    The  piston  may  be  loaded  or 

descend  by  the  weight  of  the  coal.    As  it  is  raised  it  shakes  out 

a  quantity  of  coal  through  lateral  holes  at  the  bottom  of  the 

hopper  on  to  the  fire.    An  iron  net  is  placed  over  the  hopper  to 

exclude  large  masses  of  coal. 

[Printed,  9d,  Drawing.    See  Repertory  of  Arts,  vol.  7  {third  seriet),  p.  67 ; 
London  Journal  {Newton's),  yoL  2  {second  series),  p.  68.] 

A.D.  1827,  January  16.— N«  6452. 
COPLAND^  RoBSRT. — ''  Certain  impTovecQ£ii\iE  \x^otl  ^  ^^^^ 


AIB,  GAS,  AND  UTHEft 


^^^       "  alcead;  obtained  bf  him  for  oorobiaatiana  of  eppaxntu^^^^J 


"  alcead;  obtained  bf  him  for  oorobiaatiana  of  eppor 
"  gaining  power." 

OIo  EpeciDcstion  enrolted.] 

A.D.18i>7,  February  l.—S"  6-155.  (* 
OLDUAMj  JoBN. — "Improvements  inthcconstruction  of  wheels 
"  designed  for  driviitg  machiaery,  which  ore  to  be  impelled  by 
"  water  or  by  wind,  and  wbicb  enid  improvements  are  alao  sppli- 
"  cable  to  propelling  boats  and  other  veaaela." 

"  These  paddles,  or  float  boards,  are  moved  in  such  a  muiaer, 
"  that  if  lines  were  drawn  radiating  from  the  point  or  top  of 
"  the  veitjcal  diameter  line  of  the  wheel,  tliat  is,  from  the  axia 
"  of  the  upper  paddles,  through  the  centre  of  all  the  other  paddle 
"  axlsa  these  hnea  would  all  be  in  coincidence  with  the  planes  of 
"  the  float-boardB  or  paddles," 

Each  float  turns  on  a  horizontal  axis,  and  is  connected  by  a 
short  crank  f,  with  an  arm  of  a  second  wheel,  revolviug  upon  an 
excentric  oi  circular  crank  keyed  to  a  hallow  shaft,  which  revolves 
on  the  paddle  shaft,  and  terminates  inside  the  inner  arms  of  the 
paddle-wheel,  "The  distance  between  the  centre  of  the  circular 
"  crank  and  its  excentrical  centre  of  motion  upon  the  mainshaft 
"  must  be  exactly  equal  to  the  length  of  the  paddle-cranks  e." 
The  hollow  shaft  is  connected  by  cog-wheel  with  the  other  shaft, 
BO  that  the  motions  of  both  may  be  adjusted. 

[Printed,  liirf,    Dnn-ing.   See  Loudon  Joamal  (A'artiiB'4),Tol.  l*,p,l.] 

A.D.  1827,  February  1.— N"  6456. 
STIRLING,  RoBBET.and  STIRLING,  Jambs.— "  Air  engines." 

In  this  invention  there  are  two  air  vessels  with  spherical  bottoms. 
Beneath  each  of  these  a  fire  is  lighted  while  the  upper  parts  of 
the  vessela  are  kept  as  cold  eub  possible  either  by  their  own  power 
of  dispensing  heat  "  or  by  itreama  of  air  or  water."  Each  air 
vessel  is  furnished  irith  a  plunger,  consisting  of  a  horiiontal  ring 
of  c&st  iron  supported  by  four  arms  united  at  the  oentre  to  an 
iron  rod,  and  which  ring  bears  or  is  connected  with  two  spherical 
plates  three  and  a  half  or  four  inches  apart  each,  Dompooeil  of 
plates  of  sheet  iron  of  (be  thickneas  of  i>ue-«ighth  of  am  inch, 
and  pierced  with  a  multitude  of  holes  about  one-fourth  of  an 
inch  in  diameter.  The  apace  between  the  two  "  is  filled  up  with 
"  successive  layers  of  plates  of  the  thinnest  sheet  iron  in  use 
"  pierced  with  boles  "  shaped  "  into  a  spherical  £arin  and  kept  at 
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''  the  distance  of  two  cor  three  times  their  own  thickness  from 
''  one  another  by  small  indentations."  It  may  also  be  fiUed  up 
with  small  pieaes  of  stone^  burnt  clay^  or  any  similar  bodies.  The 
upper  parts  of  the  plungers  are  made  to  fit  tiie  tops  of  the  aur 
ressels,  and  their  rods  are  attached  to  the  ends  of  a  beam.  The 
air  vessels  are  connected  by  pipes  to  the  two  ends  of  a  cylinder 
fiimii^ed  with  a  piston.  The  plungers^  when  the  engine  is  at 
work,  more  firom  one  end  of  the  air  vessels  to  the  other.  The 
air  passing  through  the  holes  in  the  plungers  and  from  the  hot  to 
the  cold  end  of  the  cylinder  is  alternately  heated  and  cooled, 
and  its  elasticity  and  consequentiy  the  pressure  on  either  side 
of  the  piston  alternately  incareased  and  diminished.  The  air  is 
supplied  to  the  vessels  from  a  magazine  furnished  with  a  safety 
valve  and  diarged  by  an  air  pump. 

XiOndon  Journal,  toI.  8  {second  series).-  p.  246,  also  vol.  42  {eoti^oined 
mries),  p.  21S;  Begister  of  Arts  and  Soienoes,  vol.  1  inew  series),  p.  4(9; 
JKngiiiflera*  and  Mecbazucs*  Enpyclop8edia»¥oL  1,  p.  40.J 

A.D.  1827,  August  l.--N°  5530. 

PARKINSON,  William,  and  CROSSLEY,  Samuel.— Method 
of  consfarocting  heated  air-engines.  The  improvements  consist  in 
supplying  a  ^'tnmsfrrer,''  being  a  solid  or  hollow  air-tight  vessel 
to  move  the  air  from  the  hot  to  the  oold  parts  of  the  differential 
vessel.  The  traxislerer  is  made  of  a  similar  form  with  the  differ- 
ential vessel,  but  shorter,  so  as  to  leave  a  sufficient  space. 

Another  improvement  is  employing  gas  to  heat  the  upper  parts 
of  the  differential  vessels.  The  gas  is  introduced  in  an  iron  ring 
surrounding  the  vessel,  perforated  for  the  emission  of  jets,  and 
protected  by  an  iron  casing,  open  at  tiie  top  for  directing  the  heat 
to  the  vessd,  and  by  a  second  outer  covering  of  polished  metal. 
[Printed,  Sd.    Dmwing.  Bee  Bepertory  of  Arts,  vol.  7  {third  series),  p.  414 ; 


A.D.  1827,  December  13.— N«  5685. 
PETO,  Henkt. — '*  An  appacaius  for  geierating  power,^' 
[No  Specifieatioii  enrolled.] 

AJ).  1828,  April  29.-N«»  5644.    (*  *) 
BOM  PAS,  Cjhuuulbb  Carpbnteb. — ^'^The  air  or  gas  may  be 
^'  oondeoaed  bf  its  being  disengaged  lihemicallf  ttoiiEk  ii»!s)atosi^> 


I  m  AIR,  GAS,  AND  OTHER 

■'  withwhichitiainoombination  in  aconfined  space;  hut  the  best 
"  and  cheftpest  method  is  to  compress  atmospherical  air  by  con- 
"  densing  pumps,  like  those  in  common  use  for  compressing  oil  or 
"  roBiD  gas,"  into  cylindrical  iron  vessels  with  hemiapherical  ends, 
of  from  1*2  to  IS  inches  in  diameter,  and  from  3  to  12  feet  long, 
which  are  placed  in  one  or  more  rows  underneath  and  behind  the 
carriages.  Fixed  reservoirs  are  stationed  at  appropriate  places, 
into  which  the  wr  or  gas  is  condensed,  and  which  are  kept  filled, 
that  the  carriage  or  vessel  may  be  supplied  rapidly. 

"The  locomotive  reservoir  should  be  filled  with  air,  condensed 
"  under  a  pressure  of  from  30  to  150  atmospheres,  or  even  up- 
"  wards."  Motion  is  communicated  to  carriages  by  admitting 
the  compressed  air  into  a  cylinder  alternately  above  and  beneath 
a  piston,  while  the  opposite  side  communicates  with  the  external 
air,  and  hy  meana  of  a  crank  the  alternate  movement  comrauni- 
catea  a  circular  motion  to  the  canine  wheels,  "  It  is  better  to 
"  have  two  cylinders  to  each  carriage,"  and  the  air  may  be  worked 
expansively. 

2.  The  pistons  may  communicate  with  paddle  wheels  by  inter- 
mediate cranks ;  the  method  is  advantageous  for  ferry  boats,  or 
for  short  distances,  or  for  boata  too  small  for  steam-engines. 

3,  The  condensed  air  may  actuate  a  rotary  engine,  instead  of 
an  engine  with  a  piston  and  cylinder. 

[Printed,  Id.  No  dratrlniri.  B«  London  Journal  (fftiBtoH':  Kcmd  <n*i«l , 
vol.  I,  p.  SSS;  ReffisMr  of  Arts  mnd  Braencca  {»«•  trriM),  voL3,  p.  Si; 
EnKincers'  mod  MLchanica'  Encylopudii,  vol.  S,  p.  SOB,] 

I  A.D.  1828,  May  31.— N"  5659. 

'  HALL,  Samuel. — Steam  and  gases  are  generated  in  an  artificial 
atmosphere  much  denser  than  that  of  the  air.  For  this  purpose 
air  is  forced  by  a  double  acting  forcing  pump  into  a  generator 
constructed  in  three  parts,  attached  so  as  to  form  one  entire  air- 
tight vessel.  The  central  part  contains  a  cylindrical  space  for 
the  fuel,  and  in  the  sides  are  cast  or  formed  a  series  of  tubes  for 
water,  which  communicate  with  each  other.  Part  of  the  steam 
generated  passes  into  the  tube  supplying  the  fire  with  compreased 
air.  The  rest  of  the  steam,  together  with  the  air,  steam,  and 
gases  which  have  come  from  the  fire,  is  conducted  into  a  series  of 
tubes  similar  to  and  alternating  with  the  water  tubes  in  the  sides 
of  the  cyUnder.  The  steam  and  gases  afterwards  pass  into  a 
tesen-oir  heated  by  an  external  fij^,  and  thence  into  the  working 
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cylinder,  whence  after  having  acted  on  the  piston  they  are  dis- 
charged. In  order  to  obtain  the  proper  pressure  in  starting  the 
engine,  water  is  introduced  into  the  reservoir,  and  converted  there 
into  steam. 

[Printed,  Is.  8d,   Drawings.  See  London  Joumal  (Newton's),  voL  8  (sseond 
series),  p.  123 ;  Mechanics'  Magazine,  vol.  12,  yoL  13,  pp.  65  and  133.J 

A.D.  1828,  December  15.— N«  6736.    (*  *) 

WILLIAMS,  Richard. — '^  The  application  of  elastic  and  dense 
"  fluids  to  the  propelling  of  raachineiy."  The  buoyancy  of 
inverted  vesseb  when  charged  with  an  elastic  and  immersed  in  a 
dense  fluid  is  applied  as  a  first  mover. 

Steam  is  the  elastic  fluid  supposed  to  be  used  in  the  following 
description : — 

A  boiler  set  over  a  fire-place  is  mounted  in  brickwork  in  the 
usual  maimer.  A  closed  metal  vessel  or  reservoir  is  set  upon  the 
boiler  roof  which  forms  its  bottom,  and  the  flame  and  smoke 
from  the  fire-place  circulate  round  its  sides  before  they  enter  the 
chimney.  In  the  top  of  the  boiler  are  three  apertures  into  the 
boxes  of  three  sliding  valves,  which  open  and  shut  the  communi- 
cation with  three  vertical  receivers  placed  on  the  top  of  the  boiler 
within  the  reservoir,  each  of  which  has  a  valve  in  its  top  opening 
upwards.  Over  each  receiver  a  large  vessel,  closed  at  the  sides 
and  top,  and  open  at  the  bottom,  is  suspended  by  a  rod  working 
steam-tight  through  the'  cover  of  the  reservoir,  and  is  hung  on  the 
neck  of  a  crank  on  the  mill  shaft,  and  kept  steady  in  its  vertical 
movement  by  rollers  on  its  sides  running  between  guide  rods ;  a 
valve  on  the  roof  of  each  inverted  vessel  is  moved  by  a  spring 
catch,  when  the  vessel  rises  and  falls.  The  reservoir  is  filled  with 
oil  or  some  dense  fluid,  and  the  inverted  vessels  and  receivers  are 
immersed  in  it,  and  so  arranged  that  when  one  vessel  is  at  the 
top  of  the  reservoir,  the  second  vessel  is  near  the  middle,  and  the 
third  at  the  bottom.  The  apparatus  being  in  action,  the  steam 
from  the  boiler  is  admitted  through  the  slide  valve  into  the 
receiver  that  is  under  the  lowest  inverted  vessel,  and  escapes, 
through  the  valve  in  its  cover,  into  the  oil  with  which  the  vessel 
is  filled,  expels  it  into  the  reservoir,  and  as  the  inverted  vessel  is 
emptied,  it  rises  by  its  buoyancy  through  the  oil,  turns  the  crank 
to  which  its  rod  is  attached,  and  on  reaching  its  greatest  eleva- 
tion lifts  a  valve,  through  which  the  steam  escapes  into  the 
atmosphere. 
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3  this  vessel  was  ascending  and  tnming  its  crank,  it  alao 
coused  the  second  inverted  veasel  to  descend  through  the  oii  to 
the  bottom  of  the  resen-oir,  and  oconpy  a  position  to  receive  a 
charge  of  steam  from  the  reaervou-,  which,  es:[ielling  the  oil  from 
the  inverted  vessel  givea  it  buoyancy,  and  in  rising  turns  its 
crank,  and  places  the  veasel  that  has  risen  in  the  middle  of  the 
reservoir,  and  the  third  in  a  position  to  descend  over  and  enclose 
the  receiver, "  and  by  successively  filling  and  emptying  the  inverted 
"  vessela,  an  uniform  rotary  action  is  produced  by  the  triple 
"  crani  axis  with  which  they  aie  connected." 

fPriuted,  Sd.  DnwUig.  See  Repertory  of  AitaV""Jivisert(a).  vol.  S.n.  as; 
LODdou  Journal  (Nututon's  seeond  Beritt)^  ToL  4,  p.  531 ;  Bcgbter  or  Arta 
aod  guoDces  IiHuKrJa>|,ToL4.p.  17 J 

A-D.  1829,  January  14.— N"  6/56. 
ME  WES,  Thomas  Cheek. — "Improvements  in  the  form  and 
"  construction  of  windmills  and  their  sails."  The  first  of  these 
oonaiats  in  varyinj^  the  speed  of  the  flour  [stones  and  machinery, 
by  causing  the  motion  to  be  transmitted  from  the  vertical  to  a 
horizontal  shaft,  either  directly  through  a  buvil  or  indirectly 
to  another  horizontal  shaft  supporting  several  wheels  of  different 
sixes,  by  any  of  which  the  motion  may  be  returned  to  the  first- 
mentioned  horizontal  shaft. 

The  second  is  to  combine  a  vane  or  weathercock,  with  the 
"  helm  sails  "  in  such  a  way  that  the  motion  of  the  vane  brings 
the  helm  sails  to  a  position  more  perpendicular  to  the  direction  of 
the  wind  than  they  are  when  the  vane  is  at  rest.  They  can,  in 
consequence,  be  made  smaller  than  usual. 

The  third  is  an  improvement  in  bracing  or  framing  the  main 
sails.  Two  whips,  a  back  and  a  front  one,  are  used  for  each  sail 
which  radiate  from  points  on  the  opposite  sides  of  the  wind  shaft, 
and  intersect  at  a  short  distance  from  the  centre. 


i 


A.D.  1829.  April  28.— X"  B7S4. 
PICKERING,  Pbtbb,    and    PICKERING.  William.—"  An 

engine  or  madiinery  to  be  wotked  by  meana  of  Quids,  gaaea, 
or  air,  on  ahore  or  at  sea,  and  which  they  intend  to  denominate 
'  Pickerings'  Engine.'  " 
I'So  SpodacBtioii  eimtlluiLl 
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A.I>.  1829,  June  1.— N«  5797. 
MANN,  William.— Application  of  compressed  air  power.  The 
compressed  air  is  nsed  to  form  a  depository  of  mechanical  power, 
bf  the  aid  of  wineh  the  power  generated  and  produced  bj  steam 
enf^nes,  windmills,  water  mills,  treadmills,  and  other  machinery 
may  be  packed  and  made  portable.  These  engines  and  mills 
compress  the  air  to  any  required  density  by  using  condensing 
pumps  of  different  capacities,  those  used  to  compress  the  higher 
densities  bemg  proportionably  smaller  than  those  previously 
used  to  compress  the  fluid  at  the  first  or  lower  densities.  The 
air  may  be  conveyed  to  places  where  it  is  required  by  being 
packed  in  portable  reservoirs,  or  else  through  metallic  pipes  the 
same  as  gas.  For  lines  of  coaehes,  as  that  from  London  to  New- 
eaatk,  steam  engine*  my  be  evected  at  certain  stations,  bwttbe 
best  way  to  svpply  a  loDg  Hne  it  by  pipe?.  Ships  sad  floating 
bodies  are  supplied  with  reservoirs  laid  down  in  tiie  hold.  The 
cranes  in  a  doek,  or  tbe  gvns  in  a  fort^d  town  may  b»  worked 
or  supplied  with  compressed  air. 

[BiBtBd,  6d,  ICo  Drawings.  See 
Loadon  Jcumal  U^swto%'t)t  y 
and  Sciences,  vol.  4  (new  aeriegif  p.  16d 
MflchaniCB' Xai(giopedia.voL  2»  Ik  608.1 

A.D.  182^,  October  28.— N^  5859. 

FULLER,  Thomas    John.  — "  Improved   mechanical   power 
''  applicable  to  nachin^  of  different  deserqitions.'' 

[No  Specification  enrolled.] 

A.D.  1830,  January  21.— N*>  5882. 

DAK£YN£,  Ei>warii,  and  DAKEYNE,  JAMHS.r-Applymg  the 
power  or  pressure  of  water,  steam,  or  other  elastie  fluids.  The 
fluid  used  revolvea  through  a  circular  groove  framed  round  the 
equatorial  eircumference  of  a  g^lobe  having  ingress  and  egress 
through  two  narrow  openings  dose  on  each  side  of  a  stop  or  , 
partition  fixed  stationary  in  the  channel.  The  fluid  by  pressuxe 
on  the  plaaeaof  a.  circular  plane  placed  obliquely,  and  called  the 
ecliptic  ring,  causes  the  poles  of  the  globe  to  revolve  conically  on 
its  centre.  This  motion  is  communicated  to  machinery  by  a 
taper  shaft  fisEed  in  the  upper  pole  of  the  globe,  and  whose  other 
end  is  irttachfld  b;  &  cdlar,  in  which  it  sevolves  to  ib&  ^wi  ^1  ^ 
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ladial  ami  fixed  to  the  shaft.    A  semicircular  ring  connects  the 
ecliptic  ring  to  the  pole  or  rod  or  taper  shaft. 

[Printod.U.  Drawiiw.  Sea  EepcplorjorArt",  yol.ll  ((Sird  inWei). p.  1 . 
London  Journal  [ffeKtoH'i).  yol.  a  (maind  seriaa),  p,  19;  Meclnnics' 
Mii^axine.  vol.  IS,  p.  Ml;  RegisMr  of  Arta  ud  Scioncea,  vol.  S  (new 

A.D.  1830,  June  19.— N"  5943. 
BRUNTON,  Thomas,  and  FULLER,  Thomas  John.— "An 

"  improved  mechanical  power  applicable  to  machinery  of  different 
"  description  B." 

[No  SpedflcBtion  enrolled.] 

A.D.  1830,  June  29.— N"  5947. 
'  PARKER,  Samuel. — An  equable  and  controllable  power  appli- 
cable to  tusing  fluids  or  other  purposes  is  obtained  from  the 
evolution  of  gas  produced  b;^  dissolving  zinc  or  other  substances 
in  sulphuric  or  other  dilute  acids.  The  siibatancc  to  be  dissolved 
should  be  in  pencils  of  equal  aije  in  their  length  from  end  to 
end,  except  the  base,  which  is  always  to  be  coned.  The  pencil 
blling  by  its  own  weight  aa  the  point  is  dissolved,  presents  the 
same  extent  of  surface  to  the  add,  and  an  equal  and  constant 
supply  of  gas  is  obtained,  An  example  is  given  of  the  application 
to  a  lamp,  in  which  the  gas  passes  into  the  oil  chamber,  and 
gradually  forces  the  oil  to  the  burner. 

[Priuted,  td.  Dniwing.  See  Lonrton  Juurmil  (Jfaio^DnV),  vol.  4  {ennjoiHcd 
»riBj),p.  ISSi  OcglsCer  oT  Arti  and  Boienoej,  voL  II  (»«(>  <K7-i«l)i  p.  Se£.] 


A,D.  1830,  August  5.— N"  696/. 
STREET,  John-.- Rotary  engine.  This  conaiats  of  two  distinct 
cjhndiical  veaaeis,  through  the  centres  of  which  a  hollow  arle 
passes.  A  piston  stands  out  radially  from  the  axle  in  each  cylin- 
der, the  two  pistons  being  in  opposite  directions.  A  rectangular 
box  is  formed  over  each  cylinder  by  removing  part  of  its  cnrcum- 
ference  and  forms  «*ith  the  cyUnder  the  close  vessel  the  piston 
moves  in.  FVom  one  side  of  the  box  a  valve  or  steam  stop 
consisting  of  a  rectangular  plate  of  iron  bangs  mounted  on  a 
pivot.  The  lower  edge  of  the  valve  hears  upon  the  periphery  of 
the  axle.  Steam  passes  from  the  axle  into  the  first  cylinder,  and 
drives  round  the  piston,  whicli  lifts  up  the  valve  when  it  reaches 
it,  and  the  steam  then  passes  into  the  second  cylinder.    The  valve 
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may  fall  back  by  its  weigbt.  It  may  be  famished  witb  a  counter- 
balance weight,  and  is  sometimes  made  so  as  to  be  raised  by 
wipers  on  the  exterior  of  the  cylinder.  The  axle  may  also  be 
made  hollow,  and  steam  introduced  by  valves  worked  by  a  rotary 
cam.  The  gravity  of  water  or  the  expansion  force  of  steam,  gas, 
or  condensed  air,  or  any  other  elastic  vapour,  may  be  used  as  the 
motive  power. 

[Printed,  1«.  Drawinir.  SeeBepertoryof  Arts,voLlO(^rd<9He«).p.8S9,and 
vol.  11  (thdrd  MfieB),  p.  66 ;  London  Journal  (Newton**),  vol.  6  {second 
wries),  p.  70;  Begister  of  ArtM  and  Sciences,  voL  6  (new  eeriea),  p.  167.] 


A.D.  1830,  October  13.— N«  6010. 
NAPIER,  David. — ^''Improvements  in  printing  and  pressing 
machinery,  wii^  a  method  of  economising  the  power  applied  to 
the  same,  which  method  of  economising  power  is  applicable 
to  other  purposes.''  This  method  consists  in  applying  one 
or  more  springs,  similar  to  those  of  a  clock,  between  the  mover  and 
the  moved,  which  springs  are  being  continually  wound  up  by 
turning  round  the  spring  box  by  a  lever  provided  with  a  catch 
which  acts  on  the  ratchet  of  the  box.  As  the  lever  has  no  instan- 
taneous effect  on  the  fly  wheel  it  may  be  applied  to  explosive  or 
steam  engines,  especially  when  it  is  an  object  to  dispense  with  the 
crank  as  in  locomotives. 

[Printed,  Sd.  Drawin^f.  See  London  Journal  (Newton'e),  vol.  8  {conSoined 
senes),  p.  427;  Begister  of  Arts  and  Sciences,  vol.  6  {new  series),  p.  65; 
Engineers'  and  Mechanics'  EnoyclopaBdia^  vol.  2,  p.  860.] 
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A.D.  1831,  December  22.— N»  6204. 

HALL,  Samuel. — The  invention  consists, — 

First,  in  a  piston  for  steam,  gas,  or  other  engines,  contrived  so 
that  the  pressure  of  the  fluid  on  whichever  of  the  two  sides  of  the 
piston  it  acts  shall  force  the  packing  into  closer  contact  with  the 
sides  of  the  cylinders.  The  piston  is  composed  of  a  middle  block 
fastened  to  tiie  rod,  and  of  a  bottom  and  cover  screwed  to  the 
block  in  such  a  manner  as  to  allow  them  to  approach  rather 
nearer  the  block  on  sufficient  pressure.  The  packing  is  placed 
round  the  block  between  the  edges  of  the  cover  and  bottom. 

Secondly,  in  valves  for  steam,  gas,  or  other  engines,  composed 
of  a  sliding  frame  and  a  seat  plate  on  which  the  frame  works. 
The  frame  is  constructed  so  that  each  side,  end,  or  other  part,  has 
its  separate  bearing  on  the  plate.    The  frame  \i'8A  ioixvs  ^k^q^n^^  ^k- 

A.   .  ^ 
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ranpd  in  a  aquara.  Each  groove  receives  first  a  slip  of  metal, 
tlien  the  pocking  of  Unaa  or  cotton,  8J11I  the  top  and  bottom 
grooves  also  receive  the  ribs  of  fec«  platea.  The  seat  plate  ib  per- 
tbrated  with  hollow  channels  to  allow  the  hot  fluid  to  enter  &eely. 
Packing  U  placed  between  the  cylinder  block  and  the  seat  plate. 
The  sliding  frame  is  kept  in  its  place  by  hexa  and  a  plate  placed  at 
the  back,  and  by  means  of  theae  bara  and  aorews  the  regulation  of 
the  pressure  of  the  different  |)arts  against  the  seat  plate  is 
effected.  Springa  or  elastic  paeldag  must  be  substituted  for  the 
screws  when  the  backs  of  the  valves  require  steam-tight  packing. 

Thirdly,  in  a  method  of  lubricating  the  engines  which  cotiaiata 
in  repeatedly  injecting  by  a  small  force  pump  of  the  aame  oil  or 
other  lubricating  matter  eithet  into  the  working  cylinder,  or  pre- 
ferably into  the  pipe  &om  the  boiler  or  genemtor  between  the 
throtUe  valves  and  the  valve  or  cock  to  the  working  cylinder. 
After  passing  through  the  cylinder  and  lubricating  the  piaton  and 
rod,  the  lubricating  matter  is  ^ectcd  with  the  gas  or  other  fluid 
into  a  vertical  pipe  whose  upper  end  is  open  to  the  atmosphere, 
and  whose  lower  end  terminates  in  a  vessel  of  water.  The  oil 
falls  into  and  floats  on  the  water,  whence  it  passes  by  a  pipe  bock 
to  the  forcing  pump. 

[FHiited, !«.  8d.  Drawings.  See  Bepectoi^of  Arts.Td.  14  (A>nf  ot-uu). 
p.  S31;  Londim  Journal  i^twtfyn's),  vol.  1  it^oi^joined  teriet),  p.  Mli  Me- 
ohanics'  Mug&ilns.  idI.  IS.  pp.  60,  S6,  ISA.  IBII,  an,  IM,  440,  tad  vol.ltMyp. ») 
andlSSj  Rei;lsteiorArtsuid8cieoceB,TQl.T  (new  ieWar),p.  S73i  (^twn's 
Beiudi  Bqiwta,  loL  ^  p.  MS.] 

A,D.  1832,  November  8.— N«  6331. 
BURLINGHAM,  John.— "Improvements  in  mills."  Theapace 
swept  out  by  tbe  revolution  of  the  sails  is  "appropriated  to  the 
"  reception  of  any  convenient  number  of  vanes  or  sails  so  that 
"  tliey  form,  nearly  one  continuous  eircle."  The  HBJd  eircle  is 
enclosed  at  its  periphery  "with  a  ring  or  pologonal  figure  of  any 
"  width  with  its  plane  at  fiffht  angles  to  the  plan?  described  Iiy  tlie 
"  motion  of  the  vanes."  The  vanes  may  be  turned  from  the  wind 
by  mean*  of  two  sails  with  cross  heads  passing  through  the  wind 
shaft. 

CPrlntpd.  "jr.  Draniiipi,  S^  Repertory  of  ArtB.Tol.  IS  (third  seriei).  n.TTi 
London  Jaoroul  tA'cvitim'i},y(iL  U  (oonsoianlfriui.S'.SIia.] 

A.D.  1832,  November  30.— N°  6339.    ('  *) 
HOWARD,  Thomas.— Vapourengine.   A  wide,  shallow,  slightly 
X  metallic  veseel  is  set  over  an  enclosed  fire|>liice.  The  vessel 
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is  covered  with  a  sheet  or  lid  of  plataiion,  which  has  a  number  of 
wrought-iron  cups  or  hollow  cylinders,  closed  at  their  lower  ends, 
inserted  downwands  through  it  to  within  a  small  distance  of  the 
bottom  of  the  convex  vesseL  The  space  enoiosed  between  the 
plate  and  its  cups  and.  the  oonves  vessel  is  filled  with  mercury, 
and  to  retain  it  in  contact  with  their  under  sur&ces,  a  tube  filled 
with  the  fluid  metal  rbes  from  the  highest  part  of  the  under 
surface,  and  communicates  with  a  small  iron  vessel  that  receives 
any  overflowuigB  of  the  mercury  from  its  expansion.  A  commu- 
nication is  made  betwe^i  this  vessel  and  the  vapour  chamber  to 
relieve  unequal  pressure. 

Above  the  centre  of  the  plate  and  iron  cups  is  a  brass  hemi- 
sphere, pierced  with  small  holes,  and  connected  to  a  force  pump, 
by  which  alcohol  (or  water)  is  ii\jected  and  dispersed  in  a  fine 
shower  over  the  upper  surfiM3eB  of  the  iron  plate  and  cups.  Pre- 
vious to  injection  the  alcohol  is  warmed  by  its  passing  through  a 
tube  containing  heated  water,  and  a  small  sliding  valve  connected 
with  a  lever  and  cam  regulates  the  quantity  injected.  About 
three  square  feet  of  heated  surfeux,  and  one  square  foot  of  fire 
surface  are  required  for  one  horse  power. 

A  pipe  from  this  vapour  chamber  opens  into  the  woridng 
cylinder  above  and  beneath  the  piston  alternately;  and  another 
pipe  opens  in  the  same  manner  from  eadi  side  of  tiie  piston  to 
the  condenser,— a  cylindrical  vessel,  witii  a  hemispherical  head,— 
around  which,  at  a  small  distance,  is  carried  a  ''worm,''  that 
opens  at  one  end  into  the  condenser,  and  at  the  other  end  into  a 
pipe  connected  with  an  air  pump. 

Two  pipes  descend  from  the  bottom  of  the  receiver  into  a  hori- 
zontal kibe ;  tiie  condensed  fliud  that  frJls  through  them  is  drawn 
off  by  a.pump,  and  forced  through  the  pipe  containing  hot  water 
into  the  injection  pipe.  The  greater  part  of  the  condenser,  worm, 
pipes  leadhig  from  it,  and  pumps  are  surrounded  with  cold  water, 
and  the  heated  gases  from  the  frunace  are  carried  round  the 
vapour  chamber  of  the  working  cylind»  before  entering  the 
chimney,  and  a  blowing  machine  supplies  air  to  the  furnace. 

The  operation  of  the  engine  is  similar  to  that  of  Watt.  The 
mercury  in  the  convex  vessel  is  highly  heated,  and  the  alcohol 
injected  from-  the  perforated  hemisphere  in  a  fine  shower  upon 
the  hot  BurfiMses  of  the  iron  plates  and  cups,  is  turned  into  vapour, 
which  rises  into  iiiS'  annular  space  round  liie  cylinder,  and  thence, 
through  valves  into  the- cylinder  above  aftid  below  tli^^Ye^KvcL^vcA 

^1 
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the  worked  vapour  from  eacb  side  of  the  piston  then  enters  the 
condenser,  and  coming  in  contact  with  its  sides  foils  as  fluid 
through  the  pipes  in  the  bottom  of  the  condenser  into  the 
horizontal  vessel,  from  which  it  is  raised  by  the  pumps  into  the 
upper  orifice  of  the  worm  ;  descending  through  this  vessel  it  is 
further  cooled,  and  admitted  in  a  jet  to  spread  itself  on  the 
sides  of  the  condenser,  and  fall  to  the  bottom  of  the  cylinder  and 
thence  into  the  horizontal  pipe,  from  which  it  is  drawn  by  the 
pumps,  to  be  again  injected  into  the  vapour  chamber. 

The  patentee  refers  to  the  Specification  of  a  prior  grant  of 
Letters  Patent,  No.  5262,  A.D.  1825,  p.  26,  and  disclaims  ■'  the 
"  lifting  pump  withdrawing  a  qunntitf  of  liquid  from  the  bottom 
"  of  the  condenser,"  as  described  therein. 

[Printed,  arf.    Drawing.    Sco  Itflpwtoij  of  Arts  (iwio  leries),  vol.  B.  p.  215; 
I  ,_j_  i-urnid  <.VaioiDB's  cimjainrd  tarui),  vol,  13,  p.  385 ;  Meciimiica' 
ml.ei,  p.  UO;  alto  vol.  £2,  pp.  UD,M.  and  4320 

A.D.  1S33,  January  9.—S°  635/. 
REYNOLDS,  John. — This  invention  consists  in  part  of  a  steam 
engine  and  of  an  air  compressing  apparatus  or  engine  in  which  a 
rotating  piston  either  compresses  ^  or  is  impelled  bj  it  without 
altering  the  direction  of  the  rotation.  In  this  way  compressed 
air  is  used  as  an  accumulation  of  power  and  will  supply  some  of 
the  purposes  of  a  fly  wheel.  The  cylinder  is  an  annular  tube 
having  an  opening  along  the  whole  of  the  inner  aide  which 
coincides  with  the  face  of  a  revolving  ring  to  which  is  attached  a 
piston  holding  a  ring  with  inverted  edges.  This  ring  is  made 
rather  larger  than  the  cylinder  into  which  it  is  compressed  and 
fits  accurately.  The  cylinder  has  two  recesses  or  valve  boxes 
which  receive  the  sliding  valves,  lliese  valvea  have  rods  and 
I  levers  communicating  with  a  tappet.  Parallel  to  the  cylinder  is 
I  an  annular  air  chamber  having  a  passage  to  a  reservoir.  The 
Rvolving  ring  has  four  passages  through  it,  two  furnislied 
with  atop-cocka  forming  communications  between  the  cylinder 
and  the  atmosphere,  and  two  with  I'alves  (having  springs  which 
keep  them  dosed  unless  forced  up  by  the  pressure  of  the  atmo- 
sphere) between  the  cylinder  and  the  air  chamber.  One  of  these 
lost  passBges  is  closed  when  the  engine  is  used  to  compressed  air, 
and  opened  by  a  lever  and  a(ijuating  screw  when  the  engine  is 
impelled  by  the  air.  Behind  the  other  of  these  passages  is  a  groove 
I   which  when  it  is  opposite  to  a  sliding  valve  makes  a  pussnge 
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between  the  two  sides  of  the  valve.  Of  the  first  two  passages  the 
cock  of  one  is  opened  when  the  air  is  being  compressed  and  the 
cock  of  the  other  when  the  air  impels  the  piston. 

[Printed,  It.  lOdL  Drawings,    flee  London  Jonmal  (iVSNofow't),  toL  14  (eoti- 
joimed  teries),  p.  8S7.3 


A.D.  1833,  April  4.— N»  6409. 

ERICSSON,  John. — ^This  invention  consists   ''in  an  engine 

charged  with  air  of  any  required  density  and  worked  by  the 

expansive  force  of  .a  portion  of  that  air,  which  is  heated  by 

exposing  its  particles  in  a  constant  state  of  change  or  inter- 

'*  mixture  to  heated  sur£&ces  of  metal  in  a  manner  requiring  less 

*'  fuel  than  heretofore  (that  is  to  say),  first,  in  a  stove  or  furnace 

*'  which  generates  the  original  degree  of  heat  required  to  work 

the  engine,  and  then  in  a  vessel  which  I  call  a  regenerator  or 

heat  returning  apparatus  and  which  vessel  having  been  once 

brought  to  a  proper  temperature  continually  transfers  the  heat 

*'  from  the  air  escaping  from  the  working  cylinder  to  the  air 

*'  entering  into  it."    The  regenerator  consists  of  a  vessel  fitted 

with  a  great  number  of  tubes  passing  through  plates.    The  hot 

exhaust  air  is  drawn  through  the  tubes ;  it  then  passes  into  a  double 

acting  cylinder  and  piston  and  is  forced  through  a  tube  cooled 

by  water  and  afterwards  made  to  circulate  round  the  tubes  in  the 

regenerator  by  means  of  the  plates  before  it  passes  back  into  the 

furnace.    The  engine  is  made  air  tight  so  as  to  work  at  a  high 

pressure. 

[Printed,  It,  id.  Drawings.  See  London  Joomal  {Newton**),  vol.  16  (con- 
jMnad  wriea),  p.  284,  and  voL  4&  (conjoined  aeries),  p.  218;  Meohanica' 
Magasine,  voL  20*  pp.  81, 191, 238, 260,  and  886.] 
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A.D.  1833,  November  5.— N»  6602. 

WASS,  JosBPH.—*' Certain  mechanical  powers  which  may  be 
"  made  applicable  to  various  useful  purposes." 
[No  Bpeeiflcation  enrolled.] 

A.D.  1833,  November  19.--N*  6610.    (*  *) 

PREDAYAL,   Barthblbmy  Richard,  Comtb  db.  —  ''An 
**  engine  for  producing  motive  power,  applicable  to  various  pur- 
"  poses.** 
This  invention  consists ''  in  a  rotaiy  engine  receiving  iUT&fi^^sscL 
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W^^^      "  from  the  bnoyaney  of  any  suitable  fluid  acting  on  cme^^^^^B 
/  ■'  it,  and  from  the  inclination  of  a  porrespondinj[  part  to  fall  bytt's      1 

"  own  weight  10  TOCno."     The  machine  for  effecting  this  conmatB        1 
]  of  a  CMC  in  whicU  a  hollow  ^linder  or  drum  revolves  on  iwi  axis.        1 

The  case  ia  divided  into  two  unequal  j)Brt3,  the  larger  bdng  filled       j 
with  water,  and  the  air  being  exhausted  from  the  Bmaller,     "  It       j 
'  results  from  a  machine  ho  constmicted  that  that  port  of  the  drum 
'  which  is  in  the  water  will  have  a  constant  tendency  to  rise  or  he        ! 
'  buoyed  up  by  the  water,  while  the  other  part  of  the  drum  which        ' 
'  ia  in  vacuo  will  have  as  con  stant  a  tendency  to  fall,  or,  in  other 
''  woids,  that  part  of  the   drum  which  is  in  vacuo  will  always  be 
'  heavier  than  that  which  lain  the  water,  and  the  consequenoe  will 
'  be  that  the  drum  wUl  be  constantly  turning  on  its  axis  so  long 
''  ae  the  vacuum  is  kept  up  in  one  part  of  the  maohine  and  the 
'  water  ia  in  the  other."    "  The  axis  in  that  case  may  be  made 
'  to  turn  any  working  shaft." 

[Frinti^d,  Sd.    IirawluB.    Sh  Bepertorf  of  AMs,  vol.  S  (new  teria).  p.  (IG  : 
London  Journal  (.Vcio^DTi'al,  vot  B  {aaajoined  aerifg),  ji.  Oil.] 


A.D.  ISM,  December  16.— N"  6525. 
WRIGHT,  Lemuel  Wellmas.— Explosive  engine.  Carburretted 
hydrogen  gad  and  common  air  are  forced  into  two  leaervoirs ;  that 
for  the  pfls  has  a  regulating  mechanical  gauge,  by  which  a  cock 
is  turned  when  the  pressure  of  the  gas  is  too  great;  that  for  the 
air  has  a  lifting  valve  properly  located,  through  which  the  air 
escapes  when  the  pressure  is  too  great.  The  gas  and  air  pass 
into  two  chaoibers  each  provided  with  a  piston,  which  aie  made 
adjustable  upon  the  central  rod  by  screws  with  tightening  nuts. 
The  screws  are  connected  with  Rovemor  balls,  by  which  the 
pistons  may  be  depressed  or  raised,  and  the  quantities  of  gas  or 
ait  increased  or  diminished.  Two  puaages  closed  1^  valves  or 
cocks,  which  are  made  to  reciprocate  by  the  sciion  of  toothed  wheels, 
lead  the  air  and  gas  into  a  common  passage,  also  provided  with  a 
valve,  which  reciprocates  to  open  or  close  alternately  the  passages 
to  two  globular  chambers,  in  which  the  mixture  is  exploded  by  a 
amsU  gas  flame  issuing  through  a  touch-hole,  over  which  is  a  sliding 
plate  to  prevent  the  escBje  of  the  explosive  gases.  The  glohlllar 
chambers  communicate  with  a  cylinder  above  and  belowthe  work- 
ing piston  respectively.  The  rod  of  the  working  piston  ia  m&de 
and  Bnpplicd  «Tth  water,  which  flows  through  the  packing 
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of  the  piston^  to .  lokeioatte  and  ksep  ifc  cool*  and  the  working 
cylinder  is  enclosed  in  a  cold  water  jadcet. 

[Printed,  yod,   Bravinff.    Bee  Loodon  Jonmal  (I^ewtoti^s),  yoL  5  {eonjoiited 
teries),  p.  1S7 ;  Bolls  Chapel  Reports,  7th  Beport,  p.  148J 

AJX  1834,  March  5».— N»  6686. 

DOUGLAS,  John  Coopbr. — The  invention  consists,  first,  in 
obtaining  siotrre  power  by  two  pistons  acting  at  the  opposite  ends 
of  a  cylinder  divided  into  two  parts  by  a  fixed  division,  and 
having  at  each  end  a  valve.  The  cylinder  has  water  chambers 
and  an  outer  jacket  filled  with  water  or  other  fluid.  The  pistons 
and  rods  are  forced  out,  leaving  a  vacuum  in  each  division.  One 
of  ike  valveB  is  opened,  and  the  pressure  of  the  atmosphere  then 
drires^tiie  cylinder  in  the  direction  of  the  closed  valve.  When  it 
has  arrived  at  the  end  of  the  parallel  motion  in  guide,  the  first 
valve  is  situt  and  the  other  valve  opened.  Thus,  the  apparatus  is 
caused  to  run  back,  and  by  continuing  alternately  to  open  and 
shut  the  vb1v«8,  an  alternate  rectilinear  motion  is  produced. 

Secondly.  A  method  of  increasing  the  said  motive  power  by 
using  (instead  ctf  a  crank)  a  douUe  rack,  whereby  two  semi- 
circles of  teeth  are  made  to  revolve,  so  as  to  give  and  maintain  a 
oontinuoua  uiuform  motion  round  the  circle.  According  to  the 
length  of  the  cirdeof  the  segmental  wheels,  so  is  the  increased 
power. 

.  Another  part  is  for  throwing  projedaks  by  an  instrument 
ha¥ing  two  qylindeai^  the  upper  one  used  as  an  air -decanter.  The 
lower  0ne  has  a  valvci,  which,  being  opened,  a  ▼aouum  space  will 
instant^  be  closed,  .and  thereby  the  pistcm  of  the  air  chamber 
(whiflh  ia  jrquresented  as  attached  to  Ihe  same  frame  as  that  of  the 
lower  cylinder,)  will  be  brought  down  suddenly,  and  the  air  wiU 
djove  the  j^rqjectile  before  iL 

'  CReinted,  I0.  Bnniiiigs.    Beeliondoii  Journal  (I^ewion's),  vol.  17  (conjoined 
series),  p,  287 ;  Rolls  Ohiyiel  Reports,  7th  Report,  p.  ISL} 

A.D.  1S34,  May  24.— N»  6614. 

DE   CHAPEAUROUGB,  Philip  AuGUsrufi.— (.4  communica- 
tion,)— "  A  machine,  engine,  or  apparatus  for  producing  motive 
^'  power,  which  he  denominates  '  a  self-acting  motive  power,'  and 
"  called  in  France  by  the  inventor  '  voland  moteur  perpetuaL' " 
[No  Speciflofttioii  enrolled.] 
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A.D.  1B34,  July  26.— N"  6649. 
HALE,  William,  — "  Windmilia,"  This  invention  conaists, 
"  first,  in  aupportini^  the  shafts  ivhich  each  carry  two  anils  or  vanes 
"  midway  or  at  the  centre  of  resiatance,  whereby  the  wind  or 
"  water  pressing  respectively  on  the  two  sails,  one  on  each  side 
"  of  the  hearing  or  axis,  the  shaft  will  be  equally  pressed  on  both 
"  aides ;  secondly,  in  supporting  such  windmill  on  a  fixed  and 
"  atatioaary  post."  The  mill  to  which  these  improvements  are 
spplicahle  is  a  horiaontal  mill  of  which  each  sail  is  made  to  move 
half  round  on  its  own  axis  in  every  revolution  of  the  frame,  by 
means  of  a  centre  toothed  wheel,  which  remains  stationary  and 
turns  several  wheels,  one  correaponding  to  each  sail,  and  being 
half  the  diameter  of  the  centre  wheel.  Each  of  the  wheels  is 
connected  by  a  shaft  to  a  pinion  which  moves  a  wheel  con- 
nected with  the  sail,  and  is  four  times  the  diameter  of  the 
pinion.  The  central  wheel  may  be  moved  round  by  an  arm  or 
lever,  so  as  to  shift  the  sails  according  to  the  direction  of  the  wind. 

[I^iiiled.li,  Drewlngi.    3eeLoni]ouJountBl(A'fli>t(ni'j),iDl.£0  {canjoined 
-■rioj),  p.sse.] 

A.D,  1835,  August  24.— N"  6890. 
SCHWARTZ,  Thbodob.— "Praetical  applications  of  known 
*  principles  to  produce  motive  power."  The  principles  are,  that 
water  will  absorb  480  times  its  bulk  of  muriatic  acid  gas,  and 
505  times  its  bulk  of  ammoniacnl  gas,  that  water  of  the  same 
temperature  always  takes  up  the  same  bulk  of  each  gas,  what- 
ever be  its  density,  and  that  the  gases  still  retain  their  elastioify. 
The  practical  application  consists  in  making  water  absorb  large 
quantities  of  gas  (amrooniacd  is  preferred)  at  a  high  pressure, 
and  then  allowing  a  part  of  the  gas  to  escape  into  and  act  on  the 
piston  of  a  cylinder.  A  vacuum  is  produced  on  the  opposite 
side  of  the  piston  by  absorbing  the  gas  by  a  jet  of  water,  iVom 
which  it  "  may  afterwards  be  separated  by  a  gentle  heat  and  be 
"  again  compressed  into  water  in  a  proper  reservoir." 

CPlinted,  Id.    Nd  Dniriiijta.    Bee  Loiidoa  Joumal  (.VMifon'*).  vol.  T  (con- 
jointd  aenei),  p.  US ;  Bolls  Cliapol  Btipurt.  7tli  Beinrt,  p.  162.] 

A.D.  1836,  April  9.— N°  7057. 

I'C0PL.\ND,  Robert. — "Improvements  upon  patents  already 

"  obtained  by  him  for  combinations  of  apparatus  for  gaining 

ruo  Biwrffloitioti  mrollod.l 
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A.D.  1836,  April  23.— N«  7066. 
STANSFELD,  Hambr.— (il  commumcation.)'-"  Macliineiy  for  a 
"  method    of  generating  power   applicable  to  various  useful 
"  purposes.** 

[No  Spedfiofttion  enrolled.] 

A.D.  1836,  April  26.— N»  7072.    (♦  ♦) 
TAYLOR,  William,  and  DAVIES,  Hbnry.— **  Improvements 

in  machinery  or  apparatus  for  introducing  water  or  other  fluid 

into  steam  boilers  or  evaporating  vessels,  also  for  obtaining 
**  mechanical  power  by  the  aid  of  steam,  and  for  communicating 
''  motion  to  vessels  floating  in  water.'* 

Two  "  feeding  vessels  *'  are  each  attached  by  two  hollow  arms 
to  a  '^  supply  cock  **  which  has  four  ''  ways  **  or  passages  in  its 
plug  that  coincide  with  four  apertures  in  its  '*  case."  One  of  the 
pipes  of  each  feeding  vessel  leads  from  its  upper  end  into  a  way  in 
the  ''  cock  plug  "  that  communicates  with  a  pipe  from  the  water 
reservoir.  The  other  pipe  in  each  vessel  leads  from  its  lower  end 
into  the  passage  in  the  plug  that  communicates  with  the  boiler. 
The  whole  apparatus  librates  on  the  plug  as  an  axle.  Either  of 
the  feeding  vessels  being  in  its  lowest  position,  the  other  is  at  its 
highest,  the  latter  filled  with  steam,  the  lower  with  water.  In  this 
arrangement  of  the  valves  water  from  the  reservoir  descends 
through  the  plugway,  rises  into  the  pipe  that  opens  into  the  higher 
feeding  vessels,  and  condensing  the  steam  it  contains,  flows  into 
the  feeding  vessel.  During  this  operation  the  steam  has  been 
flowing  into  ihe  lower  vessel  through  its  upper  pipe,  and  the  water 
it  contained  has  run  through  its  lower  pipe  into  the  boiler.  The 
opposite  feeding  vessel  now  preponderates,  and  in  its  descent  turns 
the  ways  of  the  plug  into  a  reverse  position,  and  in  falling  to  its 
lowest  level  has  raised  the  opposite  vessel,  now  filled  with  steam,  to 
its  highest  lunit,  and  commences  the  return  movement,  each  vessel 
alternately  transferring  a  quantity  of  water  into  the  boiler. 

Another  feeding  apparatus  operates  by  means  of  a  sliding  valve, 
opening  and  closing  alternately  the  orifice  of  a  pipe  to  the  boiler 
and  another  to  the  reservoir. 

A  rotaiy  engine.  The  steam  chamber  is  formed  of  a  portion  of 
a  sphere,  and  revolves  on  an  axle.  A  piston  extends  across  the 
chamber,  and  is  fixed  to  it,  iind  a  disc  is  mounted  on  a  shaft  which 
is  placed  at  an  angle  to  that  of  the  chamber,  axidtectQas!A^^\:G^^ 
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^^^^  bull  that  works  in  socket  pieces.  A  part  is  out  out  of  the  dli^T^^ 
form  a  alat,  through  which  the  piston  may  pass,  and  the  steam 
enter  upon  and  eacapi;  from  both  sides  of  the  disc.  The  induc- 
fion  and  eduction  passages  are  placed  one  on  each  aide  of  the 
piston,  and  oppoBite  the  sides  of  the  slot.  The  chamber,  its 
piston,  and  the  disc  travel  together,  revolving  iii  tbo  same  Erec- 
tion, and  the  obliqnity  of  its  shafts  causes  the  disc  in  its  progress 
to  divide  the  steam  chttmber  diametrically  at  an  angle  to  its  axis 
into  compartments  for  induction  and  eduction  steam,  and  at  the 
same  time  maintain  the  (ateam'ti^cht  sliding)  contact  between  the 
disc  and  side  of  the  chamber,  and  prevent  the  ateam  causing  them 
to  separate.  The  chamber  and  disc  revoli-ing  together,  the  disc 
travels  from  side  to  side  of  the  periphery  of  the  chamber ;  the 
piston  passes  through  the  slot  in  the  disc,  and  gradually  travelling 
&om  the  line  of  contact  between  the  disc  and  chamber  during  one 
half  revolution,  and  approaching  the  line  during  the  other  half, 
.  opens  a  new  steam  chamber,  and  that  compartment  which  is  in 
I  connection  with  the  induction   ateam  is  caused  to  communicate 

^^^H  with  the  eduction  passage.  "  In  this  way  the  induction  compart- 
^^^^h  "  ments  are  continoally  changing,  increasing  on  one  aide  of  the 
^^^^H  "  disc  and  diminishing  on  the  other.  There  never  is  any  cessa- 
^^^B  "  ''1''°  "f  steam  passing  into  the  chamber  on  one  side  of  the  piston, 
I  ■'  or  flowing  out  from  the  other  aide,  for  the  change  of  induction 

"  steam  takes  place  whenever  the  disc  and  chnmber  become  eojn- 
"  cident  with  the  passages  on  each  aide  of  the  piston,  and  fs 
"  effected  without  any  change  of  valves,  steam  atopa,  or  leaves, 
"  or  other  morable  parts." 

Describes  fonr  modifications  of  the  preceding  engine.  1.  The 
rfiamber  is  stationary.  The  disc  mo\-es  within  the  chamber,  with 
an  undulating  vibratory  motion,  its  shaft  performing  the  figure  of 
a  cone,  having  its  apex  in  the  centre  of  the  bull  that  moves  Jn  the 
socket  pieces.  2.  The  disc  is  dished  or  conical,  the  chamber  being 
a  different  portion  of  a  sphere  to  the  preceding.  3.  The  disk  is 
dished,  bat  placed  on  the  ball  (which  is  smaller)  in  a  different  posi- 
tiou  to  that  in  No.  2.  4.  The  steam  chamber  is  a  cylinder  in 
Vfhieh  two  pistons  rei'olve,  one  attached  to  the  cylinder  which 
moves  on  a  hollow  shaft,  the  second  fixed  on  a  separate  shaft 
which  passes  through  the  other.  The  pistons  revolve  in  the  same 
direction,  but  at  different  speeds ;  each  piston  alternately  forma 
the  steam  abutment  for  the  ofher.  TTiflt  wlrich  forms  the  abut- 
ment  moves  through  a  portion  of  the  entire  ravohrtion  a  sixth  or 
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8n  eigbtli,  wfafle  the  otlier  in  the  ssme  time  nnikes  tke  remuning 
fiye-£dxtti  or  seven*eighths  of  the  revohition.  The  pislon  form- 
ing j^e  abutment  moves  elowly  out  of  the  way  of  the  other,  whu^ 
having  completed  its  portion  of  a  Tcvohition  decreases  its  speed 
and  becomes  an  abutment,  and  the  piston  which  had  been  an 
abutment  aecekrates  its  speed ;  the  one  performing  a  portion  of  a 
revohition  and  the  other  the  whole.  The  minute  deseriptions 
given  of  these  combinations  are  illustrated  by  numerous  drawings. 
A  method  of  propelling  a  boat  by  a  paddle  at  the  stem  is 
described. 

*  [Printed,  Ss,  2d.  Drawings.  See  London  Journal  (KetPt<m*8  conjoined 
series),  vol.  18,  p.  97 ;  Mechanics'  Magaaine,  voL  29,  pp.  61, 106;  Bolls 
Chapel  Keporto,  7th  Keport,  p.  174 ;  Engineers'  and  Mechanics'  Majgazine, 
voL  1,  p.  216.] 


A.D.  1836,  May  18.— N»  7099: 

BECK,  Thomas. — •*  New  or  improved  apparatus  or  mechanism 
"  for  'obtaining  power  and  motion  to  be  used  as  a  mechanical 
*'  agent  generally,  which  he  intends  to  denominate  *  IRotse 
-  •Viv«».*» 

[Kg  SpecSlcation  enrolled.] 

A.D.  1836,  July  11.— N«  7144. 

HEATH,  Mathbw.  —  "  New  mechanical  combinations  for 
obtaining  power  and  velocity,  applicable  to  the  propelling  of 
vessels,  jrusing  of  water,  and  to  machinery  of  various  de  scrip- 

•*  tions.*' 

[No  Specification  enrolled.] 
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A,D.  1836,  September  1.— N«  7179. 

SURREY,  James. — Using  compressed  air  in  lieu  of  steam  for  the 
purpose  of  working  engines  hitherto  worked  by  steam. 

The  atmosphere  is  compressed  by  one  or  more  pumps  worked 
by  manual  or  horse  labour,  steam,  or  other  power;  and  the  engine 
is  supplied  by  a  pipe  from  the  reservoir  with  compressed  air  in 
the  same  way  lis  Ibhe  steam  engine  with  steam  from  the  boiler. 
Stationary  eng^es  are  supplied  either  by  tubes  similar  to  gas 
pipes,  or  by  filling  portable  vessels  at  the  reservoir  and  canying 
them  to  the  engine.  Locomotives  for  short  distances  may  be 
Bi^lied  by  jHHtftble  vessels  aiTtached  to  the  en^e  ^t  ^^<^^t^^ 
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tender.  On  railmtjs  of  a  length  beyond  th&t  for  which  a  supply 
1  be  conveniently  carried,  there  may  be  either  a  tube 
from  the  original  depfit  of  compressed  air  runniog  the  length  of 
the  railway  and  havin({  cocks  at  auitable  atations,  or  portable 
vessels  of  compressed  air  may  be  carried  to  such  atationa.  Several 
small  reservoirs  are  better  than  one  large  vessel,  as  when  one 
reservoir  has  been  partially  used  it  may  be  reserved  for  descents 
and  places  where  little  power  is  required ;  while  for  ascents  and 
at  firat  starting  a  new  reservoir  may  be  opened.  A  pressure  of 
four  hundred  pounds  to  the  square  inch  is  sufficient  for  all 
practical  purposes. 

[Prinlefl,  W.    No  Dnnrings.] 

A.D.  1836,  November  5.— N"  7216. 
COPLAND.  RoBKBT.  —  Improvements  upon  patents  already 
obtained.  Theae  consist  in  adding  outside  the  inner  cylinders  iii 
the  invention  described  p.  48,  No.  4749,  caaea  for  the  purpose  of 
receiving  and  returning  the  water  or  other  fluid  rising  and  falling 
in  the  cylinders.  The  caae  of  the  inner  cylinder  in  one  aeries 
communicetea  by  a  pipe  with  the  bottom  of  a  cyhnder  in  the 
other  series.  The  casea  are  made  to  collapae  and  expand  in  certain 
parts. 

[Priiitel.  IM.    Drawing.] 

A.D.  1836,  November  24. -N"  7235. 
WOOLLAMS,  Joseph.*— "  Certain  improved  means  of  obtaining 
"  power  and  motion  from  known  sources." 
[No  SpFCillcatioa  onroUad.] 

A.D.  1836,  December  3.— N"  723B. 
CARV.\LHO,   David  Ndnbs.  —  Improvements  in  propelling 
I'egaeU  and  carriages. 

These  consist  in  uaing  the  power  of  a  current  of  water  or 
BJr  to  turn  a  plane  horizontally  round  a,  vertical  Hxia.  llie  sails 
are  made  of  triangular  prisms,  and  infiexible  sheets  arranged 
alternately.  The  aheets  bang  from  the  lower  edges  of  priaraB. 
hut  can  only  open  towards  the  side  to  which  the  flat  sides  of  (he 
prisms  are  turned. 

[Printed,  Od.    DmwliiB.    8oe  RepCTtorj- of  Arts,  vol.  8  (iKW  »#rM»).  p.  US.  j 
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A.D.  1836,  December  15.— N»  7266. 

BECK,  Richard  Thomas. — (A  communication.) — "  New  or  im- 
*'  proved  apparatus  or  mechanism  for  obtaining  'power  and 
motion  to  be  used  as  a  mechanical  agent  general,  which  he  in- 
"  tends  to  denominate  *  Rotae  Viv»." 

[No  Specification  enrolled.] 

A.D.  1837,  March  15.— N»  7325.    (*  ♦) 

DA  VIES,  Henry. — Rotary  engines.  The  induction  and  eduction 
passages  are  formed  within  and  around  a  stationary  conical  collar 
on  which  the  cylinder  revolves,  and  through  which  the  shaft  of 
the  working  disc  passes,  instead  of  the  cone  being  fixed  upon 
the  cylinder  and  revolving  with  it  as  in  the  engine  described  in 
Specification  No.  7072,  A.D.  1836.  The  rotary  engine  is  adapted 
to  raise  fluids.  The  cylinder  is  stationary  and  placed  in  the  fluid, 
and  the  disc  is  moved  by  inbrating  rods  driven  by  a  crank.  The 
engine  may  be  applied  to  blow  air  into  a  furnace.  In  a  modifica- 
tion the  cylinder  is  stationary,  and  need  not  be  placed  in  the 
water.  It  may  be  adapted  for  use  as  a  ''  forcing  engine  for  im- 
"  pelling  fluids  from  one  situation  to  another."  The  disc  is 
stationary  with  its  central  hollow  ball  and  shaft;  the  ball  is 
divided  by  a  partition  into  two  chambers,  one  open  to  the  supply 
pipe,  the  other  to  the  discharge  pipe.  The  cylinder  performs  the 
movement  of  the  disc.  As  the  crank  shaft  revolves  the  cylinder 
moves  with  an  oscillating  motion  about  the  central  ball  without 
its  performing  a  rotary  movement,  whereby  a  partial  vacuum  is 
produced  within  the  cylinder  on  one  side  of  the  disc,  and  the 
fluid  rises  into  it ;  while  the  fluid  on  the  other  side  of  the  plate  is 
forced  into  the  discharge  pipe. 

[Printed,  Is.  7d,    Drawings.     See  London  Journal  (Newton's  conjoined 
series),  voL  19,  p.  IS.   Rolls  Chapel  Repcnrts,  7th  Report,  p.  184.] 

A.D.  1837,  May  30.— N^  7381. 

WOOLIAMS,  Joseph. — '^  Certain  improved  means  of  obtain- 
*'  ing  power  and  motion  from  known  sources.^' 

[No  Specifleation  enrolled.] 

A.D.  1837,  August  9.— N«  7416. 
BECK,  Richard  Thomas. — (A  communication,) — '^  A  new  or 
'*  improved  apparatus  or  mechanism  for  obtaining  power  and 
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''  motion  ti 

[No  Specificatton  onrolied] 

A.D.  1B33,  JMUwy  20.— N'  7647. 
ADOH,  Ambhoisk.— "  Motive  power." 

In  this  invention  a  Btream  of  hydrogen  rm  is  obtained  by  the 
action  of  acid  contained  in  a  cfliudricul  vessel  upon  certain  metals. 
such  Bs  zinc  or  iron.     Small  portions  of  thesp  metals  are  placed 
on  B  plate  with  an  opening  in   the  centre  situated  at  the  upper 
part  of  the  cylindrical  vessel,  and  by  raising  a  safety  valve  por- 
tions are  thrown  into  a  vessel  suspended  by  a  chain  passing  nver 
a  pulley,  which  vessel  may  be  lowered  into  the  acid.    The  gaa 
passes  by  a  pipe  opening  above  the  perforated  plate  Into  the 
safety  chamber,  and  thence  to  another  vessel,  where  it  is  ignited 
by  coming  in  contact  with  spongy  platina,  and  becomes  of  high 
elastic  force.     The  ignition  ia  stopped  from  spreading  backwBrds 
by  tliree  valves  in  the   safety  chamber.     This  chamber   has  also 
I   two  other  valves,  which  under  an  excess  of  pressure   permit  a 
k. certain  quantity  of  gas  to  escape.     The  elastic  force  acquired  by 
Kibe  gas  is  used  a  substitute  for  steam. 

Another  apparatus  adapted  to  a  boat  consists  in  a  double 
rotatory  engine  on  the  principle  of  "  Barker's  mill,"  having  six 
hollow  bent  arms,  the  extremities  of  three  pointing  in  one  direc- 
tion, and  the  other  three  in  the  opposite.  According  as  the  gas 
is  permitted  to  flow  off  by  one  set  or  the  other,  so  will  be  tlie 
direction  of  the  rotatory  motion.  The  engines  axe  fixed  to  axes 
•carrying  paddles  or  propellers. 

[PrlnUsL  )>.«(.    Draviugs.    See  'Oeperiorj  ot  ArtH,  vol,  Vl  {neu  uriet), 

A.D.  IMS.  Jonuaiy  27.— N"  7553. 
iBATE,  'William.— Power  is  obtained  by  fixing  an  upright  shaft 
n  B  horse  mill  shaft.  Cross  shafts  are  attached  to  the  top  of  the 
npright,  and  deals  fixed  jby  shackles  to  the  extraniities  of  the 
cross  shafts.  A  frmm,  twenty  feet  long  by  eight  feet  wide,  is 
made  by  splitting  the  thick  ends  of  de^  poles,  and  connecting 
L  them  by  two  cross  bars.  This  is  clothed  with  canvass  or  other 
laterial,  and  fastened  on  a  pin,  and  by  it  fixed  in  the  brass  holes 
t  the  threc-«ided  iron  described  in  the  plan,  witich  is  fasteDul 
I  one  of  tbiw  deals  at  the  extremity  of  the  iihaft.     By  exposure 
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to  the  wind  the  power  required  is  obtained.    It  is  veguiateiL  by 
suspending  frames-  of  eauTaas  weif^tad  at  the-  bottom,  wiiieh  give 
way  at  the  ftotiom  acoordisg^to  the  weight  iiized. 
[PnntodUSdt  Pnving;] 

A,D.  1838,  Maireh  19.~N«  759?.  (*  *) 
VICTOR,  DucH£MiN. — Rotajry  engine  ^  to  be  worited  by  steam 
^'  or  other  aerifonn  fluids/'  The  inner  cylinder  is  concentric  with 
the  outer,  and  re^ohrea.  Two  abutment  stops  are  fixed  on  ^e 
oonoaiFe  sus^aoe  of  the  outer  fixed  cylinder;  and  fbuF  pistons  or 
valves  are  contanied  in  the  hoUow  arms  of  the  inner  cylinder,  and 
are  psotruded  amoss  the  uioular  space  between  ^e  oyfinders  l^  a 
mechanism  fixed  on  the  axle,  and  kept  in  steam-tight  oonlAot 
with«the  concave  surface  by  springs,  and  by  the  same  contriyance 
are  withdrawn  within  the  arms  as  they  pass  in  rotation  over  the 
curved  surface  of  the  abutment  stop.  The  admission  of  steam 
between  a  piston  and  an  abutment  and  the  exit  of  the  worked 
steam  are  regulated  by  a^fourway  cock.  A  x^j^ulating  screw  acts 
on  a  wedge  inserted  under  the  bearing  to  raise  the  axle  to  its 
true  position,  should  it  get  loose  or  deviate  through  wear. 

[Printed.  Is.  4d.  Drawings.  See  Beperfcoiyaf  Arts  {newseriss),  ▼ol.l0.p..65; 
Mechaaoics'  Hagasdne,  vol.  SO,  p.  ^.J 

A.D.  1838,  April  18.— N*»  7616. 

BARNETT,  William. — Obtaining  motive  power  from  inflam- 
mable gases  such  as  hydrogen  or  carburetted  hydrogen  gas. 
Hie  first  engine  described  is  single  acting.  A  double  acting 
pump  supplies  air  to  a  receiving  chamber,  and  also  draws  off  the 
unconsumed  gas  from  the.  cylinder.  Another  pump  supplies 
hydrogen  or  other  mflammable  gas  to  the  receiver.  The*explosive 
mixtuTe  is  admitted  below  the  piston  of  the  cylinder,  and  ignited 
by  an  igmtxng  cock.  This  has  a  shell  with  two  narrow  slits,  one 
applied  to  a  conespon^g  aperture  in  the  cylinder,  and  the  other 
immediately  over  a  gas  burner.  The  plug  is  hollow,  and  has  a 
single  slit  which ,  as  the  plug  is  turned,  communicates  with  either 
of  the  slits  in  the  shell.  Within  the  cock  is  another  gas  burner 
which  is  lighted  by  the  external  burner.  The  second  engine  is 
double  acting  with  two  hydrogen  or  gas  pumps,  and  a  pump  for 
air,  two  receivers,  and  two  igniting  cocks.  A  third  engine  is 
double  acting,  but  in  it  the  explosive  mixture  is  ignited  while 
under  pressure  by  spongy  platina*.  There  are  no  receivers^  but 
tiie  gasea  aoe  ftecod  dinotly  into<  tha  cyliiidec.    TckSi&^sft^dcoE»& 
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pumps,  an  air  pump,  a  gas  pump,  and  an  eduction  pump,  the 
pistons  of  nil  of  which  make  two  strokes  in  one  revolution  of  the 
fly  wheel.  During  the  first  half  of  the  descent  of  the  piston  of 
the  cylinder  the  eshaustinR  pump  removes  the  products  of  ex- 
plosion from  helow  it,  and  the  air  and  jiraa  pumps  become  charged. 
Dimn^t  the  latter  half  the  exhiiusting  air  pump  is  expelling  the 
air  or  gas  it  has  withdrawn  from  the  cylinder,  and  the  other  two 
pumps  are  forcing  air  and  gas  below  the  piston.  At  the  com- 
pletion of  the  stroke  the  mixture  ia  exploded,  and  similar  opera- 
tions and  effects  are  produced  and  continued.  Two  cavities  fitted 
with  caps  at  either  end  of  the  cylinder  contains  the  platina. 

The  ignitinf;  cocks  may  also  be  applied  as  valves  to  regulate 
the  passage  of  steam  or  other  fluids. 
[Printea,l..W.   DrawlnK.: 

A.D.  1838,  June  6.— N"  767». 
BECK,  RicBAHu  Thomas.— {^coraniunicni'ion.) — "RotffiVivte." 
They  consist  of  a  nave  of  a  wheel  turning  with  the  axletree,  and 
a  felloe  placed  eccentrically  to  the  nave.  The  felloe  and  nave 
"  are  united  by  spokes,  consisting  each  of  a  cylinder  and  the 
"  rod  of  its  piston.  TVunrions  connect  the  cylinder  to  the  felloe 
"  and  the  rod  to  the  nave,"  The  trunnions  of  the  piston  and 
the  piston  itself  are  hollow ;  by  an  orifice  in  the  trunnions, 
which  comes  in  contact  with  a  segment  of  a  circular  groove 
sunk  into  a  fixed  disc,  steum  or  gas  enters  and  passes  into  the 
^linder  and  afterwards  escapes  by  a  similar  groove  on  a  second 
diao.  Heavy  hoops  are  applied  to  increase  the  total  weight  the 
felloe  has  to  cany.  "  In  order  to  obtain  the  maximum  of  action 
"  the  steam  must  enter  is  the  cylinders  on  one  side  uf  the  axis 
"  of  eccentricity  and  make  its  exit  on  the  other  side."  The  force 
of  the  steam  will  tend  to  remove  the  centre  of  gravity  of  the 
felloe  from  the  vertical  line  which  passes  through  the  centre  of 
the  nave,  and  by  the  combination  of  the  force  of  steam  aivd 
gravity  a  continuous  rotatory  motion  of  the  felloe  and  the  nave 
will  be  produced.  The  same  principle  of  eccentricity  may  be 
kp|ilied  to  carriage  wheels  to  secure  the  nave  against  jerks. 
[Printed,  u.  SJ.   Drawings-J 

A.D.  ISaS,  June  W.— N"  7688,    (•  •) 
DAVIBS,  Hbkrv. — Improvements  on  that  class  of  rotary  engines 
wherejn  the  chamba  has  the  form  of  the  zone  of  a  sphere  (vilh 
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conical  ends^  the  cones  pointing  to  the  interior  of  tiie  sphere*  and 
the  chamher  is  intersected  hj  a  disc  attached  to  an  axis,  placed 
at  such  an  angle  as  to  cause  a  radial  line  on  each  side  of  tiie  disc 
to  come  in  contact  with  the  opposite  cone  of  the  chamher.  That 
there  shall  he  that  perfect  contact  of  the  intersecting  discs  with 
the  cones  of  the  chamber  at  the  radial  lines^  as  will  prevent  the 
passage  of  the  steam^  teeth  or  cogs  are  projected  from  each  side 
of  the  disc^  and  form  part  of  it ;  other  teeth  are  projected  from 
the  cones  [of  the  chamber^  and  form  part  of  it.  The  teeth  on 
the  cones  take  into  gear  with  the  teeth  on  the  disc*  and  their  sur- 
faces being  fitted  bj  grinding,  a  more  extensive  and  nearly  perfect 
sliding  contact  is  produced  between  the  disc  and  cones. 

The  Specifications  of  two  prior  inventions  are  referred  to. 
No.  7072,  A.D.  1836,  and  7326,  A.D.  1837. 

CPrinted,  It.  Bd,    Drawings.     See  London  Jonmftl  {NewUm'a  con^ovMd 
geriet),  vol.  19,  p.  I69.] 


_  A.D.  1838,  July  6.— N«  7721.    (♦  ♦) 

ELKINGTON,  Hbnry.  —  ''Improvements  in  engines  to  be 
*'  worked  by  steam,  air,  or  other  fluids."  1.  An  engine  worked 
by  steam  expansivdy  in  one  direction,  and  in  the  other  by  atmo- 
spheric air  heated  nearly  to  the  temperature  of  the  steam  by 
passing  through  tubes  placed  in  the  furnace  flue.  To  render  the 
varying  force  of  tiie  upstroke  more  uniform,  a  slot  is  made  in  one 
of  the  spokes  of  the  fly  wheel,  in  which  the  crank  pin  of  the  crank 
shaft  works,  and  drives  the  main  shaft  with  a  varying  length  of 
lever,  or  at  varying  distances  from  the  centre  of  the  shaft.  To 
hdp  the  stroke  on  both  sides,  the  upper  part  of  the  air  pump  is 
connected  with  a  trough,  into  which  and  from  which  a  certain 
quantity  of  mercury  flows  as  the  piston  of  the  pump  ascends  and 
descends ;  the  mercury  pressing  with  the  least  weight  on  the  air- 
pump  piston  at  the  instant  the  steam  pressure  is  greatest  on  the 
cylinder  piston,  and  as  the  steam  pressure  decreases  that  of  the 
mercury  increases,  and  the  main  shaft  will  be  driven  with  a  nearly 
uniform  force. 

2.  Rotary  engine.  The  external  cylinder  is  stationary;  the 
piston  is  a  cylinder  mounted  on  cranks,  having  a  "projecting 
''  plate  "  attached,  which  acts  as  an  abutment,  and  as  the  piston 
cylinder  revolves  in  contact  with  the  concave  surface  of  the  outer 
eyHnder,  the  plate  enters  and  passes  out  of  a  chamber  ^^d^AsMSoRsV 

A.  H 
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^^^^B  to  the  outer  cylinder)  more  or  less,  aa  the  pi&toa  cjlinder  ap- 
r  proaehes  or  recedes  bom  the  recess.    The  valves  are  worked  irom 

I  die  outsiile.    In  t,  modification  of  the  preceding  two  cylinders  are 

L  Ht  Eide  bj  side ;  each   has  u  cjlindric  piatan  which  revulves  in 

^^^^H  vontect  with  the  concave  surfai^e  of  its  cylinder.  Both  pistons  are 
^^^^H  attached  to  ■  projecting  plate  which  works  through  an  apertore  at 
^^^^^P  the  junction  of  the  two  enclosin)^  cylinders. 

^^^^H  3.  An  engine  conaiating  of  a  wheel,  the  periphery  of  which  is 
Iwllow  and  has  three  valves,  each  pioving  on  an  asts,  arranged  to 
be  open  or  to  stand  across  and  hecuine  partitions  of  the  annular 
space,  when  they  enter  or  leave  a  colunm  of  mercury  contained  in 
one  portion  of  the  hollow  periphery.  The  steam  is  admitted  into 
a  box  that  bears  against  the  nave  of  the  wheel,  in  which  are  the 
openings  to  the  ends  of  three  hollow  spokes.  The  steam  being 
let  on  from  one  of  these  spokes  into  the  hollow  periphery  a^ost 
the  lower  valve,  the  mercury  acts  as  an  abutment,  and  the  steam 
wheel  revolves. 

[Printed,  Ij.    UmwuiBs/J 

ii3S,  November  8,— N"  78o9. 
BHOMWICH,  Bhvan-  I'Anson. — "  Improvements  in  machineiy 
"  to  be  worked  by  the  application  of  the  espanaive  force  of  air 
other  elastic  fluids  to  obtain  motive  power." 
likd.] 
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A.D.  1838,  November  13.— N"  73/1. 
BYERLEY.Ahnb  Bird,  and  COLLIER,  Jameh.— The  inven- 
tion consists  in  the  use  of  Bt«am  or  gas,  or  both   combined,  in 
eonjanction  with    the  hydrostatic  paradox  to  produce  motive 

Two  moveable  cylinders,  originally  filled  with  water,  work  over 
piatODB  fixed  on  to  the  paradoxal  pipes  which  lead  up  to  globes 
placed  at  some  height  above  the  cylinders  and  having  a  capacity 
exceeding  by  one-third  that  of  the  cylinders.  Tubes  lead  from 
these  globes  to  valve  boxes,  which  bo.fes  also  communicate  with  a 
condensing  apparatus  and  with  the  steam  pipe  trom  the  boiler. 
The  steam  may  be  aided  in  its  action  by  hydrogen  gas  produced 
hj  the  action  of  dilute  sulphurio  acid  on  tine  or  iron  filings.  The 
vtesm  and  gas  are  by  meana  of  the  valves  in  the  valve  boxes 
admitted  alternately  into  the  two  globes,  from  which  they  espel 
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the  water  which  passes  down  the  paradoxal  pipes  below  the 
pistons  and  depresses  the  cylinders.  The  steam  and  gas  after^ 
wards  pass  to  the  condensation  tube.  The  motion  of  the  cylinders 
is  communicated  to  toothed  wheels  which  act  on  a  third  toothed 
wheel  to  which  the  gear  is  connected. 

[Printed,  IM.  Bnwing.] 

A.D.  1838,  December  12.— N°  7903. 

DEGRAND,  John  Alexander  Elzbar. — Motive  power  is 
obtained  first  by  jets  or  currents  of  steam,  air,  or  gas  issuing 
rapidly  in  a  horizontal  direction  opposite  to  that  in  which  the 
locomotion  of  the  apparatus  is  intended  to  be  effected.  The 
orifice  is  made  trumpet-mouthed,  or  sometimes  with  a  vertical 
part  with  a  flange  joint  which  may  be  added  in  order  to  increase 
the  draft.  The  smoke  and  hot  air  from  the  fmmace,  and  the  air 
heated  by  being  used  to  condense  steam,  may  be  discharged  so  as 
to  assist  the  action  of  steam  locomotives  made  on  this  principle. 
Secondly,  by  the  action  of  steam  or  heated  air  forcing  up  mercury 
or  fluid  metal  into  hollow  circular  or  spiral  rims  of  wheels,  which 
thereby  become  unequally  loaded  and  are  thus  made  to  revolve. 
The  wheels  have  their  lower  parts  immersed  in  the  fluid  metal, 
and  are  supported  by  hollow  axles.  The  metal  is  pressed  into 
the  hollow  rims  by  the  difference  of  pressure  on  the  external 
mercury  and  that  in  the  rims,  and  afterwards  driven  on  by  the 
action  of  the  heated  adr  which  enters  the  rim  from  the  interior  of 
the  wheel  when  the  end  of  the  tube  leaves  the  mercury.  On 
arriving  at  the  centre  the  metal  flows  back  to  its  original  place 
through  the.  hollow  aides.  Two  wheels  with  spirals  having  their 
mouths  at  opposite  parts  should  be  used.  When  steam  is  used 
the  effect  is  increased  by  connecting  the  axle  with  the  condensing 
chamber. 

[Printed,  1«.  6<2.    Drawings.] 

A.D.  1«39,  Jamuaiy  17.— N»  7941. 

NEWTON,  William. — (A  commumcaiion.) — "Engines  to  bjB 
"  worked  by  aiv  or  other  gaaes.'* 

These  are  furnished  witii  air  vessels  heated  aA  one  end  and 
eooled*  aift  the  o(^er$  displacing  vessds  which  move  the  air  m 
the  air  veseeis  from  one  end  to  ike  other ;  "and,  third&y^ ^^^^^r 
'*^  ratii0L«r  wmAiRGxy  se  constructed  and  «((miMwd»^^^ir\d^  '^^ 
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''  vessel  aa  to  transmit  the  tnecliitnical  force  resultini;  from' 
"  sltemate  dilBtion  and  contraction  of  the  air  through  the  medhim 
"  of  water  or  some  other  similar  fluid  of  the  kind  commonly 
"  called  incompressible."  The  water  or  other  fluid  in  this  way 
moFes  to  drive  the  piaton  of  a  cylinder.  Several  engines  con- 
structed on  these  principles  are  described,  and  the  following  addi- 
tional improvements  claimed.  Firat  fixing  the  displaciiig  vessels 
on  arma  which  are  bent  down  into  the  cisterns  containing  the 
water  for  driving  the  piaton,  and  then  again  pass  up  through 
Btoffing  boxes  into  the  atmosphere.  The  advantage  of  this  is 
that  when  the  air  in  the  vessels  is  at  a  higher  pressure  than  the 
atmosphere,  the  difibrence  of  pressure  on  the  rod  will  aid  in  sup- 
porting the  displacing  vessel,  and  by  giving  a  sufficient  sectional 
area  to  the  rods  they  may  be  made  to  balance  the  weight  of  the 
veHsela,  and  may  further  act  as  a  safety  valve  by  preventing  the 
motion  of  these  vessela  when  the  pressure  is  too  high.  Secondly, 
■Jlmving  the  air  to  pass  from  one  end  of  the  air  vessels  to  the 
other  through  a  pipe  filled  with  metallic  surfaces ;  and,  thirdly, 
"  in  connecting  two  air  vessels  by  a  passage  to  be  opened  " 
"  a  httle  before  the  change  of  motion  of  the  displacing  vessels 
"  respectively,  so  aa  to  allow  the  super-abundance  of  heated  air 
"  to  pass  from  the  air  vessel  in  which  it  exists  into  the  other  one 

I"  where  it  will  be  rendered  available  towards  producing  the  next 


[Printe. 


.    See  London  Jourool  (A>icfDn'i).n>l.l 


A.D.  1839,  May  30.- 
GORDON,  Alexander.— (^  e 

■'  machine  or  apparatus  for  employing  steam  oi 
"  u  a  motive  power," 

iVo  Bpedflcatlon  enrolled.] 


A.D.  1839,  June  6.— X'  8093. 
PARSEY,  Arthur.  —  Obtaining  motive  power.  An  air 
cylinder  is  furnished  with  a  cover  or  telescopic  slide  top  moving 
1  and  down,  and  carrying  a  cross  head  frame,  to  which  are 
Attached  the  rods  moving  the  crank  axles.  The  engineer  or 
operator  by  a  small  air  pump  forces  air  into  the  cylinder,  which 
will  force  the  cover  up.  A  rod  moves  up  with  the  cover,  and 
•  it  hna  jiaea  sufficiently  high  opens  an  escape  cock,  when 


% 
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sufficient  of  the  compressed  air  will  escape  to  enable  the  cover  to 
&11  again  to  its  former  position. 

[Printect,  8<i    Bnwing,   SeeIii7entQn'AdTOoate»ToL2;p.l85.3 

A.D.  1839,  June  17.— N«  8110. 

BROMWICH5  Bryan  TAnsgn. — "  Improvements  in  machinery 
''  to  be  wcHrked  by  the  application  of  the  expansive  force  of  air  <« 
"  other  elastic  fluids  to  obtain  power/' 

The  engine  is  furnished  with  a  fire-pIiEice  containing  one  or 
more  cylinders  in  which  compressed  air  or  othor  fluid  is  expanded. 
This  air  afterwards  passes  through  tubes  with  stop-cocks  to  the 
space  below  the  piston  of  one  of  two  cylinders  furnished  with 
proper  stop-cocks  or  valves  for  the  admission  and  discharge  of 
the  hot  air.  The  two  piston  rods  are  attached  to  the  opposite 
ends  of  a  beaoi  with  parallel  motion  radius  rods.  The  stop- 
cocks are  moved  by  two  beams.  Each  of  these  is  kept  down  by 
a  catch,  but  a  rod  grooved  at  the  upper  end,  and  acted  on  at  the 
proper  time  by  a  pin  in  the  beam  supporting  the  piston  rodsy 
liberates  the  small  beam  from  its  catch,  and  this  hewa  is  then 
pidled  down  by  a  spring  so  as  to  open  the  cocks. 

[Printed,  8(2.   Drawings.   See  InTentorB*  AdTocate.  tqL  8,  p.  19.] 

A.D.  1839,  July  3.— N°  8141. 
CRUCKSHANKS,  Alexander. — This  invention  consists  partly 
in  applying  the  heat  from  the  combustion  of  coal  tar  or  other  liquid 
fluid  to  expand  air  for  the  production  of  motive  power.    Cold  air 
is  pumped  into  a  furnace  supplied  with  liquid  fuel,  and  the  heated 
products  of  the  combustion  pass  in  streams  through  a  perforated 
slab  of  baked  fire-clay  into  a  reservoir,  where  they  meet  a  current 
of  cold  air,  and  the  whole  passes  into  the  working  cylinder.    The 
fuel  is  injected  by  a  syringe  worked  by  the  engine.      In  another 
arrangement  the  condensed  air  in  the  reservoir  is  heated  by  hot 
air  and  vapour  from  the  furnace.     The  condensed  hot  air  passes 
to  the  working  cylinder,  whence  part  goes  to  a  chamber  (above 
the  furnace),  and  part  into  a  chamber  in  which  the  quantity  of 
hot  air  and  vapour  are  so  regulated  as  to  give  the  proper  amount 
of  heat  to  the  air  to  be  heated  in  the  reservoir  by  passing  through 
tubes  to  the  chimney. 

[Printed,  1«.  64.  Drawings.  See  London  Journal  (yeufton's),  vol.  20  (eon- 
joined  9eri«»),  p.  130 ;  Mechanics'  Magadne,  vol  88,  p.  211  \  Inventonf 
Advocate,  vol.  2,  p.  181.] 
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A.D.  1839,  August  1.— N"  8184. 
■XILLIE,  Sin  John  Scott. — According  to  this  invention 
■«Bnt3  of  tar  are  produced  by  the  applicstion  of  jets  of  steara,  or 
if  fire,  heated  sinoke  and  gas  issuing  irom  the  combustion  of 
■s  filled  with  auitable  pomporitions  in  the  nntute  of  slow  burn- 
ing K™ipowder,  auoh  as  sre  used  for  roclitts.  T^e  jets  are  emitted 
Pirithin  tuhes  in  a  manner  similar  in  principle  to  that  whereby  a 
draught  is  excited  in  chimneys  of  locomotive  etaam  engines.   The 
Oturents  act  on  pistons,  nnd  may  be  used  to  exhaust  the  air  before 
tihe  carriages  propelled  by  a  moveable  piston  in  a  tube  laid  along 
k  railway,  and  to   compress  the  air  behind   such   piston  or   to 
exhaust  the  air  in  cylinders  with  double  or  single-ftcting  pistons, 
and  thus  move  machinery  or  to  act  against  floats  or  vanes  on 
wheels. 

I  -      CFrlnl*d.Bit    KoDmwins*.    Bob  Inisntora' Advocate,  vol.  S,  p.  IS6.] 

A.D.  1839,  August  26.— N"  9207. 
I'l'INKTJS,  Hesht. — Motive  power  ia  obtained  either  by  partially 
Tishausting  the  air  (by  means  of  a  steam  engine,  water  power,  or 
V  other  prime  mover),  in  air-tight  mains  and  pipea  laid  down  in 
,  plantationa,  estates,  or  along  roads,  or  else  by  supplying 
'or  explosive  power  through  such  mains  and  pipea. 
The  mains  are  connected  with  common  ayphon  wells  placed 
at  the  lowest  parta  of  the  estate,  and  witli  intersecting  valves 
and  gas  meters.  Vertical  branches  terminating  in  cast-iron  boxes 
with  valves  riae  at  regular  distances  from  the  mains  and  pipes. 
Locomotive  engines  actuated  by  the  motive  power  convey  and 
impel  with  then  instruments  for  ploughing,  reaping,  dnuniog. 
and  other  field  operations.  With  the  pneumatic  auxihary  motive 
power  two  piston  cylinders  with  open  heads  for  tlie  free  ingress 
of  the  atmosphere  may  be  used.  A  flexible  air-tight  tube  of  any 
desirabli!  length,  and  cupahlc  of  being  coiled  spirally  around  a 
cylindiit'al  revolving  drum  fixed  to  the  engine,  connects  its 
vacuum  or  gaa  chamber  with  one  of  (he  vertical  pipes.  'J'he  gas 
engine  has  double  acting  gas  and  air  pumps,  two  piston  cylin- 
ders connected  with  two  globular  explosion  chambers  fauving 
.  igniting  slidet  and  saMy  valves.  Ordinuy  expanding  or  metal- 
lic conical  cx]mnding  pistons  arc  used.  The  latter  wesotid  disks 
with  diameters  of,  say  half  an  inch  less  tbaji  those  of  the  cylinders, 
nronnd  the  rims  of  which  discs  a  ring  of  platinum  is  Exed  so  as 
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to  form  the  frustrum  of  a  oone  loosely  fitting  the  cylinder.  These 
cones  are  slit  longitudinally  in  several  places,  so  as  to  expand,  and 
thin  short  plates  of  platinum  are  made  to  cover  the  slits.  When 
the  invention  is  used  for  propelling  on  roads  or  railroads  or 
along  canals,  mains  or  valves  are  laid  down  so  as  to  allow  the 
engines  to  take  up  gas  power  without  stopping.  The  engine  is 
then  provided  with  a  flat  pipe  or  tongue  suspended  by  a  ball- 
and-socket  joint,  and  made  so  as  to  form  an  ur-tight  joint  with 
the  main  or  valve.  The  tongue  is  also  furnished  with  a^ valve 
which  shuts  when  it  leaves  the  main  or  valve.  A  common  rail- 
way car  on  which  is  a  gas  receiver  is  connected  as  tender  to  the 
engine.  When  the  engine  is  allowed  to  stop,  the  mains  or  valves 
and  tongues  may  be  dispensed  with. 

[Printed,  49. 2d,   Drawings.    See  Inventor's  Advocate,  vol.  2,  p.  195.] 

A.D.  1839,  November  2.— N^  8250.    (*  *) 
GREENWOOD,  David,  and  PICKERING,  William.— '*  Im- 
''  provements  in  engines  for  obtaining  power." 

The  improved  rotatory  engine  consists  of  an  external  ^linder, 
in  whioh  there  are  two  passages  or  ways,  "  which  can  be  changed 
"  in  respect  of  their  action  by  proper  slides.^'  Connected  with 
the  cylinder  are  two  end  levers  through  which  the  axis  of  the 
piston  cylinder  passes,  also  stufi&ng  boxes  to  keep  the  axis  fluid- 
tight  where  it  passes  through  the  levers,  and  bearings  for  the  axis 
carried  by  the  framing  of  the  engine.  A  piston  cylinder  is  affixed 
on  or  framed  with  the  axis,  and  ''there  is  an  opening  through 
the  cylinder  in  which  the  sliding  levers  or  surfaces  work ;  the 
sliding  levers  or  surfi9i.ees  are  each  formed  of  three  angular  parts, 
by  which  arrangements,  as  the  outer  surfaces  wear,  the  lever 
slides  are  kept  fluid-tight."  There  are  springs  to  press  the 
sliding  levers  or  surfaces  outwards,  and  packing  pieces  with 
springs  to  force  them  against  the  sliding  levers  or  surfaces  to 
keep  them  fluid-tight.  Rings  of  metal  are  employed  to  pack  the 
ends  of  the  cylinder,  and  are  kept  in  contact  with  the  cylinder  by 
means  of  set  screws.  "  The  engine  is  so  arranged  as  to  move  its 
axle  in  either  direction,  according  to  the  position  of  the  slide." 
This  engine  may  be  actuated  by  steam  or  other  fluids,  "  and  it 
will  be  found  a  most  powerful  engine  when  acting  as  a  pump 
for  raising  and  forcing  water  and  other  fluids." 

[Printed,  Is.  Qd.    Drawings.    See  B>^rtory  of  Arts,  voL  4  {new  seriM), 
p.  1 ;  SayentorB'  Advocate,  vdL  2^  p.  196.] 
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^^™^  A.D.  1839,  November  25.— X°  8282.  ^^^^ 

SUTTON,  JoH-N.— In  this  iDreDtion  a.  prime  mover  is  made  to 
act  on  a  crank,  and  thcrebj-  cause  a  chain  to  descend,  and  with  It 
rods  which  will  drag  down  a  ehoe  lever ;  this  has  no  sure  footing 
to  turn  round  on,  but  rests  on  a  wheel  beneath,  which  will 
recede  and  turn  round  the  moment  it  is  trod  on,  cauaing  tbeceby 
one  end  of  a  balance  lever  to  descend  and  give  an  up  motion  to 
a  crank.  Other  side  levers  will  be  restored  to  their  upright  posi- 
tion by  the  levers  of  each  side  of  the  machine  beinf;  connected 
by  a  counter  pulley  wheel  which  will  act  contrarily,  the  strap  on 
the  pulley  wheel  rising  and  descending  on  contrary  aides.  In 
order  to  multiply  motion  a  cdk  like  wheel,  bent,  is  put  on  the 
shaft.  A  wide  slot  is  made  down  the  middle  of  each  co^  to  admit 
of  a  wheel  or  roller  therein,  which  work  on  rollers,  wheels,  or 
on  cogs. 

The  second  part  is  for  a  method  of  obtaining  power  by  placing  i 

a  wheel  on  the  top  or  on  each  end  of  the  transverse  bar  of  the 
piston  rod.  llie  end  of  the  working  beam  is  made  with  a  slot 
in  it,  in  which  the  wheel  turns. 

The  third  describes  a  machine  similar  to  the  first  described,  but 
more  powerful. 


t. 


[Printed,  IW.  Drawings.    BcoHepertorj-of  Arts, vol.  1 
Inventon'  AdviwUe,  vol.  I,  p,  S7I.J 


A.D.  1839,  December  16.— N"  S312, 
RAZILL,  Jacob. — "  Motive  power "  is  obtained  by  a  large 
drum  furnished  with  any  number  of  radial  plates  or  fans  set 
round  a  boss.  Some  "are  so  arranged  as  to  slope  Uown- 
"  wards  towards  the  bottom  plate,  thus  forming  as  it  were 
"  a  series  of  boKes  decreasing  in  their  transverse  diameters  as 
"  they  approach  the  boss,  the  object  of  which  is  that  as  the  drum 
"  revolves  it  shall  acquire  the  greater  degree  of  centrifugal  force 
"  by  the  weight  hdng  thrown  upon  the  outer  parts."  'ITie  drum 
U  K'ven  a  rotatory  motion  by  currents  of  air  impelled  through 
pipes  against  the  fans.  The  air  is  supplied  either  by  a  blowing 
machine  or  wdghted  double  bellows  worked  by  cranks  connected 
with  the  drum. 

[Printed.  1 0<j.    Dnu'lnK.    Eeelnventura' Advonte,  voLt.p,4IS.J 

A.D.  1840,  Februaiy  8.— N«  8381. 
Edmund,  jun. — Motive  power  ia  obtained  either  from 
dtn  open  at  the  top  to  the  atmoavhere,  ot  from  two 


^^M  [Printed. 
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such  cylinders.  Three  are  preferred ;  when  used  they  work  a 
three  throw  cranky  which  ohvistes  the  necessity  of  a  fly  wheel. 
A  steam  boiler  is  necessary  to  admit  steam  to  the  bottom  of  the 
cylinder^  by  the  condensation  of  which  beneath  the  pistons  the 
pressure  of  the  atmosphere  is  brought  into  play.  The  power  of 
the  engine  arises  from  the  preponderating  pressure  of  the  air  on 
the  outsides  of  the  pistons  one  after  another  as  the  steam  is 
alternately  condensed  and  admitted^  so  that  the  engine  may  be 
regarded  as  an  air  or  atmospheric  engine,  though  materially  differ- 
ing from  every  engine  heretofore  known  by  that  appellation.  As 
an  additional  power  may  be  desirable  for  occasional  use,  such 
power  is  provided  by  compressed  air  obtained  and  applied  by  a 
supplementary  i^pparatus  consisting  of  a  larger  and  a  smaller 
cylinder  and  two  air  condensing  pumps.  The  piston  rod  of  the 
larger  cylinder  has  a  T  head  and  two  guide  rods,  and  a  screw 
inserted  in  its  centre  for  drawing  in  the  piston.  The  pumps  are 
worked  by  a  small  crank  attached  to  the  main  crank.  A  second 
crank  in  connection  with  the  piston  of  the  smaller  cylinder 
renders  the  compressed  air  in  the  two  cylinders  available  for 
working  purposes. 

[Printed,  l«.8d.  Drawings.  See  Mechanics'  Magazine^  vol.  33,  p.  220 ;  Inven- 
tors' Advocate*  vol.  8,  p.  115 ;  Engineers'  and  Architects'  Journal,  vol.  3, 
p.86i.] 

A.D.  1840,  April  13— N«  8467. 

BAINBRID6E,  Edward  Thomas. — Motive  power  is  obtained 
from  the  accumulated  force  of  a  body  in  motion  caused  by  the 
rush  of  the  atmosphere  into  vacuum,  or  by  that  and  gravitation. 

The  engine  described  has  a  vertical  cylinder  with  a  vacuum 
below  an  air-tight  piston.  The  piston  rod  has  a  series  of  holes, 
or  a  rack  formed  in  it,  by  which  and  the  action  of  a  toothed 
wheel  the  piston  is  raised.  Part  of  the  wheel  is  without  teeth  to^ 
allow  the  rod  to  go  free  when  raised  to  its  greatest  elevation. 
The  rod  is  connected  with  a  cranked  lever  which  moves  freely  on 
the  main  axis,  and  is  connected  to  it  by  links ;  and  on  the  upper 
end  of  the  rod  is  a  second  small  cylinder  open  at  the  lower  end, 
which  just  before  the  completion  of  the  stroke  receives  a  piston 
formed  on  the  upper  surface  of  a  block.  The  air  is  thus  com- 
pressed in  the  second  cylinder,  which  both  modifies  the  shock 
that  would  otherwise  be  caused  by  the  descending  piston,  and 
also  aids  it  to  rise.    At  the  upper  end  oi  ^<&  ct«sc^t^<^  \s<9V3t  ve^ 
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attached  a  driver  which  takea  into  the  («eth  of  a  ratchet  whed 
affixed  on  the  maia  shaft.  A  stop  prevents  the  lever  goiiiK  too 
ftff  back.  When  the  piston  is  raised  to  its  full  height  the  lever  fails 
back  b;  its  own  weight.     Several  piBtons  maj  be  made  to  woik 

[PriutFd.lDi;.    Xhawtns,    Sen  Bep«rtonrof  Arta,  voL  IS  (nngurin),)!.  H; 
Mochnnips'  Mwtniiiie,  vol.  38,  p.  **6  i  luTonlors'  Advocate,  vol.  S,  p,  S59.J 

A.D.  1840,  Aprfl  15,— N-  8474.  (*  *) 
Wl  LLIAMS,  Thomas  Robinsd.v. — "  Improvements  in  ohtMning 
"  power  from  steam  and  other  elastic  vapours  or  fluids,  and  for 
"  the  means  employed  in  generating  such  vapours  or  fluids,  and 
"  also  for  using  these  improvements  in  conjunction  with  dia- 
"  tiUation  or  evaporation  and  other  useful  purposes." 

Advantage  is  taken  of  the  currents  of  steam  in  their  passage 
ttota  the  boiler  to  the  cylinder  of  a  steam  engine  to  obtain  addi- 
tional power  by  forming  a  cylindrical  chamber  in  the  top  of  liie 
boiler,  having  about  two-thirds  the  capacity  of  the  engine  cylinder. 
This  chamber  communicates  with  the  boiler  through  narrow  slits 
in  the  circumference  of  the  cylinder  at  its  bottom,  made  in  a 
slanting  direction,  nearly  tangential  to  the  periphery  of  a  wheel, 
which  has  oyeloidal  detent  teeth,  or  floats,  on  its  periphery.  The 
ask  of  the  wheel,  which  revolves  at  the  bottom  and  passes  through 
the  roof  of  the  cylindrical  chamber,  carries  a  bevelled  pinion  that 
takes  into  a  wheel  on  the  main  ahaA.  The  steam  from  the  boiler 
passes  through  the  slits  and  impinges  with  great  velocity  upon 
the  detents  or  floats  of  the  wheel  before  it  reaches  the  steam 
cyhndef;  and  the  additional  power  thus  gained  is  transmitted  by 
the  bevelled  wheels  to  the  machinery. 

The  above-described  arrangements  of  machinery  are  also  applied 

as  a  separate  engine  by  allowing  the  steam  to  pass  off  freely  after 

imparting  its  power  to  the  wheel ;  or  the  apparatus  taay  be  placed 

between  a  etiU  head  and  condensing  worm  ;  or  a  spiral  screw  fan 

'   or  valves  may  be  fixed  upon  the  axle  of  the  cylinder. 

tPrintcd.  lOif.  Srswinea.  B«>Sei>«rt<n7orArls(>ipui»i<<ni).vol.lll,|i.S3S  ; 
I  f^A,^  .lA-TiiiI  (A'raifcm'j  ajujoined  seriai),  vol.  10,  p.  1B9  ;  InTcutors' 

A.D.  1840,  June  U— N"  8541. 
I  LANCE,  William.— This  indention  consists,  in  the  first  place, 
J  of  improvements  in  and  additions  to  the  harpoon  need  in  the 
1  jrhale  Sshery. 
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Secondly/ in  a  manner  of  throwing  snoh  instrument  by  a  gun 
or  tube  haying  a  reservoir  of  highly  compressed  air.  The  air  is 
compressed  by  forcing  water  by  an  ordinary  hydraulic  pump  from 
a  weJl  or  chamber  into  a  cylinder,  having  a  valve  at  the  top 
through  which  the  as  passes  into  the  reservoir,  and  also  provided 
with  a  cock  at  the  top  for  admitting  air,  and  at  the  bottom  for 
the  egress  of  the  water. 

And,  thirdly,  in  the  use  of  air  highly  compressed  by  the  before- 
mentioned  process,  and  which  may  be  "  supplied  to  the  cylinder 
''  for  working  the  piston  (as  is  usual  with  high  pressure  steam 
*'  engines)  after  passing  through  a  coil  of  tubing  immersed  in  any 
'^  substance  which  by  the  application  of  heat  will  increase  its 
'*  elasticity,  or  it  may  be  supplied  direct  from  the  vessel  to  the 
"  cylinder.'* 

The  third  head  of  the  invention  has  also  reference  to  the  appli- 
cation of  a  fly  .or  set  of  fans  immersed  in  a  running  stream,  and 
so  made  to  revolve  and  communicate  motion.  The  pumps  used 
in  condensing  air  may  be  thus  worked. 

[Printed,  lUcL  Drawings.  See  London  Journal  iNewto»*»),yo\,  25  (conjoined 
series),  p.  162 ;  Meolmnics'  Magazine,  vol.  83,  p.  590 ;  Inveutors'  Advocate, 
VoL  4,  p.  36.] 

A.D.  1840,  August  5.— N^  8591. 
MACRAE,  Colin.  —  {A  communication  from  M,  Degrand  and 
another,) — ^This  consists  first  in  improvements  upon  Begrand's 
former  invention.  No.  7903,  p.  83.  These  are  giving  the  curled  pipes 
of  the  two  wheels  contrary  directions  of  spiral  convolution,  and 
enclosing  the  wheels  in  different  compartments  of  the  case  or  box. 
In  one  of  the  compartments  a  plenum  and  in  the  other  a  relative 
vacuum  is  kept  up.  The  mercury  or  other  heavy  fluid  is  forced 
by  the  plenum  into  the  first  wheel  and  reaches  the  second  by  its 
hollow  axis,  and  is  discharged  into  the  second  compartment. 
There  is  an  open  communication  through  the  lowest  part  of  the 
partition  through  which  the  mercury  can  pass  back  to  the  first 
compartment.  The  plenum  may  be  maintained  by  means  of  steam, 
compressed  smoke,  gases,  or  heated  air,  or  a  mixture  of  steam  and 
the  others.  Two  or  more  of  such  rotary  engines  may  be  combined 
to  form  a  series  to  be  worked  by  the  same  elastic  fluid  passing  in 
succession  from  one  to  the  other,  the  fluid  being  thus  made  to 
expand  gradually.  Secondly,  in  a  rotary  engine  similar  to  the 
one  first  described  but  of  much  stronger  force,  the  comm\mk.^Vyc^ 
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between  the  compart meiita  being  made  not  through  a  partitiDn 
but  hj  vertical  pipea  communicating'  with  each  other  at  the  top. 
Into  one  of  the  pipes  a  jet  nf  steam  or  elastic  fluid  is  discharged 
which  forces  the  mercury  or  heavy  fluid  upwards  and  thus  into 
the  pipe  leading  to  the  second  compartment,  and  thus  produces 
B,  comparative  vacuum  in  the  first  compartment.  Thirdly,  in  a. 
lei'olvin)?  engine  formed  of  one  curled  pipe  with  a  vertical  hollow 
aiis,  which  is  made  to  revolve  by  a  heai-y  liquid  descending 
through  the  axis  from  an  upper  reservoir.  The  liquid  is  again 
forced  into  the  upper  compartment  by  the  action  of  steani,  com- 
pressed smoke,  gases,  or  heated  air  within  the  cose  containing  the 
wheel. 

[Prinkil, !».    Drawlnp.    Boo  Iiiv(.ntor8'.\(lvooi.te,  vol.  4,  p.99,] 


A.D.  1840,  September  10.— N°  8628. 
GILBERT,  Gbdrob  Alexander.  —  By  this  invention  tubes 
■liding  within  one  another  and  called  telescope  tubes  are  sub- 
stituted for  the  cylinder  in  the  construction  of  engines  actuated 
by  steam,  air,  gas,  or  other  elastic  fluid.  There  are  two  tubes, 
one  end  of  each  of  which  ia  bolted  to  a  steam  box  or  chamber 
divided  in  the  middle  into  two  compartments.  These  tubes  slide 
on  stationary  tubes  affixed  to  the  framework.  Steam  is  admitted 
alternately  into  the  two  stationary  tubes  by  pipes  furnished  with 
valves  and  opening  into  the  fixed  extremities  of  the  tubes,  and 
escapes  by  other  pipea  opening  close  to  the  openings  of  the  first 
set.  By  this  means  a  reciprocating  movement  is  given  to  the 
steam  box  which  is  converted  into  a  rotatory  motion  by  connecting 
rods  attached  to  the  crank  of  the  mwn  shaft. 

[Printed,  B(i.    SravinK.    See  Kepertor?  nf  Aria,  vol.  Ifl  (iiMirrv)),  p.  4: 
Uagoiine,  vol.  M,  p.  iSS )  luventors'  AilvooM,  vol.  4^  p.  ISS-j ' 


A.D.  1S40,  October  1.— N"  8650.     (•  •) 
TALBOT,  WiluamHenrv  Fox. — "Improveraentsin producing 
"  or  obtaining  motive  power  "  by  means  of  galvanic  electricity. 

In  one  engine,  the  galvanic  current  is  made  alternately  to  gene- 
rate the  mixed  gases  from  the  decomposition  of  water  under  a 
piston,  and  to  explode  those  gases,  thus  giving  motion  to  a  fly* 
wheel  shaft. 

A  second  engine  is  described,  which   being  entirely  electro- 
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magnetic  in  its  aetion,  requires  no  description  in  the  present 
series. 

In  a  third  engine,  motive  power  is  obtained  by  the  alternate  ex- 
pansion and  contraction  of  a  gas,  vapour,  or  fluid,  heat  being  applied 
and  withdrawn  at  proper  intervals  by  a  galvanic  battery.  A  siarong 
iron  U-shaped  tub^  partially  filled  with  mercury,  has  one  leg  in 
connection  with  a  piston,  the  other  leg  closed  at  the  end  and  filled 
with  solid  carbonic  add;  this  soon  liquefies,  a  part  becomes 
gaseous,  and  motion  of  the  piston  is  produced  by  passing  a  gal- 
vanic current,  at  proper  intervals,  through  a  thin  piece  of  metal 
(thus  heating  it)  in  the  carbonic  acid. 

[Printed,  Sd,  Drawing.  See  Sepertoiy  of  Arts,  voL  16  (new  series),  p.  36 ; 
Mechanics'  Magaiine,  vol.  84^  p.  819 ;  and  Inventors'  Advocate,  voL  4, 
p.  280.] 


A.D.  1840,  October  1.— N«  8652. 

STIRLING,  Jambs,  and  STIRLING,  Robert.— ''Air engines." 
The  driver  which  displaces  the  air  from  the  hot  to  the  cold  end 
of  the  air  vessels  is  made  air  tight,  "  having  a  quantity  of  pounded 
*'  bricks  or  other  imperfectly  conducting  substance  introduced 
into  its  lower  part,  and  the  remainder  divided  into  12  or  16 
compartments  by  thin  plates  of  iron  kept  at  equal  distances 
"  from  one  other.''  The  air  is  driven  tlurough  a  plate  box  of 
which  two-tiiirds  are  filled  with  plates  of  sheet  iron,  the  greater 
part  of  which  are  about  one-fortietib  of  an  inch  in  thickness.  The 
remainder  is  occupied  partly  by  a  cooling  apparatus  in  which  cold 
water  is  made  to  circulate,  and  partly  by  blocks  of  iron,  glass,  or 
other  solid  bodies.  Sometimes  the  air  is  made  to  |)ass  through 
the  driver,  a  great  part  of  which  is  in  such  case  filled  with  alter- 
nate sheets  of  pkdn  and  fluted  glass  divided  into  narrow  strips. 
The  air  afterwards  passes  through  the  cooling  apparatus  to  the 
cold  end  of  the  vessel.  The  plates  of  glass  should  be  placed  so 
as  to  make  the  passage  for  the  air  parallel  or  nearly  so  with  the 
axis  of  the  driver.  The  pipe  to  the  working  cylinder  is  so 
placed  that  the  air  must  pass  through  the  cooling  apparatus 
before  xeaching  the  cylinder.  Cupped  leather  collars  wUch  com- 
municate with  the  interior  of  the  engine  are  used  around  the 
piston  and  other  rods. 

[PrintedflSd  Snwing.  'See  London  Journal  ^Ifswton's),  vol.  4S  (conjoined 
series),  p.  US :  Mechanics'  IfagazinOf  voL  84,  p.  S18i  and  vol.  46,  p.  as9; 
Inventon*  Advocate^  toL  4,  p.  880.] 
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A.D.  1840,  October  15.— N-  SSSl. 

JKEWTOX,  William. — {A  comraiiaicalion.) — Thla  conaiats  of 
inprovemeDts  upon  the  engines  A. D.  1839,  No,  7941.  The  essen- 

I  tial  mTODgementH  for  working  the  engine  profitably  Bre  first  that 
the  amfaeea  against  which  the  air  comes  in  contact  shall  be  as 
mucli  enlarged  as  poaaible  j  secondly,  thiit  the  temperatures  to 
which  the  air  or  gaa  ahall  be  raised  or  reduced  shall  be  certain  and 
uniform;  thirdly,  employing  the  same  uniform  q^uantity  of  air 
or  gas,  and  lastly,  that  all  contact  between  the  hot  air  or  gas  and 
the  working  piston  should  he  avoided.  Two  engines  constructed 
on  these  principles  are  described.  The  first  is  of  low  pressure, 
with  a  genenilor  heated  at  the  bottom,  and  coDtaining  the  work- 
ing piston,  which  is  of  a  conical  form,  and  is  cooled  by  a  cireiila- 
tion  of  cold  water  at  the  top.  The  diaplocing  vessel  has  its  upper 
part  fitted  to  receive  the  working  piston,  and  filled  with  charcoal 
or  other  bad  conductor.  The  lower  part  is  fitted  with  asbestos. 
The  air  passes  between  this  vessel  and  the  sides  of  the  generator 
firom  the  Siot  end  to  the  space  between  the  piston  and  displacing 
Tesael,  when  they  are  apart,  and  is  there  cooled.  In  the  high 
pressure  engine  the  displacing  vessel  moves  horisontaUy.  The 
forking  piston  is  contained  in  the  generator  at.'the  cool  end. 
The  air  within  the  displacing  vessel  is  made  to  coimnunicatc  with 
the  space  at  the  hack  of  the  piston  by  a  pipe  passing  through  a 
cooling  apparatus.  Cold  water  may  be  injected  into  the  apace 
between  the  piston  and  diaphcing  vessel,  when  the  latter  is  at  the 
hot  end  of  the  generator. 

[Printed.  2i.  2il.    DnniikKS.     ^'a  Mtf hanlca' MnKnziuo,  vol.  H  P.  340 ;  Iii- 


eiiton*  Advocate,  tc 
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A.D,  1&«,  January  4.-N-  8771. 
I16OLIGHTLT,  Charles.— "A  new  apparatus  for  obt^ning 
*  motive  power." 

[No  SpedOcaUon  enrolloilj 

A.D.  1841,  February  8.— N"  SMI. 
f  JOHNSON,  Jambs. — Motive  power  is  obtained  from  the  eiplo- 
non  of  oxygen  and  hydrogen  mixed  in  the  pn^iortions  which  form 
water,  and  the  power  is  derived  both  from  the  explosion  itself 
and  alMbomthe  vacuum  caused  by  theformation  of  water.  The 
diSBreaeca  between  these  gas  engines  and  steam  engines  are  first 


MOTIVE  POWER  ENGINES.  95 

that  tbe  cyHndep  in  l^e  ft>nxier  has  a  receptacle  foimed  at  eadi 
end  to  receive  the  gas  required  for  one  stroke  of  the  piston^  and 
to  enable  the  valve  to  be  closed  during  the  explosion,  and  secondly 
that  the  eccentric  working  the  rod  which  opens  the  valves  is 
placed  on  a  distinct  shaft  placed  near  the  shaft  of  the  flywheel^ 
and  connected  with  it  by  a  toothed  wheel  on  the  eccentric  shafts 
and  a  segment  of  a  large  toothed  wheel  on  the  shaft  of  the  fly- 
wheel. This  segment  carries  the  same  number  of  teeth  as  the 
wheel  on  the  eccentric  shaft.  The  valves  are  consequently  to  be 
opened  and  shut  at  any  required  time  during  the  stroke  of  the 
piston.    This  part  of  the  invention  however  is  not  claimed. 

[Printed,  4d.  No  Drawings.  See  Beperfcory  of  Arts,  vol.  16  (new  series) ,  p.  175  s 
London  Journal  (Newton*s)»  vol.  21  {conjoined  series) » p.  450 ;  Mechanics 
Ma^ljaJBino^  vol.  SS,  p.  176 ;  Inventors'  Advocate,  vol.  6,  p.  99.] 


A.D.  1841,  May  22,— N«  8963, 

WOODS,  Joseph.— Rotary  engine.  The  revolving  parts  con- 
sist of  an  axle  passing  through  a  circular  disc  plate  and  ball 
called  the  diaphragm,  firmly  fixed  on  the  main  shaft.  A  piston, 
oscillating  towards  each  end  in  a  line  with  the  main  axle,  passes 
through  a  slot  hole  in  the  diaphragm,  and  is  attached  to  the  disc 
plate.  A  channel  passes  downward  from  each  side  of  the  slot, 
extends  throa^^  ihe  ball,  and  emerging  continues  as  a  channel  to 
the  admissioii  and  exhaustion  chambers  respectively.  The  sta- 
tionary parts  are  two  conical  surfo.ces  enclosed  in  a  spherical  case. 
A  portion  of  each  side  is  perpendicular  to  the  axle  of  the  machine, 
and  in  contact  wi^  the  revolving  diaphragm  on  opposite  sides  of 
its  substance  and  of  the  axle.  The  apex  of  the  cone  is  removed 
and  fitted  to  the  centre  baU.  The  cones  are  hollowed  out  to 
form  chambers  for  the  admission  and  dispersion  of  the  steam 
or  other  fluid.  The  oscillating  piston  is  of  the  form  of  a  section 
of  the  entire  Q>ace  at  right  angles  to  the  diaphragm,  and  is  ma^ 
to  slide  over  the  sides  of  each  cone,  as  the  space  on  either  side 
of  the  piston  increases  or  decreases.  The  actuating  fluid  enters 
by  the  channel  and  impinges  on  the  piston  (except  when  used 
expamdvely)  thproughout  the  entire  revolution  of  the  piston  dia» 
phragm  and  axle,  which  all  move  simultaneously.  Just  before  the 
piston  passes  before  the  culminating  hue  of  contact  of  the  dift- 
phragm  and  cone,  tiie  exhausted  fluid  becomes  liberated,  and 
passes  into  aoendenser  or  elsewhere,  whereby  one  side  of  thA  ^\%Wl 
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w 

^^^^B  it  constantl;  eipoaed  to  the  pressure  and  its  opposite  side  to  the 
^^^^^bTftcuum  or  atmoaphere. 

^^^^^1         [Printod.  1*.  Sd.  DnwinRS.  See  UecbBnici'  Hwuine.  vol.  tS,  p.  tfS :  Aniiaa. 
^^^^H  vol.  S,  p.  12 1  iDventon'  Advocate,  vol.  5.  p.  !137.] 

^^H  BE 

^^^^    cor 


A.D.  1841,  June  23.— N»  9004. 
E8. —  [A  commanictition.)      This  conaista   of  a 


I 


BERRY. 

engine  driven  by  the  gases  produced  from  the  combustion  of  a 
composition  consisting  of  "  two  parts  of  pure  saltpetre,  sixteen 
parts  of  sulphur,  and  twelve  parts  of  wood  charcoal."  A 
metallic  tube  or  cartouch  is  loaded  with  this  substance  which 
is  then  iRoited  by  a  needle  bearing  a  small  wad  of  prepared 
tinder  and  then  lowered  quickly  into  a  tank  of  water.  The 
elastic  gases  generated  are  made  to  pass  into  a  reservoir  and 
thence  alternately  into  each  of  two  horizontal  cylinders  whose 
pistons  are  connected  to  the  same  rod.  "  When  the  combustible 
"  matter  of  the  cartouch  is  entirely  consumed  it  must  be  raised 
"  out  of  the  water  and  replaced  by  another, 
[Printed,  lOfJ.    Drawing.] 

A.D.  1841,  July  13.— N°  9027.  (*  *) 
fiEALE,  Benjamin. — Rotary  engine  to  be  worked  by  steam, 
water,  gas,  or  vapours.  The  outer  cylinder  is  fixed;  a  hollow 
cylinder,  or  drum  revolves  on  an  a,\le  eccentrically  within  it  so 
as  to  cause  a  part  of  the  drum  to  slide  in  steam-tight  contact 
against  the  concave  face  of  the  cylinder,  and  form  a  steam 
chamber  of  a  crescent  form.  Longitudinal  receaaea  are  made  in 
the  drum,  in  which  are  placed  loose  rollers,  or  "  cylindrical 
"  pistons  "  without  axles,  and  perfectly  flat  on  their  ends,  which 
slide  steam  tight  over  the  face  of  the  end  plates.  The  re- 
volution of  the  drum  causes  the  cyUdrical  pistons  to  fall  by 
their  gravity  more  or  less  out  of  their  longitudinal  recesses 
against  the  fbce  of  the  drum,  they  arc  also  thrown  outward 
by  the  centrifugal  action,  and  pressed  by  the  steam  into  sliding 
contact  with  the  concave  surface  of  the  cylinder.  The  steam 
from  the  induction  pipe  passes  into  the  apace  between  the  line 
of  contact  of  the  drujn  and  concave  cylinder  on  one  side,  and 
escapes,  after  carrying  the  drum  round  through  a  passage  at  the 
opposite  point  of  the  diameter.  The  axle  of  the  drum  revolves 
on  a  series  of  email  antifriction  rollers  without  axles  or  centre 
bearings  placed  nearly  in  contact  round  the  main  shaft. 


w 
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.Instead  of  the  Toilers  forming  steam  stops,  pistons  sliding  out 

of  sind  iato  recesses  in  the  drum  are  eubstituted,  which  are  kept 

contact  trith  the  concave  cylinder  by  cams  oi 

[Printed,  lOd.  DnwinKB.    3eeLoDaonJDnrDal{A'«B'«<' 
-    ■   —    p,  417.     "    ■-     '  -■  "       -'  -'   — 

As'  Joan 
p.  SOU.] 


A.D.  1841,  September  17.— N"  90S5. 
STOLLMEYER,  Conrad  Fheqbbick.— (J  CDmmunicaft'on.) — 
TliepriDcipal  features  are,  firet,  to  effect  all  the  works  forshifdaK 
the  sails  and  other  stated  purposes  by  a  windmJU  at  the  stem  of 
the  vessel.  Secondly,  to  simplii;  the  sail  system  by  substituting 
for  the  ordinary  sails  a  sort  of  fan  to  be  expanded  or  contracted 
to  any  portion  of  its  surface,  and  to  be  turned  around  a  mast  as 
on  a  pi?ot :  the  windmill  is  connected  with  the  fan  by  ropes, 
wound  off  and  on  vertical  spindles,  which  are  provided  with 
toothed  wheels  that  can  be  brought  to  be  acted  on  by  the  teeth 
of  a  wheel  on  the  wind  shaft ;  the  fan  is  constructed  with 
concentric  arches,  between  which  the  ribs  of  the  sails  slide, 
the  inner  arches  holding  the  pivots  of  the  ribs,  the  outer  one 
serving  to  support  and  help  to  extend  the  sails.  Thirdly,  the 
windmill  may  be  applied  to  weigh  anchors,  lift  goods,  pump 
water,  and  perform  other  operations.  Fourthly,  in  using  the 
action  of  the  waves  on  vessels  as  floats  to  produce  rotatory  motion 
which  may  be  applied  to  propel  the  ship  and  other  purposes. 
[Friated,  St,   QravliiKS.   See  Inventors'  Adrocite,  vol.  G,  p.  330.] 


A.D.  1941,  October  14.— N"  9119.    (*  *) 
NEWTON,   William. — (A    communication.)—"  Improvements 
■'  in  engines  to  be  worked  by  gas,  vapour,  or  steam." 

This  Invention  consists,  Arst,  in  using  the  clastic  force  of  the 
gas  vapour  arising  from  "  ether  or  volatile  liquors  "  heated  by 
means  of  bot  water,  to  produce  motive  power.  The  engine  used 
is  constructed  as  follows ; — The  boiler  is  cylindrical  and  hori- 
zontal, and  has  a  cylindrical  fire  chamber  and  its  flue  carried 
through  it  and  surrounded  with  water,  A  second  boiler  nearly 
I  aemi-cylindiical,  filled  with  water,  and  containing  a  number  of 

B  horiiontal  small  tubes,  in  which  the  volatile  agents  (sulphuric 

L  or   hydrochloric   ether,   or   ammoniacal   gas,)   are   placed   is  set 

^H^^thin  the  first  boiler  and  over  the  furnace,  and  sunou.&di^d.'nS.'Ca. 
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I  water.  A  pipe  connects  these  tubes  with  a  piston  cylinder,  which 
is  placed  within  the  first  hoil^r,  and  innnereed  in  its  water  and 
steam.  Another  pipe  connects  the  cylinder  with  a  condenser, 
which  is  composed  of  a  chamber  filled  with  cold  water  and 
encloaint^  a  number  of  small  horizontal  pipes  that  communicate 
with  a  chamber  or  pipe  at  the  lowest  point  of  the  apparatus. 
The  water  in  the  first  boiler  is  heated  hy  the  gases  from  the 
fticnace  and  in  the  flue ;  this  water  heats  the  water  in  the  second 
boiler,  and  conyerts  the  volatile  substance  in  the  small  pipes 
that  ma  through  into  vapour,  which  flows  through  a  pipe  into 
the  working  cylinder,  and  gives  motion  to  the  piston.  Tlie  used 
gas  is  then  conveyed  into  the  condenser  pipes,  immersed  m  cold 
water,  wherein  it  rarcuiates,  and  is  cooled  hy  contact  with  the 
oold  surface  of  the  pipe,  and  falls  as  a  fluid  into  a  chamber  at 
the  lowest  point  of  the  apparatus,  from  which  it  is  pumped  and 
introduced  aj^ain  into  the  pipes  in  the  Inner  boiler,  to  he  vaporizeil 
and  conducted  into  the  working  cylinder. 

The  facility  with  wliich  ether  and  volatile  liquids  are  connected 
into  vapour  hy  heat,  render  it  dangerous  to  expose  the  surface  of 
a  vessel  containing  them  to  the  direct  action  of  fire.  Water  is, 
therefore,  interposed  between  the  inflammable  aubatonee  and 
fire-heated  surfcces,  and  precautions  taken  to  prevent  the  escape 
of  the  volatile  substance  in  its  gaseous  or  fluid  form,  at  joints  and 
openings. 

Second,  relates  to  am  improved  stuffing  box  to  he  used  in  such 
engines,  and  consists  in  surrounding  the  usual  stuffing  box  of 
the  piston  or  other  moving  rod  with  a  small  chamber,  through 
an  opening  in  the  lid  of  which  the  rod  passes,  the  opening  being 
provided  also  with  a  stuffing  box.  The  space  left  between  is 
filled  with  oil  at  a  considerable  pressure  hy  means  of  a  force 
pump,  and  conical  pieces  wrapped  round  with  leather  are  added 
to  the  stuflSng  boxes  so  ta  effectually  to  prevent  leakage  of  the 
volatile  vapour. 

The  cylinder  may  be  oiled  ftom  this  chamber  hy  a  valve  con- 
tained within  the  chamber,  but  worked  from  the  outside  by  a 
handle  attached  to  an  asis  which  passes  through  the  side  of  the 
chamber.  The  spindles  of  valves  or  cocks  used  to  confine  volatile 
vapoura  may  also  be  provided  with  the  hnproved  oil  chamber 
■taffing  box. 
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A.D.  1841,  November  2.— N«  9132. 

HOLTj  KoBBRT,  and  JACKSON,  Robinson. — Rotary  engine. 
The  cy^der  is  elliptical,  the  piston  is  also  elliptical,  and  tightly 
•packed  at  its  ends  and  sides.  A  shaft  passes  through  a  mortice 
formed  entirely  through  the  piston,  and  is  supported  on  bearings 
on  each  side  of  the  machine.  Upon  the  shaft  are  two  carrier 
pieces,  in  which  are  mounted  friction  rollers.  The  piston  is  forced 
round  bj  steam  or  other  elastic  vapour  fluid,  which  enters  by  one 
pipe  into  the  cylinder^  and  is  discharged  by  a  pipe  at  the  opposite 
side.  Another  modification  has  two  moveable  elliptical  pistons 
working  at  right  angles  to  each  other,  the  ends  of  one  working  in 
gearing  into  iJie-mdeB  of  the  other  ahernately.  The  pistons  are 
coupled  by  means  of  spiur  wheels,  and  are  driven  round  by  steam 
or  other  elastic  vapour  acting  against  the  piston  which  is  in  the 
vertical  position. 

A.D.  1842,  February  9.--N«  9261.    (*  ♦) 

BAGGSj  IsHAM. — "  Improvements  in  obtaining  motive  power  by 
"  means  of  oaxbonie  add,  and  also  by  a  peculiar  application  of 
"  heated  aor.'*  Then  we,  the  mode  of  working,  in  a  suitable 
engine,  ^wlieicliy  oflErbonio  add  in  the  form  of  gas  is  evolved 
and  used  as  ik  means  of  pressure  to  obtain  motive  power, 
and  Hmu  aibtofbed,  snd  the  matters  used  for  evolving  and 
absoriringthe  gaa  are  used  over  and  over  again.''  There  are 
two  vessels  eootaining  respectively  solutions  of  '*  super-sulphate 
"  of  ammonia  and  carbonate  of  ammonia,"  and  these  solutions 
are  by  means  of  pumps  introduced  into  a  vessel  '*  in  proper  quan- 
tities in  rektion  to  each  other,  so  as  ''  to  evolve  the  whole  of  the 
'*  caxboDie  acid  contained  in  the  carbonate  of  ammonia."  The 
gas  thus  fSToltfeA  k  made  to  pass  off  through  a  pipe  to  a  suitable 
cylinder  or  engine  having  a  piston  and  piston  rod;  but  the  in- 
ventor does  not  describe  the  engine.  The  tube  conveying  the  gas 
to  the  engine  is  coiled,  and  is  made  to  pass  through  a  vessel  con- 
taining ammonia,  at  the  bottom  of  which  a  tube  delivers  the 
carbonic  aeid  from  the  eduction  way  of  the  cylinder  of  the  engine ; 
any  carbomc  aeid  gas  not  absorbed  will  pass  by  a  tube  to  the 
bottom  of  HUifter  vessel  containing  ammonia.  The  liquors  in 
these  luawls  ne  converted  into  carbonate  of  ammonia,  and  are 
from  tiflW  ta  'tune  drawn  into  one  of  tlie  fMt  \!VO  '^f^smiS^Xr)  ^ 
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pipe.  The  pipes  or  veuels  are  to  be  kept  supplied  with  a  solution 
~  BmiDonia,  in  order  to  talte  up  the  carbonic  acid  u  it  comes 
im  the  eduction  way  of  the  engine  by  a  pipe  leading  from  a  re- 
into  which  ammonia  is  brought  by  a  retort  distilling  the 
sulphate  of  ammonia  from  the  vessel  into  which  the  auper- 
Bulphate  of  ammonia  and  carbonate  of  ammonia  were  pumped. 
The  remaining  matter  in  the  still  is  Buper-sulphate  of  ammonia, 
which  maj  be  drawn  olf  into  one  of  the  first  two  vessels. 

By  a  DisclHimer  granted  August  9th,  1342.  the  following  words 
ig  in  the  title, "  and  also  by  a  peculiar  application  of  heated 
are  disclaimed. 

[Printed.  M,  Drawliu!,  See  tteperto^  ofArts.rol.lS  (»™<ffriM).  p.  S98; 
London  Joumil  (Aew^on's),  raL  S3  (amioiiud  teria),  p.  Bi  Uecbaiiln 
Maftmiine,  vol.  S!.p.taS:  Becord  ot  Patent  InveotlDiiB.  vol.  1,  p.  10,1 

A.D.  1842,  April  15.— N°  9321.    {*  *) 
LAMB,   JoHK. — "Improvements   in   engines   to   be  worked  by 
"  steam,    air,   gas,   or   vapours ;  which   improvements    are   also 
"  applicable  to  pumpa  for  rising  or  forcing  water,  air,  or  other 

The  outer  cylinder  is  fixed ;  the  inner  cyhnder revolves  eccentri- 
cally round  the  main  shaft,  which  is  enlarged  in  diameter  at  that 
part  within  the  cylinder.  In  revolving,  the  outer  surfoce  of  the 
eccentiio  cylinder  bears  against  the  inner  Burtace  of  the  outer 
cylinder,  and  the  concave  surface  of  the  eccentric  cylinder  is  main- 
tained closely  against  the  collar  which  auirounds  the  munshaft. 
The  lines  of  contact  of  these  surfaces  form  steam-tight  joints  of 
separation,  between  the  steam  and  vacuum  spaces.  The  stationary 
■team  stop  is  fixed  to  the  outer  cylinder  and  collar,  and  has  the 
induction  passage  on  one  side,  and  the  eduction  passage  on  the 
opposite  side.  The  entering  steam  exerts  its  elastic  power  against 
the  immovable  atop,  the  collar,  and  inside  of  the  eccentric  cylin- 
der ;  and  causes  the  latter  to  recede,  by  which  a  space  is  formed 
between  the  outside  of  that  cylinder  and  inside  of  the  outer 
Cylinder,  their  line  of  contact  se]israting  the  spaces  on  each  side 
of  it. 

A  modification  of  the  engine  baa  an  arrangement  for  working 
the  engine  expansively.  The  steam  having  exerted  its  elastic 
power  in  the  engine  passes  therefrom  into  another  engine  of 
enlarged  capacity  and  thence  into  the  condensing  apparatus. 

A  like  arrangement  of  apparatus  will  serve  aa  a  pump  for  raising 
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or  fomng  water^  air,  or  other  fluids,  rotary  motion  being  commu- 
nicated to  the  shaft  bj  any  convenient  means. 

[Printed,  It.  Drawings.  See  Repertory  of  Arts  (erUargad  series),  vol.  1, 
p.  96.  London  Joaroal  (Newton's  eontoined  series),  toL  21,  p.  SfiO.  Me- 
chanics' Ifagasine,  vol.  37,  p.  415.  Record  of  Patent  Inventions,  vol.  1, 
p.  186.] 

A.D.  1842,  May  23.— N«  9364. 

FILBROW,  Jambs. — Improvements  in  steam  engines.  These 
consist  partly  in  using  the  steam  to  turn  a  wheel  revolving 
within  a  case.  Cavities  are  made  within,  or  attached  to  the  in- 
side circumference  of,  the  case  for  the  purpose  of  receiving  the 
used  steam  and  returning  it  into  the  cavities  of  the  steam  wheel, 
at  the  same  angle  as  that  at  which  the  steam  originally  issued 
from  the  jet  pipes.  The  penpheiy  of  the  wheel  is  formed  all 
round  of  cavities  of  the  same  dimensions,  which  must  be  set  at 
such  angle  to  its  circumference  as  will  permit  the  steam  to  reissue 
therefrom  in  the  opposite  direction  to  its  entrance  without  striking 
against  the  back  of  the  cavity  next  in  succession.  By  the  peculiar 
direction  of  the  i^jet  of  steam  and  its  clear  reissue,  the  effect  ob- 
tained is  about  double  that  of  its  mere  impact  against  a  vane  or  flat 
surface,  for  all  the  velocity  of  motion  of  steam  is  thus  arrested, 
and  by  this  application  of  it  turned  back  and  the  power  required 
to  change  the  direction  of  the  steam  is  received  in  the  cavities  of 
the  wheel  which  will  revolve  with  all  the  available  power  of  the 
steam  and  the  extreme  duty  £rom  expansion. 

[Printed.  29.  2(2.   Drawings.   See  Mechanics*  Magaoine,  vol.  S&  p.  289 
Record  of  Patent  Inventions,  voL  1,  p.  800 1  Artizan,  voL  1,  p.  118.] 


A.D.  1842,  July  12.— N«  9419. 

STUCKEY,  William  Henry.  —  Pneumatic  engine.  Two 
horizontal  cylinders  united  at  their  inner  extremities  rotate  on 
gudgeons.  Each  cylinder  has  a  piston  and  communicates  with  two 
hollow  arms  radia^ng  in  opposite  directions  perpendicular  to  the 
cylinder.  The  four  arms  temiinate  in  cylinders  affixed  to  a  circular 
wing  open  at  the  other  extremity  to  the  air,  and  furnished  with 
pistons  fixed  to  a  circular  wing.  Mercury  is  poured  down  one 
of  the  arms  when  vertical,  and  flows  into  the  cylinder  from  which 
the  arm  radiates,  pressing  the  piston  forward  to  the  extremity  of 
its  range  which  is  that  point  where  it  comes  into  contact  with  the 
mouth  of  the  under  tube.    The  wheel  is  then  tiitii<&^  ^^^^  <2J^^ 
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ertical,  whereby  the  meKiiry  is  forced  into  the  tube 
Utelj  the  under  tube,  down  wbich  it  flowa  driving  the  pistoa  of 
the  cylinder  at  the  end  of  the  tube  to  the  extremity  of  its  raii(;e, 
and  leaving  a  vacunm  iu  the  central  cylinder  equal  to  the  differ- 
ence between  the  heights  from  which  the  mercury  descends  in  the 
tubes.  Mercury  is  introduced  in  the  same  way  into  the  other 
cylinder  aJid  tubes.  Weights  aie  attached  to  the  piston  ro da  of  the 
outer  cylinders,  which,  by  means  of  boards  and  puLies,  traoBfers 
the  excess  of  weight  at  the  bottom  of  the  lower  tube  to  the  top 
!piaton,  where  it  acts  in  aid  of  the  atmospheric  pressure  in  giving 
to  the  wheel. 

rPrinled,  Is.  Sd  Dmwinga.  Sco  E«card  of  Fattnit  Inveutluua,  voL  1,  p.  ITOJ 

A.D.  1SJ2,  December  22.— N°  0667. 
AlLE,  Henry  Pdhsbr. — "Improvements  in  combinlnx  me- 
"  chanical  Instruments  for  obtaining  poww." 
[Ko  SjieciUoaciaii  aurollKL^ 

A.D.  1843,  January  26.— N"  9609. 
GHEENSTREET,  William  James.— "  Certain  improvements 
-  in  machinery  or  Byparatus  for  producing  or  obtaining  motive 
' '  power." 
'  [HoSpsdAeaUaDeanllod.] 

A.D.  18J3,  March  /.— N"  9658. 
PII.BROW,  James. — This  consists,  first,  in  improvementB  on 
the  steam  wheel,  the  subject  of  the  Patent  N"  D354,  p.  101,  whether 
the  wheel  be  moved  by  steam,  air,  vapour,  or  other  gaseous  agents. 
The  cavities  are  formed  of  curves  at  angles;  and  go  round  the 
circumference  of  the  wheel  with  mouths  for  the  entrance  of  the 
steam  inside  the  wheel  incUned  to  the  noizle  with  an  ent  for 
the  steam  on  the  outside  of  the  periphery.  Part  of  the  cttse  has 
1  few  cavities  opposite  to  the  point  where  the  steam  is  injected 
ta  receive  the  used  ateam  and  turn  it  in  the  diiaction  of  the 
wheel.  Propellers,  vanes,  or  screws  are  used  to  apply  the  velocity 
of  the  wheel  to  move  vessels  or  locomotive  csrriagee.  These 
Biay  be  placed  on  a.  truck  in  &untof  the  engine.  In  which  urratige* 
tMDt  a  steam  pipe  with  a  universal  joint,  constructed  of  elbow 
joints,  and  three  stuffing  boxes  may  be  required.  The  propeller 
also  be  made  itself  to  form  the  discs  or  spokes  which  would 
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otherwise  be  required  to  support  the  rim  of  the  revolving  cavities. 
The  section  of  a  flat  hoop  is  attached  to  the  edge  of  the  vanes  to 
prevent  cold  air  getting  into  the  hollow  ring.  When  extreme 
velocity  is  not  required  two  steam  wheels  are  made  which  revolve 
side  by  side^  the  periphery  of  each  being  formed  of  two  or  more 
rows  of  cavitie&  or  curves  curved  in  opposite  directions^  and 
made  to  ovedap  and  revolve  in  opposite  directions.  The  steam 
will  first  be  projaded  into  the  curves  in  one  wfaed,  and  then 
being  reflected  back,  will  be  injected  downwards  into  the  curves 
on  the  other  wheeL 

The  invention  conntt8»  lastly^  in  an  arrangement  of  metal  disca 
in  BubstitutKA.  of  the  cylinders  and  pistons  of  steam  engines. 
A  number  q£  circular  discs,  each  with  a  hole  in  the  centre,  are 
joined  in  pairs  to  each  other  at  the  circumference,  each  pair  being 
joined  to  the  next  round  the  central  hole»  which  is  left  free  for 
the  steam.  The  lower  disc  is  firmly  attached  to  a  thicker  plate  of 
metal,  which  can  oscillate  by  arms  moving  in  bearings^  and  the 
upper  to  a  similar  plate  attached  by  a  rod  to  a  crank.  Steam 
or  other  gas  bedbug  admitted  the  discs  will  be  separated  by  its 
expansive  force,  and  will  on  the  valve  shifting  collapse. 
[Printed,  1«.   Drawings.] 

AJ>.  1843,  July  13.— N«  9840. 

NEVILLErJAMJas.— Gases  for  obtaining  motive  power  are  ob« 
tained  from  ''  the  rough  nitrates  of  potash  or  soda,  combined  with 
"  charcoal,  bituminous  coal,  or  other  carbonaceous  or  combustible 
"  matter ''  mixed  in  such  proportions  as  completely  to  decom- 
pose the  nitric  acid  of  the  nitrates  by  combining  with  the  oxygen. 
The  mixed  matters  are  introduced  by  means  of  three  pistons  into 
a  cylinder  of  wrought  iron,  the  lower  part  of  which  contains  a 
flue  from  a  fbmace.  The  cylinder  is  provided  with  a  casing,  the 
lower  part  of  whieh  is  filled  with  water.  The  mixed  matters  pass 
down  a  tube  in  the  centre  of  the  cylinder,  and  the  gases  formed 
by  their  combustion  are  made  to  pass  down  through  the  water  in 
the  casing,  and  to  convert  a  great  part  of  it  into  steam,  which 
with  the  gases  passes  ofip  by  a  tube  at  the  top  of  the  casing  to  act 
on  the  working  cylinder.  "  The  residuum  of  the  nitrates  em- 
ployed, viz.,  the  sub-carbonate  of  potass  or  soda  will  nearly 
repay  the  original  cost  of  new  materials.^' 

lTrinted|l(k2.   Drawing.   See  Repertory  of  Arts,  vol. &  OnipUvra«Q» %en«i\« 
p.  161  s  JMnefln'  aaaaArohHeciW  Jcmnnl,  vol.1 ,  ip.  C\J\ 
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^^H  A.D.  1843,  August  15.— N"  9867. 

^^^^B?fOUNG,  Thomab. — "  Improvements  in  obt&ining  power." 

^^^H         [Ho  gpeclfloBtion  enrolled.] 

^^H  A.O.  1S43,  iNoyember  9.— N°  !)937. 

^^^P  HASELTINE,  Samitki,,  junior.— This  is  an  improvement  in  the 
^^^  engines,  A.D.  1839,  N"  7941,  and  A.D.  1840,  N°  8661,  pp.  83,94, 
^  The  engine  is  fiimished  with  two  generators,  each  having  a  cylin- 

drical plunger  provided  with  a  conical  recess  at  each  end,  the 
lower  recess  to  fit  the  bottom  of  the  generator,  and  the  upper  to 
fit  the  piston.  The  plungers  are  held  hj  rods  connected  hj  means 
of  chains  passing  over  a  wheel  with  a  cam  on  the  crank  shaft. 
The  particular  features  of  novely  claimed  are, — 
"  First,  the  employment  of  a  piston  or  pistons,  made  hollow 
"  and  closed  at  the  top,  through  which  a  contiaual  current  of 
"  eold  water  is  passed." 

"  Secondly,  grooving  the  interior  of  the  cylinder  for  the  passage 
"  of  the  air  firom  the  upper  to  the  lower  part  of  the  cylioder  and 
"  vice  versfi." 

[Printed,  If.  id.   Drawings.] 

A.D.  1843,  November  16.— N°  9945, 
I  RBINAGLE,  Ramsat  Richard.— "Certain  improvements  in 
"  applying  atmospheric  air  as  a  motive  power." 
[No  SpedfiL'sttoit  enrolled.] 

A.D.  1843,  December  6.— N"  997-2. 
ROBINSON,  Joseph,— (.^  com munica (ion.)— This  invention  con- 
sists in  an  engine  driven  by  inflamable  gas  or  vapour.  It  Js 
provided  with  a  reservoir  where  the  spirits  of  turpentine,  naptha, 
or  other  liquid  whose  vapour  is  employed  is  contained  and  a 
retort  in  which  portions  of  the  liquid  are  evaporated  and 
into  which  atmospheric  ur  is  driven  by  a  double-acting  pump. 
The  rniscd  air  and  vapour  pass  through  the  valve  box  to  one 
end  of  a  double-acting  cylinder,  in  which  the  pressure  is 
regulated  so  as  sh'ghtly  to  transcend  that  of  the  atmosphere.  At 
each  end  of  the  cylinder  ia  an  opening,  closed  by  a  valve,  and 
nearly  in  contact  with  it  is  the  flame  of  a  lamp.  The  valve  is 
1   opened  when  the  piston  has  made  about  one-eighth  of  its  stroke. 
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and  tbere  is  then  a  momentaiy  jet  of  the  inflamable  mixture  out- 
wards^ followed  as  the  piston  travels  on  bj  an  immediate  draught 
inwards.  The  ignition  is  thus  e£Pected.  The  retort  is  warmed 
after  the  engine  is  in  operation  hj  the  hot  air  discharged  from 
the  cylinder/ or  by  being  placed  near  the  cylinder.  Citfburetted 
hydrogen  may  be  substituted  wherever  there  are  gas  works. 

[Printed,  Kki.  Dnwioffs.  See  Bepertoiy  of  Arts,  voL  4  (enlarged  teriee), 
p.  129;  London  Journal  (yeteton's),  voL  26  (eonjoined  series),  p.  24; 
Engineers'  and  Architects'  Journal,  yoL  7,  p.  240.] 

A.D.  1844,  February  8.— N«  10,045. 

NEWTON,  William  Edward.— (il  communication  from  Monsieur 
HalUtte,) — Propelling  on  railways  and  water.  Part  of  the  inven- 
tion is  applicable  to  the  construction  of  a  rotaiy  engine  to  be 
worked  by  steam  or  other  elastic  fluid.  It  has  an  annular 
cylinder  formed  of  two  semi-cylindrical  pieces  bolted  together.  A 
piston  works  in  circular  air-tight  grooves  made  all  round  the 
inner  surface  of  the  cylinder,  and  each  furnished  with  flexible 
tubes  or  lips  inflated  with  compressed  air  or  other  suitable  fluid 
or  liquid.  The  steam  stop  is  formed  by  a  clack  valve  mounted 
on  a  hinge  which  can  be  forced  into  a  recess  fitted  for  it  when  the 
piston  passes  it.  An  eccentric  on  the  main  shaft  works  a  slide 
valve  in  the  valve  box,  and  so  regulates  the  amount  of  steam 
allowed  to  enter.  The  steam  may  be  cut  off  when  the  piston  has 
passed  one-third  of  a  revolution. 
[Printed,  4*.  2cf.   Drawings.] 

A.D.  1844,  March  14.— N«  10,108. 

WHARTON,  Emanuel. — ^This  consists,  first,  in  metallic  pack- 
ing for  steam  engine  pistons,  also  applicable  to  gas  and  air  engines 
made  by  four,  equal  segments,  forming  with  wedges  inserted 
between  them  one  circular  ring.  The  inner  faces  of  the  segments 
are  level  or  conical.  A  metal* ring  cut  through  at  one  part,  so  as 
to  allow  it  to  expand  or  contract,  is  fitted  by  adjusting  screws  to 
the  conical  faces.  Secondly,  in  metallic  packing  for  patent  disc 
engines.  A  metallic  ring  with  a  small  portion  of  hemp  interposed 
serves  as  the  front  packing  of  the  ball  of  the  disc,  and  is  fitted 
on  the  gland  which  is  bolted  on  the  cone.  Three  springs  bolted 
to  the  cone  above  the  gland,  press  on  three  projecting  parts 
of  the  ring  so  as  to  allow  it  a  little  play.  The  springs  may  be 
tightened  by  screws.    The  packing  fox  tlofi  ^M«^  ^Q»Xk&  S&  n^t^ 
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liar,  but  has  a  squue  on  the  nng  to  Fcceive  a,  key  to  turn  the 
„  partly  round  each  day,  and  a  pin  for  iocking  the  ring  when 
the  engine  is  in  action. 

[Printed,  IDd    Dmwinira-    Seo  MccUsnica'  MoKoauB,  voL  11,  p.  225;  Ei> 
giueeru  and  Arthitects'  Jounml,  vol,  7,  p.  370.] 

A.D.  1844,  June  4.— N"  10,212. 
'HILLIPS,  Wit-LiAM  Hbnry. — According  to  this  inTeution  gas 
is  generated  in  large  quantities  from  cakes  made  of  powdered 
charcoal,  saltpetre,  and  plaster  of  Paris,  or  of  the  other  subataucea 
mentioned,  and  is  employed  to  extin){uish  fires,  and  for  other 
purposes.  Among  these,  are  forcing  out  water  from  a  tank  upon 
a  burning  mass ;  obtaining  motive  power ;  and  propelling  u  vessel 
by  the  pressure  of  the  gas  rushing  through  pipes  on.  the  water. 
To  obtain  motive  power,  the  gas  is  made  to  enter  an  annular 
space  between  two  wheels.  The  outer  wheel  is  toothed  and  has 
three  pistons  Exed  to  it  by  the  pressure  of  the  gas  on  which  this 
wheel  is  driven  round.  The  inner  wheel  has  two  hinged  or  jointed 
valves  usually  kept  open  by  springs,  but  giving  way  to  allow  the 
pistons  to  pass.  The  inlet  pipes  are  placed  so  as  to  be  closed  by 
the  valves  when  forced  back  by  the  pistons. 
CPrint«ii,a*.8ii,   jDrawinga.] 

A.D.  1844,  June  21.— N"  10,232. 

[  PONTAINEMOREAU,  Pibhre  Ahmand  i.b  Comte  db.— {J 
eomiiJOiiealioti.)  —  Locomotive  engines,  either  reciprocating  or 
rotary,  are  put  in  motion  by  compi'essed  or  rarified  air  supplied 
by  a  tube  placed  in  the  direction  of  the  railwoy.  The  tube  ha.^ 
at  certain  distances  orifices  closed  by  ordinary  valves  opened  by 
pressing  on  a  hammer.  Above  the  tube  are  fixed  distributing 
boxes  having  a  single  orifice  at  the  bottom  above  the  valve  of  the 
tube,  and  a  number  of  similar  valves  with  hammers  at  the  upper 
part.  Above  the  boi  is  a  groove  protected  on  one  side  by  a  strip 
of  sheet  iron,  and  on  the  other  by  a  leather  strip.  Into  this 
groove  a  kind  of  slide  hollow  underneath  glides,  and  is  drawn 
coi^ointly  mth  the  locomotive.  The  lUde  opens  the  valves  aa  it 
passes  over  them,  and  is  of  such  a  shape  that  in  passing  through 
the  groove  it  causes  the  leather  to  open  and  shut  by  itself  when 
the  slide  has  passed.  To  the  top  of  the  slide  is  &stened  an 
eduction  pipe,  to  which  a  second  pipe  witb  an  elastic  part,  either 

_  of  leather  or  caoutchouc,  is  bstened. 
fRiatcJ,  If.    Dmring,'] 
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A.D.  1844,  JtQy- 17.— N<>  10,263. 

BIDAULT,  Jacqubs. — (A  communication.) — Gas  obtained  firom 
distillation  of  coal  or  otiier  material  is  combined  with  air,  inflamed, 
and  applied  to  the  generating  of  steam  and  for  other  purposes, 
and  also  to  obtain  power  to  drive  machinery.  The  coal  is  distilled 
in  three  metal  retorts  communicating  with  each  other,  and  is 
heated  by  a  coke  furnace.  Tlie  fire-place  is  hermetically  sealed 
and  closed  by  screws  in  a  similar  manner  to  the  ordinary  gaa 
retorts.  It  is  supplied  with  air  by  a  double  blowing  apparatus* 
The  distilled  gas  pass  through  tubes  to  three  chambers  in  which 
the  mixture  of  tkM  gas  and  air  takes  place.  Three  air  cylinders, 
supplied  with  air  by  any  convenient  apparatus  through  a  branch 
tube,  also  communicate  with  the  chambers.  The  chambers  in 
which  the  mixture  takes  place  pass  through  the  water  chambers, 
and  are  connected  by  branch  pipes  which  run  up  to  the  upper 
part  of  the  boiler,  where  is  a  valve  through  which  the  air  and 
inflammable  gas  would  escape  with  the  steam  from  the  boUer. 
The  mixture  is  ignited  by  a  gas  burner,  or  in  (weference  by  a 
stream  of  hydrogen  produced  by  causing  a  vessel  filled  with  bits 
of  zinc  to  descend  into  a  mixture  of  sulphuric  acid  and  water, 
and  afterwards  ignited  by  spongy  platinum.  When  the  gas  is 
lighted  ''the  heat  is  given  ofiP  to  the  water  in  the  boiler  and 
generates  steam  and  passes  off  into  the  steam,  and  is.  employed 
by  connecting  it  with  suitable  machinery  to  obtain  power.  The 
pressure  of  the  iigected  air  through  the  furnace  must  always 
''  exceed  the  pressure  of  the  power  obtained." 

[Printed,  8d.    BmwiBg.    See  Bepertory  of  Arts,  toL  a  (enlarged  series}, 
p.  S10.J 

A.D.  1844,  October  17.— N»  10,352. 

PARSE Y,  Abthur. — A  receiver  is  filled  with  compressed  air 
either  by  an  air  pump  or  from  vessels  previously  filled.  The 
air  passes  from  the  receiver  to  a  chamber  where  its  density  is 
reduced  and  its  elastic  force  regulated  by  means  of  a  spring  valve 
orby  a  governor  or  otherwis^.  From  the  chamber  or  from  the 
receiver  directly  the  air  passes  to  the  valve  box  in  which  is  a  slide 
valve  moved  by  its  rod.  The  slide  valve  is  formed  of  a  rectangular 
frame  with  two  plates  grooved  flat  to  fit  air  tight  against  the  inner 
side  of  the  valve  box,  against  which  they  are  foreed  by  springs. 
The  air  acts  attenuktely  on  the  sidesi  of  a  piston>  and  aftes^nst^ 
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either  cacapea  or  is  drawn  back  into  the  receiver  by  two  air  pumps 
contained  within  it  and  communicating  respectively  with  either 
end  of  the  working  cylinder  by  pipes  furnished  with  a  series  of 
valvea  which  prevent  the  air  pasaing  from  the  receiver  to  the 
cylinder,  and  are  placed  at  unequal  dietancea,  so  that  the  capacity 
of  the  chamber  may  increase  towards  the  cylinder.  Each  air 
pump  consists  of  a  solid  block  perforated  by  the  tube  from  the 
cylinder  and  furnished  with  a  moveable  cap  in  which  is  a  valve. 

I  The  caps  are  moved  by  means  of  a  beam  worked  by  hand  or  by  a 

I  steam  engine  or  otherwise. 

[Printed.  lOd,     DmwlnE.     Sw  Eiiginean'  and  ArcMl«cta'  Journal,  vol.  B, 


A.D.  1844,  November  25.~N°  10,404. 

I  REYNOLDS,  John  William  Buckle.— "Gas  oi- pneumatic 

f  "  locomotive  enginea. 

Two  pistons  are  moved  by  the  explosion  of  a  mixture  of  air 
and  gas  introduced  below  them,  and  drive  the  atmospheric  air 
between  the  pistons  and  the  covers  of  the  cylinders  into  a  vesael 
foe  compressed  air,  which  contains  the  cylinders.  The  partial 
vacuum  after  the  explosion  produces  a  deacending  stroke,  and  air 
is  introduced  above  the  pistons  from  a  vacuum  chamber.  The 
working  cylinders  oftheengine  are  connected  with  the  compressed 
air  and  vacuum  chambers,  and  the  air,  after  driving  the  work- 
ing pistons,  passes  into  the  vacuum  chamber.  The  gas  is  supplied 
from  stationary  gas  holders,  about  2(1  mEea  apart  by  a  hydraulic 
main,  of  a  size  sufficient  to  supply  gas  for  only  one  train,  whereby 
collisions  are  obviated.  Gas  and  air  pass  by  pipes  regulated  by 
cocks  into  a  vessel  partly  filled  with  water  through  which  the  air 
and  gas  rise,  and  arc  mi.xed  by  passing  through  a  perforated  linc 
pUte.  Or  they  may  be  supplied  to  the  mixing  vessel  by  pumjis. 
In  the  exploding  cylinders  tbey  are  ignited  by  means  of  a  tap)>et 
connected  with  a  galvanic  battery,  and  which  moves  so  as  to 
complete  the  current  at  proper  intervals,  and  heat  a  piece  of 
platina  wire. 

The  explosive  power  of  the  mixture  of  air  and  gas  is  alao  used 
for  propelling  vessels,  for  which  purpose  four  cylinders  are  placed 
near  the  keel,  and  are  supphed  with  charges  of  explosive  gas. 
The  gas  is  exploded  and  pressing  on  the  water  within  the 
(tylinder  which  acts  as  a  fulcrum  propels  the  vessel  forward.    After 
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the  explo»oii  the  water  ruBhea  back  into  the  cylinder  and  expels 
the  residue  of  the  gasea. 

[Printed.  4i.  M.    See  Drswlngb.    Bnginean' and  Architeoti"  Joiimal,  vol.  8, 
V-SSS.S 

A.D.  1844,  December  12.— N«  10,42?. 
FRANCHOT,  Crakles  Louis  Fblix.— 'ITiis  oonsista  of  ahot- 
nir  engine  made  of  tbree  cytindera  placed  one  above  the  other, 
and  connected  by  rings  of  thin  or  plate  iron  to  prevent  the  tempe- 
rature of  one  from  being  affected  by  that  of  the  ne.Tt.  The  upper 
cylinder  contains  the  working  piston,  the  centre  one  the  hot, 
and  the  lower  the  cold  air  chamber.  A  diaplacing  vessel  worka 
in  the  centre  and  upper  part  of  the  lower  cylinder.  This  vessel 
consiata  of  two  parts,  the  upper  heated  by  the  flues  in  the  hot 
Dhamber,  and  the  lower  cooled  by  a  current  of  cold  water  j  the 
two  porta  are  connected  by  insulating  joints,  and  are  filled  with 
bad  conductors  of  heat.  The  vessel  forces  the  lur  at  the  upper 
part  of  the  lower  cylinder  down  through  tubes  aurrounded  by 
cold  water,  and  thence  into  a  central  tube,  passing  up  through 
the  cold  chamber  and  the  displacing  cylinder  into  the  hot  chamber 
immediatfdy  below  the  working  piston.  The  central  tube  is  fitted 
with  several  separate  rolls  of  metallic  sheets  which  heat  the  idr 
on  the  upward  passage,  and  take  hack  that  heat  from  the  air  as  it 
paasea  down.  The  hot  chamber  is  heated  by  the  flues  of  a  furnace 
in  the  form  of  area  of  circles,  which  take  up  all  the  interval 
between  the  working  piaton  and  the  diaplacing  vessel,  except 
some  paasagea  running  from  top  to  bottom.  The  displacing  vesael 
is  made  to  rise  durinf;  a  quarter  of  a  revolution  of  the  crank,  it 
"  remains  stationary  during  the  second  quarter,  deacenda  during 
"  the  third,  and  again  remains  stationary  for  the  fourth."  The 
movements  are  effected  by  levers  and  cranks  without  the  uae  of 
cams.  For  boats  of  light  tonnage  two  pairs  of  generators  should  be 
employed,  and  theae  are  modified  from  the  construction  explained 
above  by  having  the  height  much  diminished.  The  central  tube 
is  bent  back  on  itself,  and  the  air  ia  cooled  by  cold  water  injected 
through  rose  heads,  instead  of  being  forced  through  tubes.  Each 
generator  baa  a  cistern  of  cold  water  at  the  bottom,  which  com- 
municates by  pipea  fitted  with  roae  heads,  with  the  cold  chamber 
of  the  opposite  generator.  And  as  the  generatora  act  alternately, 
the  difference  of  pressure  in  the  two  will  drive  the  water  through 
these  beads. 

letiaCad.S/.  id.    Dnrlnga,] 
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A.D.  1844.  December  2?.— N°  10,44?. 
PINKUS,Hbnry.— This  Specification  relates  to  various  improve- 
ments in  and  systema  of  pneumatic  or  atmospheric  railways.  The 
engines  used  in  connection  with  such  railwaya  are  locomotive  en- 
gines, for  the  moat  part  of  the  ordinary  congtruotion,  with  piston 
cylinders,  connecting  Toda,  crank  axles,  and  the  usual  ports  and  gear- 
ings, but  hainng  in  connection  with  the  cjhnders  a  reservoir  box 
furnished  with  a  hollow  propelling  tongue.  The  tongue  is  inserted 
under  the  lip  of  the  valve,  and  forms  a  clear  way  of  communica- 
tion between  the  interior  of  the  main  pipe,  the  reservoir,  and  the 
porta  and  slides  of  the  engine.  The  engine  is  worked  either  by 
compreasion  or  exhaustion  of  the  air  within  the  main.  Rotatory 
engines  may  be  substituted  for  the  engines  already  described. 
Two  engines  are  applied  to  the  straight  axles  of  the  large  wheels, 
the  rotatory  apparatus  being  any  of  the  well-known  kinds.  One 
is  of  size  suitable  to  move  a  train  on  a  level,  and  the  other  is  used 
for  ascending  inclines,  and  may  be  thrown  in  and  out  of  gear  by 
a  common  clutch  and  lever.  Another  variation  in  the  atmo- 
spheric rwlway  is  to  place  fixed  rotatory  engines  at  equal  distincea 
of  about  a  quarter  a  mile  apart,  and  to  connect  propelling  wheels 
by  means  of  metal  or  other  ropes  or  bands  with  these  enpnes. 
These  wheels  act  on  bars  placed  under  the  axles  of  the  carriages. 
Transfer  pipes  lead  from  one  rotatory  apparatus  to  another,  and 
are  furnished  with  throttle  valves,  and  opened  on  the  approach 
of  a  train  by  levers  acting  on  piston  cylinders.  The  train  may 
also  be  propelled  by  endless  ropes  moved  by  the  rotatoiy  engines. 
The  engines  are  also  used  to  move  pulleys,  which  propel  boats  on 
a  canal  by  endless  ropes.  Another  variation  is  to  compress  ^ 
into  a  reservoir  connected  with  the  propelling  main  by  a  piston, 
worked  by  the  gravity  of  a  train  descending  an  incline,  and  thus 
generate  power. 

[PrinWd.lSs.M.    Drawings.    SecBnein(«rs'ttiid.*roMtKta' Journal, volfl, 
p,M*.] 

A.D.  1845,  March  a.— N"  10,539. 
TALBOT,  William  Henrv  Fos,— Motive  power  \s  obtained— 
First,  from  carbonic  acid  frozen  and  placed  in  a  vessel,  throufirh 
which  several  wires  pass,  which  are  heated  at  regular  intervals 
by  galvanic  currents.  This  melts  a  part  of  the  snow,  and  causes 
jt  to  assume  a  gaseous  state,  in  which  it  acts  on  the  piston  of  a 
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cylinder.  The  voltaic  circuit  is  formed  and  broken  tis  described 
in  the  Specification  of  a  former  Patent,  No.  8660,  p.  92. 

Secondly,  from  liquid  carbonic  acid  contained  in  two  vessels, 
the  lower  of  which  is  rather  warm.  A  jet  of  warm  gas  from  this 
is  made  to  enter  the  cylinder,  and  after  h&ving  acted  on  the 
piston  is  partukUy  condensed  by  being  placed  in  oommimioation 
with  the  cold  upper  vessel. 

Thirdly,  from  expansible  liquids. 

Fourthly,  from  electro-magnetic  engines. 

Fifthly,  from  a  wind  machine  consisting  of  two  horizontal  fly 
wheels,  each  bearing  an  upright  pieee  of  metal  attached  to  one  g£ 
its  spokes.  The  two  upright  pieces  are  connected  by  a  horizontal 
bar  which  canieB  a  frame  divided  into  compartments  constracfted 
like  a  Venei^n  blind.  The  frame  remains  parallel  to  itself  during 
tile  revoltition  eiike  wheels,  and  is  forced  back  by  the  wind  with 
its  shutters  elosed,  and  advances  agaimtt  it  with  them  turned  edge- 
wise. A  second  frame  at  right  angles  to  the  first  may  be  used 
to  utilise  winds  at  right  angles  to  those  which  act  on  the  &st 
frame. 

Lastly,  impx>vemfints  in  atmospheric  ndlways  are  described* 

[Printedj^.    Drawing.    See  Repertory  of  Arts,  vol.  7  {enlarged  series), 
p.  20 ;  Engioeen'  and  Arohiteoto'  -Joonial,  yd.  8»  p.  ^l.j 

A.D.  1845,  March  3.— N°  10,544. 

GORDON,  Albxander. — "  Producing  motive  power  by  the 
'^  action  or  agency  of  heat." 

The  apparatus  as  applied  to  raising  water  consists  of  a  fire- 
grate enclosed  in  a  strong  oral-shaped  case  with  a  valve  at  the 
top  and  bottom,  and  which  is  supplied  with  air  by  a  blower.  The 
heated  products  of  combustion  escape  through  the  top  valve,  and 
pass  by  a  tabe  with  a  second  valve  into  a  chamber  nearly  filled  with 
water,  which  is  forced  by  the  pressure  of  these  products  up  a  pipe 
to  a  higher  leveL  The  chamber  has  two  other  tubes  furnished 
with  valves,  pne  for  the  esoape  of  the  products  of  combustion,  and 
the  other  for  the  admission  of  water  from  the  lower  leveL  The 
blower  and  the  three  valves  of  the  chamber  are  worked  by  a  water 
wheel  turned  by  a  portiim  of  the  water  raised.  The  same  prin- 
ciple may  be  applied  to  the  propulsion  of  ships  or  vessels,i«nd  to 
locomotive  purposes  on  land.  In  ihe  former  case  the  psoducts 
of  oomlm8tioii.4ae  discharged  into  the  water>  and  in  tW«»^XL^ 


^^^H  case  into  a,  close  tube  or  pipe  between  rails  similar  to  those  employed 

W  in  atmospheric  reilwaj  communication,  or  these  products  nmy  be 

I  discharged  in  a  trough  of  water  laid  continuously  between  the 

L  rsib,  or  even  aintplj  againat  the  surface  of  a  road,  or  even  of  turf, 

^^^^k  ,)^vel,  sand,  or  snow. 

^^^^B  tt^in^cd,  IQd.    Dnwing.    See  Engineera'  nad  Aniblt«cts'  J 
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UKnilne,  Tdl. «,  p.  973,  vol.  *e,  p.  9».  acd  voLEl,  p.  17*.] 


A.D.  1845,  May  24.— N"  10.G88. 

FELL,  Richard. — The  second  part  relates    to  a  method   of 

obtaining  a  partial  yacuum,  whereby  motive  power  is  obtained. 

A  hot  water  cistern  is  placed  between  two  cold  water  dstenu. 
Two  series  of  tubes  communicating  with  hoUow  shafts  are  worked 
on  centres,  and  are  immersed  aUemately  into  the  hot  and  cold 
water  cisterns  by  means  of  a  sway  beam  geared  into  pinions 
attached  to  the  hollow  shafts.  These  shafts  are  connected  by 
suitable  pipes  and  valves  to  the  engine  cylinder. 

Another  mode  of  effecting  the  same  object  is  by  having  a  tube 
coiled  in  the  form  of  an  Archimedes  screw,  which  is  attached  to  a 
hollow  shaft  working  through  stuffing  boxes.  The  shaft  is  made 
to  revolve  forwards  and  backwards  alternately,  screwing  the  tube 
from  the  hot  into  the  cold  cisterns,  and  vice  vers&. 

[PrinWA  Ij,    Drawingt.] 

A.D.  ]&t5,  June  3.— N"  10,702. 
HOOD,  John  Lionel. — In  this  Specification  there  are  three 
branches.  First,  compressing  water  or  other  fluid  on  the  prin- 
ciple of  "  Bromah's  press."  Secondly,  using  spiral  springs  similar 
to  those  employed  in  watch  work  for  giving  action  to  machinery. 
The  springs  may  be  used  for  giving  a  vibratory  motion  to  levers 
of  force  pumps,  or  any  convenient  number  of  springs  with  their 
drums  may  be  carried  on  a  railway  and  used  as  a  magazine  of 
power.  The  relaxed  springs  may  be  wound  up  at  the  terminus  by 
a  crane,  stationary  engine,  or  other  power.  Thirdly,  gaining  power 
by  means  of  heated  air  and  a  mixture  of  expansive  gas  withonvith- 
out  the  admiiture  of  steam.  This  is  done  by  an  engine  in  which  the 
heated  sir  and  expansive  gases  from  the  chimney  of  the  furnace 
are  made  to  pass  through  a  refrigerator  consisting  of  a  number 
of  chambers  communicating  alternately  with  each  other,  and 
I  having  free  air  spaces  between  them.     From  it  the  air  and  gases 
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go  into  a  doable  acting  air  pump^  by  which  they  are  condensed 
and  driven  into  the  calorifere,  which  is  a  convolution  of  metal 
pipes  placed  above  the  fiimace.  From  these  pipes  the  air  and 
gases  pass  to  the  motive  cylinder,  which  is  placed  in  the  funnel 
or  chimney  above  the  furnace.  The  air  pump  may  be  made  to 
dra>v  the  air  or  gas  from  the  working  cylinder  instead  of  from  the 
chimney.  Steam  when  used  should  have  a  separate  coil  of  hot 
pipes,  and  must  communicate  direct  with  the  cylinder  instead  of 
passing  through  the  air  pump.  Carbonic  acid  or  hydrogen  gas 
may  also  be  generated  in  other  parts  of  the  engine,  and  used  in 
the  place  of  the  products  of  combustion. 
[Printed,  1«.  Ski.   Drawings.] 

A.D.  1345;  June^6.-N«  16,738. 

BAGGS,  IsHAM. — Cold  air  is  pumped  into  a  generator,  where  it 
is  heated,  and  thence  passes  into  the  working  cylinder,  which  is 
placed  withm  the  generator.  The  hot  air  is  cut  off  afc  about  one- 
fourth  of  its  stroke.  After  it  has  expanded  there  it  is  injected 
into  the  fire,  so  as  to  increase  the  intensity  of  combustion,  and 
economise  fuel. 

The  engine  described  has  two  cylinders,  moving  cranks  placed 
on  the  same  shafb  at  an  angle  of  about  one  hundred  and  forty 
degrees. 

[Printed,  1$,  9d.  Drawings.    See  Engineers'  and  Architects'  Journal,  vol.  9, 
P-  92.] 

A.D.  1845,  July  12.- N°  10,767. 

SHEAF,  Horatio  Sydney. — "  Certain  improvements  in  obtain- 
"  ing  and  applying  motive  power." 

[No  Specification  enrdled.] 

A.D.  1845,  July  12.— N«  10,771.  (*  *) 
SHAW,  John. — **  A  hydro-pneumatic  engine,"  which  consists  of 
a  cylinder  with  two  revolving  ends.  In  order  to  work  it,  fill  this 
cylinder  with  water ;  then  shut  the  tap  or  valve,  and  with  the 
pump  bring  part  of  the  water  out,  which  will  leave  a  vacuum, 
except  the  wat»  which  is  not  elastic.  When  the  external  pressure 
of  air  will  press  the  tubes  internally,  consequently  putting  [pul- 
ling ?]  the  arms  of  the  axletree,  they  must  turn,  which  also  carries 
the  ends  as  they  are  fast ;  thus,  the  contmvLOVx^  ^"V!Sl  >v^wv  'Ocvfe 
A,  -a 
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arms ;  the  axletree  goes  louod  with  them,  when  one  air  pump 
will  keep  up  the  vacuum  if  any  aii  rushes  in  with  iriction,  and 
the  crank  will  turn  any  othef  machine  required. 

CPrioted.a/,  Dr*wuig.  See  London  Jonrnal  l.Vinetoa'*).  vol.  »8  {ninjmnai 

A.D.  1845,  August  28.— X"  10,822. 
ISOABD,  Mathibu  Francois. — "Motive  power"  is  obtained 
bj  making  water  or  other  fluid  flow  into  a  circulai'  tube  in  an 
appnrotuB  composed  of  two  or  mora  tubes  ananf^ed  spitalljr 
placed  within  the  firc-ploee.  The  water  of  fluid  is  converted  into 
steam  or  vapor,  which  escapes  at  the  opposite  end  of  the  tubes 
to  that  at  which  the  fluid  is  introduced.  By  this  means  the  tubes 
and  apparatua  and  fire-place  are  drawn  round  rapidly,  and  the 
rotary  motion  is  communicated  to  a  hollow  shaft,  which  by  wheels 
mokes  a  second  shaft  to  rotate-  The  water  or  fluid  is  pumped  up 
the  hollow  shaft  by  a  pump  worked  by  an  excentrio  on  the  second 
shaft.  The  air  tac  the  fire  is  drawn  in  through  openings  near 
the  centre  of  the  lower  part,  by  which  a  chimney  to  obtain 
a  draft  is  made  unnecessary. 

[Printed,  lOd.   Drnwine,   See 'Biapertot^o!  Ar\s,  vtH.  7  (mSaived  aeries) . 
0.231).    Eusiueera-andAnUtectB-Joomsl,  rD].e,p.m.l 

A.D,  lfl45,  September  19.— N"  lO.SaO, 
LAUBEREAU,  Joseph  Francois. — Motive  power  is  obtained 
^^^^^  from  the  eiitpansion  of  heated  nir.  The  piston  of  the  cylinder 
^^^^K  when  almost  at  the  bottom  of  the  stroke  presses  upon  a  lever,  by 
^^^^H  which  a  communication  is  made  between  the  cylinder  below  the 
^^^^V  f  iston  and  a  reservoir  of  heated  air.  The  reservoir  contains  a 
^^^^^  lamp  enclosed  in  a  box,  and  with  fire  covers,  which  are  open. 
^^^  The  air  expanding  forces  up  the  piston,  which  at  the  end  of  its 
I  stroke  presses  against  another  lever,  and  by  it  the  communications 

I  below  die  piston  is  closed,  the  fire  covers  shut,  and  a  fVesh  volume 

I  bf  air  allowed  to  pofis  from  a  ventilator  to  the  reservoir.    The 

I  covers  are  afterwards  opened  to  heat  the  air  by  means  of  a  wheel 

L  acting  on  a  beam.    A  twenty  horse-power  machine  on  the  same 

^^^^_  principle  is  also  described.  In  it  tvo  reaerroirs  communicating 
^^^^L  with  the  cylinders  respectively  above  and  below  the  piston,  and 
^^^^H  ihy  openings  closed  with  valves  or  fire  screens)  with  a  fire-place, 
^^^^L  living  a  furnace  whose  chimney  does  not  communicate  with  the 
^^^^^LK^'^*^^-    '^'he  fire  screens  are  opened  alternately,  and  the  valves 
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in  the  passages  leading  to  the  cjlinder  from  the  receiver  is  at  the 
same  time  opened  by  means  of  rod^  or  lerers  in  connexicm  with 
the  piston  rod. 

[Printed,  1«.  2<2.  Dnwiags.] 

A.D,  1845,  October  2— N«  10,848. 

SIMPSON,  John. — "  Certain  improvements  in  obtaining  and 
"  applying  motive  power," 
[No  Spedflcation  enrolled.] 

A.D.  1845,  October  16.— N*  10,867. 
WILKIINSON,  David.— Combining  heated  air  with  steam  to 
act  together  in  moving  the  piston  of  an  engine.  An  air  pump, 
which  may  be  of  about  half  the  cubic  contents  of  the  cyUnder,  drives 
atmospheric  air  through  tubes  or  other  suitable  apparatus  exter- 
nally heated  into  the  steam  boiler  or  generator,  so  that  the  heated 
air  combines  with  the  steam  to  work  the  engine.  The  invention 
is  best  suited  for  high-pressure  engines.  No  claim  is  made  to  the 
use  of  heated  air  combined  with  steam  when  the  air  has  been 
passed  in  contact  with  the  fire  and  then  with  the  products  of 
combustion  into  the  steam  boilers. 

[Printed,  4d,   No  Drawing.    See  Repertory  of  Arte,  vol.  8  {enlarged  aeries}, 

£,  88.     London  JonmS  {Newton's),  vol.  28  (conjoined  series),  jt.  266; 
eehanica^  Magsdne,  foL  4A,  p,  462.   Engineers'  and  Architects'  Journal, 
YoL  9,  p.  152.] 

A.D.  1845,  November  3.— N°  10,910. 

BIDDLE,  RiCHABD .--^Driving  miUs  by  the  power  of  the  wind. 
The  engine  has  a  vertical  shaft;,  two  or  more  radial  arms  with 
sail  booms  which  extend  the  length  of  the  arms,  and  are  sup- 
ported at  each  end  by  eye  bolts,  in  which  they  can  turn  fireely. 
Two  saib^  are  fixed  at  right  angles  to  each  other  on  the  boom,  one 
on  either  side  the  shaft;  weights  are  fixed  as  a  counterpoise 
beneath  each  sail  on  the  underside  to  the  half  of  the  boom  to 
which  it  is  attached.  The  sails  rest  at  an  angle  of  about  forty- 
five  degrees.  From  the  end  of  the  arm  stays  are  carried  to  a 
triangle  on  the  head  piece  and  to  the  shaft.  The  action  of 
wind  raises  one  sail  to  a  vertical  position,  and  causes  it  to  bear 
against  the  stays  behind,  while  the  opposite  sail  is  depressed  to 
a  horizontal  position.  The  sails  may  be  attached  to  the  upper 
sides  of  the  radial  arms,  or  may  be  underhung,  oi  t^o  ^^^  TSkss^ 
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!   employed  "working  in   different  planes,  the  one  above  the 
other,  in  which  case   the  sails  of  the  two  sets  should  be  so 
alternated   that  the  overhuufr  sail  of  the   aet   ahall  always  be 
succeeded  by  an  underhung  aail  of  the  other  set." 
[Printed,  Brf.   Drawing.    Sta  Mt^cliBiiics' Slnenidno,  vol.  41,  p.  433;  Artiian 


E 

^^^1  A.D.  1843,  November  4..— N°  10,9^. 

^^^^^HATHA,  Jorepk  Richard. — "This  invention  consists  of  four 
^^^^^H"  or  more  sails  Exed  upon  a  stationed  supporter,  which  sails  are 
^^^^H  "  made  to  revolve  by  the  pressure  of  the  wind.  To  the  fulcrum 
^^^^H"  or  abaft  of  the  aails  are  attached  two  force  pumps."  The  air 
^^^^Bji  forced  by  these  into  a  main  receiver,  trom  which  a  minor 
^^^^^p  receiver  is  charged.  The  condensed  air  in  the  latter  is  made  to 
^^^^^Hvct  in  cylinders  in  a  similar  way  as  ateam, 

^^^1  A.D.  1846,  January  22.— N°  11,058. 

^^^^f  CAMFIN,  Fkesbrick  William. — (A  communicalion.) — This  is 
^^^^^  for  a  propelling  apparatus  which  conaiats,  first,  of  springs,  to  the 
ends  of  which  are  attached  conical  screws  which  press  upon  ths 
wheelB;bythereactionuf  which  springs  combined  with  the  weight 
of  the  vehicle  to  be  propelled,  the  centre  of  gravity  ia  changed 
and  motion  ;)roduced;  and,  secondly,  of  a  set  of  pneumatic  helt- 
condal  fly  wheels  or  air  tuibinea,  by  the  ud  of  which  the  motaoQ 
BO  acquired  and  the  adhesion  of  the  wheels  are  kept  up.  The 
■pringB  are  loosened  by  setting  tree  a  detent.  The  invention  may 
be  applied  to  marine  propulsion  when  throttles  are  made  in  the 
bow  to  force  the  air  to  be  condensed  upon  the  paddles,  which  air 
afterwards  enters  the  turbines. 


i«).  p.  IWO 

A.D.  1846,  Februwy  3.— N"  11,072. 
BROWN,  Samuel. — "Improvements  in  gaa    engines,  and  i 
"  propelling  carriages  and  vesseb." 

TNo  SgiecificatiQe  enrolled.] 
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A.D.  1846,  February  1L--N°  11,077. 

CLARKE,  Thomas,  FREEMAN,  Mark,  and  VARLEY,  John. 
"  Motive  power."  The  8th  head  of  the  invention  is  for  applying 
the  power  of  atmospheric  pressure  or  steam  to  pile-driving 
engines.  These  are  made  with  a  cylinder  having  a  longitudinal  slit 
like  the  traction  tube  of  an  atmospheric  railway,  but  which  slit  is 
covered  with  some  substance  capable  of  withstanding  heat.  The 
cylinder  has  a  semi-globular  piston  linked  to  a  connecting  plate 
sliding  with  guide  wheels  on  the  tube,  and  to  which  plate  the 
monkey  is  attached.  The  air  is  exhausted  above  the  piston  in 
order  to  raise  the  monkey.  The  guide  wheels  may  be  dispensed 
with  in  other  forms  of  the  engine. 

The  9th  head  is  for  applying  the  same  power  to  excavating, 
tunnelling,  boring,  drilling,  and  the  like.  The  cylinder  is  made 
without  slit  and  is  open  at  the  top.  The  air  below  the  piston  is 
exhausted  and  the  piston  sinks,  drawing  up  the  cutting  tool  which 
is  disengaged  in  the  same  manner  as  the  monkey  in  the  pile 
engine.  A  monkey  is  sometimes  used  to  cleave  the  ground. 
The  piston  may  also  be  connected  by  a  plate  with  the  cutter,  in 
which  case  a  longitudinal  slit  will  be  required.  In  another 
instrument  a  bucket  with  a  sharp  scooping  out  edge  is  raised  by 
exhausting  the  air  above  the  piston.  Other  similar  engines  are 
described. 

The  10th  head  is  for  applying  such  power  to  engines  for 
sawing  stone.  The  saws  are  directly  connected  with  the  piston 
rod  of  a  small  air  cylinder  and  slide  with  it  in  a  groove  in  the 
frame. 

llthly,  the  invention  consists  in  substituting  for  the  revolving 
axle  used  to  work  the  stampers  of  stamping  mills  a  niunber  of 
air  cylinders. 

12thly,  in  appl3ring  a  cylinder  similar  to  that  of  pile  engines  to 
the  loading  and  unloading  ships ;  and  the 

20th  head  in  applying  atmospheric  power  to  working  machinery 
for  tilling  the  ground.  An  exhausting  power  steam  engine  or 
wind  or  water  mill  is  erected  on  one  spot,  and  froxa  it  a  main 
traction  tube  with  a  number  of  smaller  pipes  fitted  with  valves  is 
conducted.  The  plough  or  scarifier  is  connected  by  ropes  to  two 
drums,  so  that  as  the  plough  advances  in  a  particular  direction 
one  is  wound  and  the  other  unwound  on  its  drum.    Motion  is 
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[Priiitod,7i.Bd.  Drawings.  SetMecTianie^lIaeiiane.vol.lS,  pp.SlTrindK 
ArtboD,  vol  S,  p.  £1*.    Eoeinueni'  aad  AnhiniijlE'  Joumi^  vgl.  10.  p.  91, 


^^^^^  given  the  ohaias  by  a  pair  of  yibrating  (ylinders.    Similar  ma- 
r  chinery  may  be  applied  to  rope  works. 


A.D.  1846,  Febraaiy  16.— N"  11,091. 
NASMTTH,  James. — Engines  worked  by  steam,  air.  or  other 
elastic  fluids  are  made  with  two  cylinders  whose  lower  ends  are 
connected  by  a  tube.  The  space  below  the  pistons  is  filled  with 
tur  or  other  fluid  not  capable  of  condensation.  The  ends  above 
the  piston  are  alternately  in  vacuo  and  filled  with  the  motive 
agent.  The  power  thus  obtained  will  be  twofold  with  one  jet  or 
cylinder  of  steam.  Additional  cylinders  fiUed  with  air,  gas, 
or  other  fluid  not  capable  of  condensation  may  be  connected  by 
tubes  with  theae  two  cylinders,  and  the  amount  of  power  will 
be  multiplied  in  proportion  to  the  number  of  cylinders,  less 
the  loss  occasioned  by  friction.  A  new  method  of  obtaining  a 
icuum  alternately  in  two  cylinders  "by  the  power  wHeh  they 
carry  "is  also  described.  The  piston  rodsof  the  twocyUnderaare 
connected  by  a  beam.  Each  cylinder  has  two  tubes  leading  from 
the  spaces  above  and  below  the  piston  to  vacuum  dstems,  which 
are  eshauated  by  pumps  worked  by  hand  in  order  to  start  the 
engine,  but  afterwards  by  the  beam  of  the  engine.  There  are 
valves  to  admit  or  shut  off  the  pressure  of  the  atmosphere  in 
the  two  cylinders,  and  also  to  shut  off  the  commttnicationa  between 
the  cylinders  and  the  vacuum  cistern  a. 

[Prinloil,  si.    Drawing.    StoPntont  Joiimiil,  vol.  I,  p,  280^  Bngtaeets'  anil 
Afchitocts'  loumul,  vol.  H,  p.  3SU,] 

A.D.  1846,  June  1 7.— N"  1 1,2J5. 

1C0RMACK,  William.— Motive  power  is  obtained,  first,  by 
traction  and  rarefaction  without  the  agency  of  the  external 
pressure  of  the  atmosphere.  Two  boilers,  one  contsaning  air, 
and  the  other  exhausted,  are  connected  to  the  worldng  motion, 
and  the  external  preasore  out  off.  Two  similar  boilers  are  then 
also  Bttaphed  to  the  working  motion,  and  a  commanding  power  is 
obtained  by  alternately  opening  and  closing  each  rarefaction  and 
vacuum  slide,  Weidhts  of  metal  or  fluid  may  be  attached  to  the 
VBCMiim  boiler  and  drawn  up  by  traction,  so  be  to  obtain  power  by 
alternate  traction  and  gravitation. 
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Secondly;)  hj  the  decomposition  of  wat«r  into  oxygen  and 
hydiogem  by  plalina  wires  heated  to  YcdnesB.  Also  from  the 
sesquicarbonate  of  ammonia  dissolved  in  one-third  its  weight, , 
or  the  bicarbonate  dissolved  in  water  in  an  equal  weight,  and  then 
placed  in  the  boiler  of  a  steam  engine,  by  which  great  pressure  is 
obtained  with  a  less  amount  of  heat.  The  carbonates  after  con- 
densation are  brought  back  to  the  boiler.  Also  from  caustic 
ammonia,  to  a  gallon  of  which  of  the  specific  gravity  of  eight 
hundred  and  eighty,  tiTo  pounds  of  unslacked  lime  are  applied. 
The  mixture  is  jj^aced  in  a  boiler  to  which  heat  is  applied,  and 
hydro-nkroffen  gases  then  pas^  over  fcor  some  time  into  a  second 
boiler  or  gen^ator.  The  gases  are  afterwards  made  to  force  up  the 
piston,  and  bettmung  condensed  in  the  condensing  chamber  form 
a  partial  vaeuuiB,  which  draws  down  the  ^ston*  The  condensing 
chamber  contains  water,  which  is  replaced  in  the  small  boiler,  but 
no  lime  is  added.  The  gases  are  then  again  driven  off  by 
heat,  but  into  a  separate  generator^  so  that  the  two  are  applied 
alternately. 

CPriBied,4el,  No  Drawings.  &ee  B/epeirUiry  otAifts^Yol,  11  {mUarged  series), 
P.182.J 

A.D.  1846,  June  29.— N»  11,273. 

ANDERSON,  Sir  James  Calbb. — Obtaining  motive  power. 
The  first  method  is  by  a  power  wheel  having  eight  cylinders 
attached  to  the  rim,  eadi  opposite  pair  being  connected  by  pipes, 
and  fitted  with  pistons  connected  together  by  rods.  Four 
cylinders  on  the  same  side  are  filled  with  water,  the  weight  of 
which  causes  the  wheel  to  begin  to  revolve.  As  each  cylinder 
arrives  at  a  position  a  little  before  its  lowest,  the  pistons  in  it  and 
the  opposite  are  made  to  ascend,  and  the  water  is  transferred  to 
the  upper  cylinder.  The  motion  of  the  pistons  is  caused  by  anti- 
friction rollers  coming  in  contact  with  cams,  or  by  exhausting 
the  air  in  the  upper  cylinder  by  an  air  pump  worked  by  a  water 
wheel  or  otherwise. 

The  second  method  applies  to  locomotion.  A  railway  is 
made  with  a  succession  of  undidations,  and  as  the  locomotive 
carriage  descends  by  gravity,  air  pumps  are  "at  work,  and  fill 
a  vessel  with  compressed  air,  which  is  used  in  conjunction  with 
power  wheels  to  propel  the  carriage  up  the  ascent.  The  seventh 
part  of  the  invention  consists  in  uising  gun  cotton  or  yarn 
to  work  a  piston  and  cylinder.      There  are  two  c^\isAj8t^  'kxs:- 


PisO  AIR,  GAS,  AND  OTHER  ^^^| 

l&rgeil  lit  thdr  outer  extremity,  and  having  pistons  conne^^^^^ 
together  by  side  rods,  and  each  furnished  with  a  valve  to  alloir        I 

f  each 


together  by  side  rods, 

the  escape  of  the  gas  during  the  return  stroke.     The  cotton 

I  yarn  is  fed  hy  rollers  alternately  in   the  inner  extremity  of  each 
ojlinder  through  a  narrow  slit,  and  is  exploded  by  wires 
l^vania  battery. 
[      [PtinKd,  1«.  4d. 
TH 
3.. 
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A.D.  1846,  July  6.— 

t THOMPSON,  Jambs.— Obtaining  motive  power.      A  pulley 
made  to  revolve  hy  a  band    from  a  pulley  on  the  fly-wheel 
ibaft.      At  each  end  of  the  shaft  of   the  pulley  is  a  slot  lever, 
'hich  moves  round  with  it.      A  Motion  roller  works  on  the  slot, 
is  attached  to  the  end  of  an  arm  of  a  crank,  of  which  the 
IT  forms  one  arm,  and  of  which  the  parallel  arm  ia  about  half 
length  of  the  lever.     At  the  angle  of  the  short  and  the  trans- 
!e  arm  is  a  heavy  weight,  which  at  one  period  of  the  revolu- 
L  of  the  abaft  ia  at  the  extremity  of  the  slot  lever  furthest  from 
the  shaft,  and  after  the  ahaft  baa  revolved  through  two  right 
[•ngles  at  the  opposite  extremity.      The  motive  power  is  obtained 
the  difference  of  the  power  required  to  raise  the  weight,  and 
the  pressure  exerted  by  it  at  the  end  of  the  slot  furthest  from  the 
abaft,      A  float  acting  in  a  cylinder  filled  with  water  may  be  sub- 
stituted for  the  weight,  or  steam  gas  or  sir  may  be  substituted  for 
the  water,  and  a  piston  for  the  float.     The  shaft  with  the  two  elot 


^^  the 

l^^aba 

stit 

the 
[^^^  levers,  or  a  single  such  lever  applied  to  the  wheel  or  driver,  «^^j| 
^^^^Lndded  to  a  steam  engine  or  other  apparatus  for  obtaining  mq|^^^^| 
^^^■■power.  ^^^^1 

^^^H       [Printed,  It.  £il.   Dming*.]  ^^^^| 

^^H^  A.D.  1S46,  NWember  5.— N°  11,442.  j^^H 

^^KMABERLY,  Frederick  Uerbeht,  BRANWHITE,  ThoJI^^H 

^^^  »nd  LUSHER,  Dennis.— Part  of  this  is  for  a  carriage  driven^^^^ 

springs,  several  of  which  are  arranged  in  a  boi  so  that  the  eyes 

of  the  springs  nearest  the  middle  are  less  than  those  nearest  the 

outside,  so  that  each  may  easily  be  wound  up  separately  by  hand 

or  steam  and  mechanical  powers  combined.    There  are  a  succession 

of  toothed  wheels  and  a  chain  in  order  to  drive  the  wheels,     TJieae 

may  also  be  worked  by  a  compound  lever  working  a  cranked  aiitij 

^^^_  it)  which  case  a  triangle  with  a  fulcrum  at  one  angle  an^^(^^^^ 
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other  sides  attached  to  levers  may  be  introduced  to  increase  the 
power  of  the  machine.  Another  part  is  for  a  windmill  the  sails 
of  which  are  kept  in  or  brou^^ht  in  or  out  of  the  wind  by  means 
of  a  jointed  tail.  A  rope  with  a  weight  attached  is  fastened  to 
the  tail  and  passes  over  a  pole  in  a  line  with  the  framework  of  the 
mill  and  keeps  the  tail  in  its  place^  allowing  it  to  bring  the  sails 
out  of*  the  wind  when  the  gale  is  too  strong.  A  similar  weighted 
rope  passing  over  a  pole  at  right  angles  to  the  first  draws  the  tail 
when  hung  on  it  in  a  line  with  the  mill  sails  and  so  brings  the 
sails  edgeways  to  and  so  out  of  the  wind. 

{Trinted,  U,  4d.  "No  Drawings.    Patent  Journal,  vol.  3,  p.  34.] 

A.D.  1846,  December  7.— N°  11,475. 

TALBOT,  William  Henry  Fox. — Motive  power  is  obtained 
by  exploding  solid  substances  by  means  of  a  galvanic  current  cut 
off  and  restored  in  the  manner  described  in  Letters  Patent  of 
No.  8650,  p.  92.  Gunpowder  cannot  be  safely  used  for  the 
purpose  but  less  explosive  powders  and  especially  gun  cotton 
may  be  employed.  The  cylinder  has  two  circular  apertures  in  its 
sides  near  the  bottom.  Through  these  a  rod  is  thrust  in  which 
are  a  number  of  small  cavities  placed  at  equal  distances  and 
charged  with  the  gun  cotton  or  other  material.  The  rod  is  drawn 
forward  during  the  descent  of  the  piston  through  a  space  equal 
to  the  distance  between  the  cavities.  A  sufficient  length  of  these 
rods  should  be  prepared  and  kept  in  store  ready  charged. 

[Trinted,  6d,  Drawing.  See  Eepertonr  of  Arts,  voL  10  {enlarged  series), 
p.  124.  London  Journal  iNetoton's),  vol.  80  {cofijoined  series),  p.  397. 
Patent  Journal,  vol.  3,  p.  54.] 


A.D.  1847,  January  16.— N°  11,532. 

LESNARD,  Frederick. — Rotative  machine  to  be  worked  by 
compressed  air  or  gas  or  steam.  This  consists  of  a  wheel  ha^dng 
eight  tubes  which  form  the  spokes.  Upon  the  outer  ring  are 
screwed  eight  small  tubes,  four  of  which  turn  the  wheel  in  one 
direction  and  four  in  another.  The  axes  of  the  wheel  have  stuffing 
boxes  at  their  ends  in  connexion  with  tubes  passing  to  a  reservoir 
for  compressed  air.  The  wheel  is  enclosed  in  a  case  which 
communicates  with  the  cylinder  of  an  air  pump.  The  piston 
of  this  has  a  rod  of  two  parts  sliding  one  into  the  other,  and  is 
itself  formed  of  two  plates  the  upper  ^td.  to  ^<^  q{v)Xi«  %sl^ 


F 
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the  under  to  the  inner  rod.  The  packing  is  formed  of  three 
portions  of  aegments  of  clrelea,  two  placed  one  upon  the  other, 
presainff  against  the  cylinder,  and  the  third  placeil  on  the  inner 
part  of  the  others.  Bj  turning  a  nut  the  ptatea  of  the  piston  are 
brought  together  and  the  packing  caused  to  press  against  the 
sides  of  the  cylinder.  The  vnlveB  are  opened  and  shut  bj  an 
excentric  formed  of  two  portions  of  a  circle  of  the  same  radius 
and  placed  together.  The;  are  Gxed  by  bolts  which  allon'  Hie 
parts  to  be  brought  nearer  to  or  further  from  one  another.  At  tlie 
upper  part  of  the  bulta  ate  two  flat  rods  which  slide  in  grooves. 
[Printed,  U.  iW,    IVawuisa.    Sea  Patent  Jounul,  vol.  3,  p.  £ia.] 

A.D.  1847,  February  1.— N"  11,669. 
FRANZONI,  Mabco  Hknby. — "Improvements  in  obtaining 
"  and  applying  motive  power," 

[TI'd  SpociflcatlQa  enrolled.] 

A.D,  1847,  Febvoary  S.— N"  11.570. 
GEARY,  Stephen.— In  the  place  of  the  middle  wheels  of  the  six 
wheel  locomotive  engines,  whi:cl3  are  made  with  cylinders  and 
pistons  arranged  around  them  in  such  manner  that  the  outer 
eitremity  of  the  piston  rods  pass  in  a  radial  direction  and  protrude 
beyond  the  peripheries  of  the  wheels.  "  Asaiiming  motion  to  be 
"  imparted  to  the  said  wheels  and  that  their  peripheries  are  in 
"  constant  contact  with  the  rails  upon  which  they  move,  it  will 
"  appear  evident  that  as  the  piston  rods  which  are  situate  therein 
"  are  successively  brought  into  contact  with  the  nil«  by  the 
"  rotation  of  the  said  wheels  they  will  produce  reciprocating 
"  movement  of  the  said  piston  rods  and  pistons  attached  thereto 
"  and  have  the  effect  of  forcini^  a  certain  amount  of  atmospheric 
"  air  with  which  the  cylinders  are  preriously  charged  into  a 
"  reservoir  suitably  placed  as  hereafter  described,  and  the  power 
"  so  accumulated  maybe  effectively  applied  andrenderedavulable 
"  in  the  manner"  there  described.  The  cylinders  may  also  be 
employed  for  exhausting  air  from  the  revolving  cylinder.  Three 
esamples  of  thus  obtaining  motive  power  are  given.  In  the  first 
two  the  cylinders  are  arranged  as  the  spokes  of  a  wheel  and  the 
pistons  are  restored  to  their  original  positions  by  springs.  In  the 
third  the  cylinders  are  arranged  in  a  circle  and  the  pistons  fbrced 
down  by  wheels  rolling  on  an  endless  rail. 

/Pra/«l.Ulwl.    DrairlTias.    Pat™t  Journal,  tul.S,  p.  2B1.] 
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A.D,  1847,  Marcli  10.— N°  11,615. 

NEWTON,  William.  — (J  cof»»iittiicfleio«.)  —  "  Ether-hydric 
'^  engine.'^  The  invention  consists  in  employing  the  waste  heat  of 
the  eduction  steam  to  vaporize  ether  or  other  volatile  fluid,  and  in 
working  the  pistons  of  additional  cylinders,  and  in  condensing  the 
steam  by  such  vapomaition.  The  vaporizer  or  generator  is  com- 
posed of  a  number  of  copper  tubes,  enclosed  in  a  jacket  of  iron,  and 
fastened  to  end  plates  by  metal  applied  when  molten.  The  luting 
used  is  paper  steeped  in  gum  arabic.  The  packing  is  efiPected  by 
a  band  of  leather  wrapped  round  two  conical  tubes,  separated  by  a 
space  about  equal  to  their  length.  This  is  placed  in  a  box  into 
which  water  ia  introduced,  and  given  by  a  pump  a  definite 
pressure,  according  to  the  pressure  indicated  by  the  manometre  of 
the  ether  vapor.  The  cocks  are  covered  with  lead,  and  are  made 
air  tight  by  an  iron  valve  working  in  a  screw.  The  condenser  is 
surrounded  by  a  case  supplied  with  &esh  water  in  stationary  or 
marine  engines.  In  locomotives  it  consists  of  pipes  exposed  to 
the  air,  and  covered  with  cloths  kept  wet.  In  the  place  of  the 
copper  tubes  the  generator  may  be  constructed  of  a  number  of 
concentric  tubes  of  copper,  formed  by  doubled  sheets  of  copper, 
having  originally  zinc  between  the  folds,  but  which  zinc  is  melted 
out  as  described. 

[Printed,  3«.  8d.    Drawings.    Patent  Journal,  toL  3>  p.  427.] 

A.D.  1847,  March  16.— N°  11,625. 

NEWTON,  William.  —  {A  ctmmunication,)  —  "  Ether-hydric 
"  engine."  This  consists  of  improvements  of  an  invention  for 
which  Letters  Patent  have  previously  been  obtained.  No.  11,615, 
It  is  an  engine  with  two  distinct  boilers  and  two  separate 
cylinders,  the  first  of  which  is  acted  upon  by  steam  generated  in 
one  boiler,  and  the  other  by  the  vaJ)our  of  sulphuric  ether,  or  any 
other  moderately  cheap  and  easily  vaporised  liquid  generated  in 
the  other  boiler.  "  The  principal  parts  of  the  engine  are  con- 
structed much  in  the  same  way  as  those  of  the  ordinary  double 
action  and  marine  and  locomotive  steam  engines."  The  second 
boiler  or  vaporizer,  consists  of  a  large  number  of  copper  tubes  to 
the  outside  of  which  the  steam  which  escapes  from  the  steam 
cylinder  is  conducted.  It  there  parts  with  its  caloric  to  vaporize 
the  ether,  and  thereby  becomes  condensed.  The  ether,  after 
acting  in  the  cylinder  is  condensed  in  «.  TXi&^'«\.  ^TkdkSSi!k!;bi»<»V^^ 
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cool  by  meana  of  cold  water  or  a  current  of  air,  a 
pumped  back  iato  the  ether  boiler.  The  water  in  the  cylin 
aurrnundiDf;  the  ether  boiler,  resulting  from  tile  condeuB&tion  of 
the  ateam,  ia  also  carried  back  in  a  warm  state  to  the  ateam  boiler. 
The  manner  of  forming  the  vaput  boiler  and  condenser,  and  of 
niabin;;  luting  of  paper  steeped  in  a  thick  solution  of  fium  arabic, 
and  of  an  improved  construction  of  packing  for  the  piston  and 
other  moving  rods  and  of  cock,  without  employing  fatty  matters, 
which  would  he  decomposed  by  the  ether  are  described. 

[Printed,  Bi.M.    Drawiujw.] 

A.D.  1847,  March  23,— N"  11,63?. 
TIBBITS,  Willi  AM  Bullock.— The  second  part  of  the  invention 
is  for  working  atmospheric  railways  by  a  fan  wheel  which  turns  an 
horizontal  axis,  to  which  two  propelling  wheels  are  attached. 
These  are  bevilled,  and  move  the  carriage  forward  by  being  made  to 
act  on  aliding  friction  rods,  with  wedge-shaped  edges.  The  fan 
wheel  is  set  in  motion  by  closing  a  valve  which  turns  on  ita  centre 
a  i]uatter  of  a  circle,  and  opens  a  passage  beneath  ;  a  second  valve 
commands  passages  over  and  under  the  wheel.  By  shutting  the 
first  valve  and  opening  the  second  a  current  is  produced  to  either 
passage,  The  axis  of  the  fan  wheel  may  be  made  to  work 
traction  band  ropes  or  chains,  and  in  like  manner  any  other 
sort  of  machinery  can  be  actuated. 

A.D.  IS47,  April  20.— N"  11,669.    (*  *) 
WALKER,  JoHN.^"  Improvements   in   certain  hydraulic   and 
"  pneumatic  machines,  and  in  the  application  of  steam  or  other 
"  power  thereto." 

One  of  these  improvements  relate  to  "  the  application  of  re- 
"  volving  vanea  in  sets  inclined  in  opposite  directions  upon  a 
"  spindle,  as  a  means  of  ohtdning  power  when  acted  upon  by  a 
"  column  of  water  or  current  of  air  under  pressure." 

rprliited.  K.  Sif.  Drawliiga.  See  Hecltuiira'  Muwrine,  lol.  48,  jip.  BS  mid 
14fi.  uid  vol.  00.  I),  ioe;  Intent  lourul.  toL  3.  p.SU:  Ensiueera'  and 
Architects' Journal,  VOL  10,  p.  S8B.] 

A.D.  184;,  May  22.— N°  11,713. 
AITKBN,  John. — The  second  invention  described  consists  in 
working  an  engine  by  atmospheric  pressure.    A  tube  under  thirty 
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feet  is  placed  vertically  in  a  tank  of  water,  and  the  top  is  bent 
down,  and  communicates  with  a  smaller  descending  pipe  leading 
to  a  valve  box  or  side  pipes  with  induction  and  eduction  valves, 
such  as  are  used  in  steam  engines,  these  are  connected  with  a 
piston  and  cylinder.  Four  rotary  tubes  which  revolve  from  the 
pressure  of  the  piston  are  placed  on  the  eduction  pipe.  The  air 
is  pumped  out  of  the  ascending  tube  by  an  air  pump  worked  by 
the  engine,  and  having  a  pipe  leading  to  the  top  of  the  tube. 
When  the  tubes  are  full  of  water  the  piston  is  moved  by  some 
external  power,  the  water  in  the  cylinder  will  then  pass  out 
through  the  revolving  tubes,  and  that  in  the  descending  tube 
will  descend  to  act  on  the  piston.  The  motion  will  be  continued 
by  the  momentum  of  the  falling  water,  and  the  lessened  resis- 
tance of  the  atmosphere  to  its  discharge,  produced  by  the  centri- 
fugal force  of  the  revolving  tubes. 

[Printed,  42.  No  Drawings.  See  London  Journal  (2V^eM><o«*«),  vol.81  (co»- 
j(nned8erie8),it.431:  Patent  Journal,  vol.  4,  p.  4;  Practical  Mechanics' 
Journal,  vol.  8,  p.  70 ;  Artizan,  vol.  7,  pp.  170, 195,  and  242.] 

A.D.  1847,  June  28.— N°  11,770. 

HORNBLOWER,  Henry. —  "  Certain  improvements  in  ob- 
taining motive  power.*' 

[No  Specification  enrolled.] 

AJ).  1847,  July  17.— N»  11,800.    (*  *) 

VON  RATHEN,  Anthony  Bernhard. — *' Certain  universal 

''  wheels,  or  improved  direct  rotatory  engines  to  be  worked  by 

*'  steam,  air,  or  any  other  elastic  powers." 
"  The  great  and  general  feature  of  distinction  between  this 

'^  and  the  common  emitting  and  re-acting  rotary  machines  is  that, 
in  the  latter,  when  the  steam  is  emitted  from  the  aperture  in  the 
arm  of  the  wheel,  the  expansive  force  it  still  contains  is  lost. 
In  the  '  universal  wheel '  the  steam  issuing  from  the  supply 
pipe  enters  through  one  or  more  orifices  into  a  chamber 
enclosed  on  all  sides  but  that  opposite  the  orifice;  and  the 
space  of  this  chamber  is  enlarged  from  the  orifice  to  the  open 
end;  and  the  steam  in  its  passage  through  it  gradually  expands 
and  developes  its  elastic  force,  which  united  to  the  original 
pressure  of  ^  steam  forms  the  total  amount  of  propelling 

"  power." 
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This  engine  resembles  Hero's  whirling-  oelipile,  only  instead  of 
the  steam  issuing  aneipanded  into  the  air  ham  a,  small  orifice  at 
the  end  of  the  revolving  arm,  it  issues  from  a  small  orifice  that 
opens  into  the  smaller  end  of  a  tube  havint;  the  form  of  a  hollow 
cone,  the  greater  end  open  to  the  ateam-tight  case  in  which  it 
revolves,  and  it  operates  by  the  reaction  of  the  steam  isauJDg 
from  the  small  oriflca  on  the  diverging  trumiiet-like  surface  of 
the  hollow  cone. 

This  form  of  the  machine  has  been  developed  with  ftreat  carej 
numerous  combinations  and  modifications  of  the  details  are 
exhibited  in  a  number  of  careful  drawings  made  to  a  large  scale. 

B.Wi 
57.] 

A.D.  1947,  July  20.— N"  11,807. 
61RARD,  LouiB  Dominisub. — Part  of  this  iuvention  relates 
to  a  method  of  forming  and  packing  the  pistons  of  pumps,  air 
engines,  and  other  machines.  The  packing  consists  of  a  strip  of 
leather  or  other  suitable  material  fixed  to  the  sides  of  the  piston, 
and  to  the  vessel  in  which  it  works,  and  which  forms  a  fold 
having  a  tree  space  in  the  circular  space  between  the  piston  and 
the  vessel.  When  the  piston  descends  the  strip  will  be  brought 
down  to  the  inner  side  of  the  vessel.  The  piston  described  in 
connection  with  a  hydraulic  apparatus  has  a  cyhnder  attached 
to  its  centre.  The  extreme  sides  of  the  piston  are  connected  with 
this  cylinder  by  means  of  an  annular  valve  seat  intended  to 
eceire  a  circular  valve  suspended  from  one  holder  and  shding 
on  another,  which  valve  surrounds  the  cylinder  and  is  kept  up  by 
a  spiril  spring.  The  cylinder  of  the  piston  in  the  apparatus 
described  works  over  a  Sxed  cylinder  proinded  with  a  similar 
valve  which  is  placed  in  the  vessel. 

rPrinted.  lOiJ.    DrnwinK.    Bm  E^piirtory  of  Art^  voL  11  (<m!aroed  mriu), 
p,  IM.]  ' 

A.D.  1(47,  October  7.— N-  11,897. 
FELL,  Rich  AH  D,  and  FELL,  James. — Motive  power  is  6 
from  arrangements  "  whereby  the  elastic  force  of  steam  or  the 
"  ptessure  of  the  atmosphere  on  a  vacuum  produced  hy  the  con- 
"  densation  of  steam,  or  the  pressure  of  water  is  employed  in 
"  combination  with  the  force  obtainable  from  the  compression 
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'^  or  rarefiAction  of  ur  to  propel  carriages  on  railways."    To 

carry  this  into  effect  air  is  compressed  by  a  cylinder  worked  by 

a  stationaiy  steam  engine  and  is  conveyed  by  a  main  or  pipe 

placed  centrally  between  the  rails  to  reservoirs  at  equal  distances 

along  tbe  line.    A  set  of  pipes  pass  £rom  the  reservoirs  up  through 

but  do  not  communicate  with  the  central  pipe»  and  terminate 

flush  with  the  outside  of  it.    The  engine  (nearly  similar  in  every 

respect  to  a  locomotive  engine)  is  furnished  with  a  long  slido 

valve  or  slipper  bar  which  embraces  the  central  pipe  for  about 

three-fourths  oi  its  circumference.    Into  a  chamber  of  this  valve 

a  pipe  leads  from  the  ante-chamber  of  the  engine,  and  the  lower 

side  of  the  chamber  is  perforated  with  a  series  of  holes  famished 

with  valves  to  prevent  the  escape  of  air.    The  pipes  from  the 

reservoirs  are  also  furnished  with  valves  having  levers  weighted 

so  as  to  keep  th^n  down.    These  levers  are  lifted  up  by  a  bar 

attached  to  the  engine,  so  as  to  allow  the  compressed  air  to  enter 

into  the  chamber  of  the  slipper  bar.    If  rarefied  air  be  used 

instead  of  compressed  air  the  only  material  difference  is  in  the 

disposition  of  the  valves. 

The  conveyance  of  the  compressed  air  to  the  reservoir  may  be 

regulated    by  cylinders  and  pistons    communicating  with  an 

additional  pipe  from  the  compressing  cylinder,  and  which  act 

,  as  valves  allowing  air  to  pass  into  the  reservoirs  when  the  pressure 

in  them  is  less  than  in  the  additional  pipe. 

[Printed,  U.  I>Eawizi&  See  Hechaaics*  Machine,  voL  48,  p.  481.  Practical 
Mechauics'  Joamal,  vol.  2,  p.  191.  Artizan,  vol.  6,  p.  191.  Patent  Journal, 
vol.  4>  P*  60S.] 

A.D.  1847,  November  2.— N°  11,932. 

VON  RATHEN,  Anthony  Bbrnhard.— The  first  part  relates 
to  apparatus  for  compressing  and  condensing  air.  In  this  part  a 
refrigerator  is  described,  of  which  the  novelty  consists  in  having 
two  cylindrical  tubes,  fitted  one  over  the  other,  the  cooling  medium 
being  allowed  to  flow  through  the  open  space  of  the  internal  and 
to  surroimd  the  external  tube.  The  second  part  of  the  invention 
relates  to  improvements  in  the  system  of  propelling  carriages  by 
compressed  air  described  in  the  inventor's  former  Patent,  No.  9038, 
Old  Law.  High  pressure  air  from  the  reservoir  is  made  to  enter  a 
set  of  expanding  and  warming  tubes  and  thence  a  moderator  or 
chamber  provided  with  a  piston  which  is  forced  into  the  chamber 
by  the  action  of  a  regulating  spring  or  weight,  and  raised  by  the 
pressure  of  the  air.     Several  modifications  of  such  chambexfL  qs& 
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ile5<;ribei!.  The  warmiDg  and  expainJinK  tubes  are  on  the  same 
principle  EM  the  coolios;  apparatus  already  described.  By  meaoa 
of  them  tbe  air  of  about  fifty  atmoapherea  which  enters  the  pro- 
pelling apparatus  ia  gradiially  reduced  to  nhout  five  atmospheres, 
ivhiln  keeping  its  heat  and  consequent  elasticity.  The  air  may  be 
made  lo  enter  two  e.xpanding  cyliadera,  onelonfjer  than  the  other, 
bsfore  entering  the  warming  tubes  or  the  rotating  wheel  described 
ixi  the  Patent  No.  903B  cnay  be  used.  From  the  moderatorfte 
air  passM  into  the  working  machinery. 

[Printed,  U.  l«(i.    Draivings.    Soo  Artiisn,  vol.  fl,  |i.: 
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A.D.  1847,  November  11.— N"  11,956. 
KINSMAN,  Israel. —(-*  communicatioti  from  Heary  GraXaiii 
Thinnpson.) — Rotary  enginea  to  be  worked  by  steam,  air,  or  other 
eliatic  fluid.  They  consist  of  a  stationary  cylinder  within  which 
works  a  rotating  piston  wheel.  The  piatons  are  formed  by  pro- 
jections from  the  periphery  of  the  wheel,  the  outer  lines  of  auch 
projections  being  opposite  tangents.  A  longitudinal  radiftl  groove 
is  rat  out  of  each  piston  into  which  is  fitted  a  metallic  packing  in 
three  parts,  the  outer  having  the  edge  to  fit  the  periphery  of  the 
cylinder  against  which  it  is  kept  continually  pressed  by  a  spring 
iir  other  elsatic  packing.  The  stops  must  be  less  in  number  than 
the  pistons.  They  are  moved  in  and  out  by  cams.  There  is  one 
[tort  on  each  aide  of  each  step,  and  as  many  at  each  end  of  the 
cylinder  as  there  are  stops.  On  each  side  of  the  cylinder  is  an 
annular  pipe,  one  communicating  with  the  porta  on  one  side  of 
the  stops,  the  other  with  those  on  the  other.  They  both  com- 
municate with  the  steam  pipe  and  the  exhaust  pipes  by  means  <ft 
branoh  pipea  furnished  with  throttle  valves  so  that  only  one 
ennular  pipe  should  be  in  communication  with  the  steam  'ppe, 
but  that  the  action  of  the  engine  may  be  reversed  at  onoe  by 
means  of  the  throttle  valves. 

[Printed.  In.  SJ.    DraainFB.    See  Anitun.  vol.  6.  p.  IBS.    Patent  Jonnul, 
vol.  B,  p.  ev.    engineers'  una  Anlutwla'  Juunjal,  vol.  11.  p.  Elfl.] 

A.U.  1M7,  December  18.— N"  11,999. 
SQUIRES,  WtLbiAM  Wbbthrodkk,— "A  mode  or  modM'4f 
"  producing  a  vBouutn,  which  mode  or  modes  may  be  applied  to 

"  pttemustic,  hydraulic,  and  hydmstntie  apparatus,  and  to  nM- 
"  chinery  for  obtaining  motive  power,"  "* 

[Xo  SpcciflHltion  cnivIlHl.] 
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A.D.  1847,  December  22.--N»  12,006. 

SIEMENS,  Charles  William.—"  Regenerative  engines.    The 
peculiarity  of  these  engines  consists  in  so  arranging  the  parts 
that  the  dastic  fluid  used  in  the  working  cylinders  after  it  has 
"  exerted  its  force  is  received  into  a  series  of  chambers  in  succes- 
"  sion  as  the  density  of  the  fluid  decreases,  each  receiving  cham- 
ber being  closed  as  soon  as  the  next  is  opened;   the  first 
chamber  receiving  the  most  dense  fluid,  and  the  last  chamber 
the  least  dense  or  most  expanded  fluid ;  and  then  such  cham- 
bers give  out  the  fluid  to  the  working  cylinders  in  the  reverse 
"  order,  that  is,  commencing  with  the  chamber  containing  the 
"  least  dense  fluid,  and  ending  with  the  chamber  containing  the 
"  most  dense  fluid."    The  regenerator  suitable  for  using  air  or 
other  incondensible  fluid  consists  of  a  series  of  separate  boxes 
placed  one  above  the  other  in  a  cistern  in  such  a  manner  that  a 
current  of  cold  water  enters  through  a  pipe  near  the  bottom,  and 
passing  in  a  zig-zag  direction  through  all  the  cmnpartments 
absorbs  heat  therefrom  till  it  comes  to  a  pipe  in  the  top  compart- 
ment.   The  pressure  of  air  is  maintained  by  forcing  air  into  the 
top  compartment  by  a  pump  worked  by  the  engine.    In  the 
steam  engines  described,  the  working  cylinders  are  two,  each 
ha\dng  a  plain  concentric  inner  cylinder,  into  which  a  piston 
fitted  with  a  trunk  works  loosely.  This  trunk  is  forced  out  by  the 
elastic  fiuid.    There  is  a  free  communication  between  the  ends  of 
the  cylinders.    The  top  communicates  with  the  chambers  of  the 
regenerator  by  double  beat  valves,  which  begin  to  open  in  succes- 
sion when  the  crank  has  nearly  reached  its  top  centre,  and  again 
when  the  crank  is  passing  its  bottom  centre. 

[Printed,  18.  IQd,  Dmwiiiffs.  See  fiepertory  of  Arts,  vol.  12  {evUarqed 
series) t  p.  209  ;  Practical  Mechanics'  Journal,  vol.  3,  p.  91 ;  Artizan,  vol.  6. 
p.  179,  and  vol.  8,  p.  138 ;  Patent  Journal,  vol.  5,  p.  146;  Engineers'  and 
Architects'  Journal,  vol.  11,  p.  240,  vol.  13,  p.  200.J 

A.D.  1848,  January  13.--N«  12,026. 

WILSON,  R.OBBRT. — Rotatory  engines  worked  by  steam  or  other 
elastic  fluids.  Part  of  the  invention  is  also  applicable  to  rotatory 
engines  worked  by  wind.  The  first  part  consists  of  a  rotatory 
engine  composed  of  several  hollow  radiating  arms  enclosed  in  b 
case.  The  air  is  conducted  along  the  hollow  axis,  and  escapes 
into  the  case  by  the  extremity  of  the  arms.     From  the  c«&^^  S& 
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conducted  to  a  second  en^ne  on  the  araae  uds  sioiilar  to  the  first, 
but  with  either  more  or  larger  jets.  By  acting  on  a  succession  of 
these  enipnes  the  steam  is  made  to  act  expansively. 

The  second  part  consists  of  an  engine  with  an  annular  wheel,  or 
series  of  ranes  curved  like  a  semicircle.  Steam  enters  the  £rst 
spaces  hetween  the  vanes,  and  impels  the  wheel  by  impact  ott  the 
vanes.  It  ofterwards  gives  a  second  impulse  in  the  same  direction 
by  its  reaction,  as  it  leaves  these  spaces  and  entew  the  receiving 
chamhflTB,  which  are  spaces  between  fixed  vanes  on  either  side 
of  and  close  to  the  moving  vanes.  In  these  chambers  the  steam 
expands,  and  re-enters  tke  spaces  between,  and  a^rain  stiiltes 
against  the  moving  vanes. 

The  tiuid  part  conaists  of  an  engine  with  two  wheels  moving 
in  opposite  directions,  and  each  consisting  of  a  series  of  annular 
arms  of  semi -circularly  curved  vanes.  The  moves  of  one  wheel 
alternate  with  those  of  the  other,  and  the  vanes  of  one  wheel 
have  tiieir  oonvexitieB  turned  in  the  opposite  direction  from  those 
of  the  other.  The  steam  will  thus  act  both  by  impact  and  re- 
action, and  by  making  the  rows  with  progressively  longer  spaces 
between  the  valves  also  expansively.  The  axles  of  the  two  wheels 
muet  be  comiected  in  such  a  way  with  a  third  axle  as  to  unite  in 
turning  it  in  the  same  direction,  or  one  wheel  may  be  fixed. 

The  fourth  part  is  the  application  of  the  wheels  described  in  the 


third  part  to  the  action  of  wind  o 

T  water.      The  wind 

is  made  to 

enter  the  spaces  between  the  va 

nes,  which  may  he  i 

ingulat  or 

curved. 

(Trinted,  S».    DiBwtngB.    See  Artimq,  toI.  8,  p.  827-    P«tenl  Journal,  vol.  s 
p,£21.    Eaginaan'BDdArcbitocU' Jounutl,ToLll,ii.l3B.J 


A.D.  1848.— January  25,— N"  12,012. 
HORNBLOWER,  Hssrt,— Rotary  engine  to  he  worked  by 
steam  or  other  elastic  vapour.  The  ends  of  the  pistons  are  made 
to  work  in  guides  made  in  moveable  discs  or  rotaiy  end  jilates,  the 
ordinary  end  plates  merely  serving  as  covers.  There  are  four 
pistons  fitting  into  recesses  in  a  drum  which  are  made  to  recede 
as  the  drum  rotates,  and  brings  them  in  oontact  with  a  cam  piece 
or  eccentric.  When  one  is  pushed  back  the  opposite  one  will  be 
forced  outwards  into  contact  witii  the  cylinder.  The  pistona 
have  cars  to  assist  their  motion  when  they  come  against  the 
cam  piece.     Their  edges  are  furnished  with  leather  jiacking. 
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working  in  corresponding  grooves  in  the  rotary  end  plate.    The 
cam  piece  has  an  a4}ustable  stop. 

[Priirted, 8ci.  Bnwing.  SeeLondon  J(mnml(NetDton^a),VDLd&ieotijokud 
aeries),  p.  176.  Arazan,  vol.  6,  pp.  202  and  218.  Patent  Journal,  vd.  5, 
P.252.J 

A.D.  1848,  February  9.— N«>  12,061. 

BUCHHOLZ,  GuBTAv  Adolph. — "  Improvements  in  obtaining 
"  motive  power/* 

[No  Spedficatian  enrolled.] 

A.D.  1848,  February  16.— N«  12,069. 
WESTON,  John.— The  first  part  of  this  invention  relates  to 
the  generation  of  steam  for  motive  power  by  means  of  hot  air. 
Compressed  air  is  ibroed  into  a  vessel  in^ieie  it  ia  warmed  by  means 
of  tubes  containing  waste  or  other  steam  and  passes  into  an 
upright  pipe  around  which  the  fire-grate  is  built.  This  is  supplied 
with  air  from  openings  in  the  upright  pipe  and  has  four  retorts 
at  the  upper  part  filled  with  small  coal  from  which  the  fire  receives 
its  supply.  The  gases  from  the  retorts  and  the  ^le  mixed  with 
the  air  pass  out  by  a  tube  into  a  valve  box  in  which  they  are 
mixed  with  the  compressed  air  from  the  upright  tube  and  then 
enter  a  T-shaped  tube  in  the  boiler.  The  other  end  of  the 
horizontal  part  of  this  tube  passes  into  the  chimney.  The  lower 
part  lias  a  valve  to  regulate  the  admission  of  the  air  and  gas  into 
the  boiler.  The  heated  air  and  gases  are  deprived  of  the  excess 
of  their  caloric  by  passing  into  the  water  of  the  boiler  through 
finely  perforated  zinc  plates  by  which  they  are  divided  into  small 
jets.  In  another  part  of  the  invention  which  relates  to  a  new 
system  of  applying  motive  power  for  propelling  carriages  on 
railways  the  tube  and  train  there  described  have  motion  imparted 
to  them  by  a  modification  of  the  engine  before  described.  In 
tlus  the  steam  chamber  in  which  the  steam  is  generated  is 
separated  by  a  plate  from  the  adjoining  chamber  of  the  boiler 
and  is  made  to  communicate  with  the  flue  from  the  fire-place  by 
a  flap  valve  or  door  moimted  upon  hinges. 

[Printed,  4s.  ed.  Drawings.  See  Artizan,  toL  6,  p.  2d2.  Patent  Journal, 
ToL  {^  pp.  84B  and  411.] 

A.D.  1848,  March  8.— N^  12,086. 
HOUSTON,  John.— Motive  power  from  heated  air,    A  constant 
supply  of  atoiospheric  air  is  compressed  \>^  Wi<&  ^Qt>^^  ^  ^ 
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steam  engine,  and  ia  caased  to  ptus  into  b  tnetvoir  whence  it  is 
conducted  diiectly  or  through  a  copper  tube  acted  on  by  the 
fire  of  the  furnace  to  the  heating  apparatus  contained  in  the  steam 
boiler,  consistiiig  of  numbers  of  tubes  connected  in  clusters  ao 
arranged  that  the  air  may  be  detained  sometime  and  raised  to  the 
temperature  of  the  steam.  It  ia  then  made  to  act  in  a  cylinder 
twice  the  size  of  the  steam  cylinder  and  is  discharged  either  into 
the  air,  or  better,  into  the  ash  pit,  or  at  the  bridge  or  over  thefuel  of 
the  furnace,  so  as  to  be  the  means  or  partly  the  meaas  of  keeping 
up  the  combustion. 

rPrinlBd.  -kf.     No  Bimwinirs.     See  Ronertoi7  of  Arta,  vol.  13  Imlargtd 
teries),p.Wi.    Artiun,  vol. T. p.  l-t.    Patent  Journal,  vol.  6.p.S.j  _^^ 


A.D.  1843,  June  10.— N"  12,182. 


I 


WANT,  Richard  and  VERNUM,  Georob.— The  invention 

consists  in  making  an  oscillating  engine,  which  may  be  worked 
by  steam,  air,  or  other  fluid,  in  which  the  cylinders  oscillate  on  a 
hollow  transverse  trunnion  with  which  they  communicate  at 
Ijottom.  This  trunnion  has  two  sets  of  passages.  Steam  may  be 
admitted  ironi  the  boiler  by  a  sbc-way  cock  in  the  centre  of  the 
trunnion  into  either  set  of  passages.  The  openings  in  the  plug 
are  so  arranged  that  when  the  steam  communicates  with  two 
passages  one  on  each  side  of  the  cock,  the  other  two  passages  axe 
in  commurucation  with  the  es;haust  pipe.  A  hollow  groove  ia 
made  round  the  plug  which  receives  the  steam  at  all  times,  and 
it  thence  passes  into  a  chamber  at  the  upper  part  of  the  plug. 
Two  of  the  passages  terminate  in  b  bend  to  communicute  with 
the  outside  parts  of  the  two  cylinders  above  the  piston.  The 
other  two  terminate  in  the  mid  porta  placed  directly  bdow  the 
lower  ends  of  the  cylinders.  The  invention  may  be  applied  to 
locomotive  engines  by  having  two  pairs  of  cylinders  connected 
end  to  end  together,  and  the  two  pairs  centred  on  the  opposite 
ends  of  a  hollow  trunnion  placed  in  slated  bearings  provided 
with  heliacal  springs.  Each  cylinder  has  a  separate  piston  rod 
directly  connected  to  one  of  the  four  driving  wheels.  The  steam 
pipe  ftOfa  the  boiler  to  the  trunnion  is  prodded  with  a  packed 
telescope  joint. 


^ntion       I 


[Printed,  1«.  Drawing*.  SeeMMhsniea' MoffasUio,  vol. «,  p.  B77 
VKP-SM.  ArtiHn,  vol.  T,  p.  106.  Patent  Jounwl.  tq!.  e,  p. 
gtueanr  and  Andillect*'  jDurml,  toL  12,  p,  34.J 
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A.D.  1848,  October  19.-N»  12,293. 

ASAERT,  Joseph  Eugene.—"  I  combine  two  endless  chains 
or  bands  in  such  manner  that  one  is  caused  to  be  moved  by  a 
series  of  descending  weights,  and  thus  to  obtain  motive  power 
"  to  axes  from  which  motion  is  communicated  to  the  second  end- 
"  less  chain  or  band,  which  is  so  arranged  as  to  convejthe  several 
"  weights  back  to  the  higher  position,  and  owing  to  there  being 
at  aU  times  a  large  number  of  weights  descending  and  acting 
at  a  greater  leverage  than  there  are  weights  ascending,  and 
"  which  act  at  a  lesser  leverage,  there  will  result  a  considerable 
"  motive  power."  "  The  descending  weights  being  at  all  times 
*'  more  numerous." 

« 

[Printed,  Ss.  4d,    Drawings.     See  Mechanios*  Magazine,  vol.  60,  p.  401. 
Patent  Journal,  7ol.  7,  p.  61.] 

A.D.  1848,  November  2.— N«  12,303. 

TIBBITS,  William  Bullock. — ^The  first  part  relates  to  a 
rotary  engine,  consisting  of  a  cylinder  mounted  on  an  axle,  and 
working  in  a  case  of  "  the  peculiar  eccentric  form  shewn."  Four 
leaves  or  pistons  are  hinged  or  jointed  to  ribs  raised  on  the  out- 
side of  the  cylinder,  each  quarter  of  which  is  beviUed  in  such  a 
manner  that  the  steam  has  free  access  under  the  leaves  or  pistons, 
but  is  cut  off  as  soon  as  these  parts  have  completed  their  transit, 
and  is  thus  made  to  act  expansively  during  the  rest  of  fhe  stroke. 
After  the  piston  has  passed  the  eduction  passage  it  Is  forced  by  a 
guide  to  recede  into  the  hollow  space  between  two  ribs.  By 
having  two  sets  of  pistons  and  ports,  a  double-acting  engine  may 
be  formed  on  the  same  principle.  "  An  air  engine,  to  be  worked 
^'  on  either  the  exhausting  or  compressing  systems  may  be  also 
'*  constructed  on  the  same  principle  as  the  preceding  engines." 

[Printed,  l9.  M.    Drawings.     See  Mechanics*  Magazine,  vol.  60,  p.  428/  490, 
and  606.   Patent  Journal^  voL  7,  p.  82.] 

A.D.  1848,  December  28.— N°  12,394. 

KINSMAN,  Israel. — {A  communication,) — Rotary  engine,  to 
be  worked  by  steam,  air,  or  other  elastic  fluid.  The  invention 
consists  in  giving  in  and  out  motions  to  the  steam  stops  by  a  crank 
motion  for  each,  the  crank  arbors  being  rotkted  by  pinions  turned 
by  a  cog  wheel  on  the  shaft.   The  piston  wheel  haA  tlk&  ^^^^^ssr^ 
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of  B  form  generated  bj  the  motion  of  the  stops  and  the  rotation 
of  the  steam  wheel.  Secondly,  in  making  the  ends  of  the  stops 
witlt  toes,  which  cmbtace  the  Bides  of  the  piston  wheel,  and  in 
fitting  the  ends  of  the  stops  in  grooves,  or  otherwise  to  prevent  the 
steam  passing  round  the  grooves  in  the  packing  ring.  Thirdly, 
in  combining  irith  the  piston  wheel  cut-ofE  valves  operated  by  toes 
on  rock  shafts.  Fourthly,  in  having  a  continuous  annular  steam 
chamber  at  the  aide  of  the  cylinder.  A  similar  e.'chauat  chamber 
is  also  made.  Fifthly,  in  packing  the  engine  by  two  metal  ringa, 
one  on  each  side  of  the  wheel ;  and,  lastly,  in  packing  the  steam 
wheel  by  forcing  a  metallic  ring  against  its  face  by  a  series  of 
wedRes  moved  in  and  ont  radially  by  set  screws,  which  pass  to  the 
outside  of  the  cylinder  or  case.  The  number  of  pistons  may  be 
five,  OF  more  or  less,  but  must  always  eiceed  by  one  the  number 
of  stops. 

[Piintod-U.'lOd.  DrairinEa.    apeMechiinicB'Magttiiiio,vol.[il,p.l7.  Pahint 
Joumu,  voL  T-  p.  Iffl.] 


A.D.  1849,  January  4.— N"  12,31)9.     (•  *) 
MOAT,  William  Crofton. — "Improvements  in  engines  to  bs 
"  worked  by  steam,  air,  or  gas."     The  invention  relates  to  pack- 
ing the  pistons  and  stuffing  boxes  of  euch  engines. 

A  hollow  ring  made  of  lead  or  vidcaniEed  caoutchouc  fits  into  a 
recess  formed  for  it  in  the  body  of  the  piston,  between  a  flat  metal 
ring  of  the  depth  of  the  piston  and  the  fece  of  the  cylinder.  The 
elastic  ring  has  a  circular  section,  but  when  pressed  into  its  recess 
it  has  a  triangular  section,  two  sides  being  in  contact  with  the 
body  of  the  piston  and  the  outer  side  In  contact  with  andjpressing 
against  the  flat  metal  ring  that  forms  the  periphei;  or  aliding 
Bur&ce  of  the  piston.  To  regulate  or  increase  the  pressure  on  the 
latter,  a  passage  is  bored  down  through  the  piston  rod,  and  ter- 
minates in  another  passage,  which  diverges  at  a  right  angle  and 
ends  in  the  hollow  caoutchouc  ring.  Air  ia  injected  by  a  force 
pump  through  the  passage  in  the  piston  rod  into  the  cavity  of  the 
elastic  ring,  which  presses  ontwards  against  the  flat  ring  that  ia 
in  sliding  contact  with  tiie  aide  of  the  cylinder.  Instead'  of 
caoutchouc  rings,  short  lengths  of  lead  tubing  may  be  used. 

'2.  Describes  several  modifications  of  the  apparatus. 

CPrlnt<(LS<£    IhsirinKS.    eoeMroliBniiw' M«B»Bi 
JoariiiLl.  pnl.  7  1.  I'M     Pwi^tl^l  Mj„^1i.ii^i.^G'  in 


Joanial,  vol.  7  j).  138,  *  PraotlcaJ  Uoolmnios' Jou 
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A.D.  1849,  Jantwry  20.— N*  12,429. 

BOGGETT,  "William. — ^The  second  part  of  this  invention  con- 
sists in  a  "  method  of  restoring  to,  compressed  air  or  other  ebustic 
fluid,  when  employed  as  a  motive  power,  the  heat  of  which  it 
has  been  deprived  by  such  compression,  and  thereby  increasing 
"  its  expansive  force.  I  employ  for  the  purpose  the  heat  gene- 
rated by  the  slacking  of  lime  with  water,  or  by  the  mixture  of 
concentoated  sulphuric  acid  with  water,  or  simply  that  which 
"  is  evolved  from  hot  air  or  oil.'^  For  this  piu*pose  there  are  two 
circular  vessels  the  one  placed  within  the  other,  and  containing 
the  lime  and  water  or  other  heating  substance.  The  air  is  made 
to  pass  between  the  vessels  before  going  to  the  cylinder.  Or  the 
cyhnder  may  be  enclosed  in  a  casing  or  jacket  divided  into  two 
compartments,  the  outer  one  containing  the  heating  substances. 

[FrintecLlOcJ.    Drawing.    See  Mechanics*  Magarineb  voU  61,  p.  91.   Patent 
Jounuu,  vdL  7;  p.  17©. J 

A.D.  1849,  Mardi  14.—N<»  12,620. 

BRAGG,  William  Allen. — Part  of  this  is  a  means^  of  applying 
the  pressure  of  air  to  work  an  engine  for  propelling  the  main 
shaft  of  a  steam  vessel.  There  are  two  vacuum  cylinders  ex- 
hausted by  means  of  s  steam  engine  or  oHher  power,  and  two 
pistons  and  cylinders  which  work  tibe  shaft.  Air  pipes  lead  from 
the  vacuiun  vessel  to  each  end  of  the  cylinders,  and  serve  to 
exhaust  one  end^  while  by  opening  certain  cocks  in  the  pipes 
the  air  will  rush 'along  them  to  the  c^her  ends  of  the  cylinders. 

CPrinted,lf.   Strawing.   See  Mechanics' Ma«alne,yotLfil,  p.  284  FmotiGal 
Mechanics'  Journal,  vol.  2,  p.  19L   Patent  Journal,  vol  7,  p.  260.] 

A.D.  1849,  March  20.— N°  12,631. 

SIEMENS,  Charlbs  William. — ^*' Improvements  in  engines 
"  to  be  worked  by  steam'  and  other  fluids,  and  in  evaporating 
"  Uquids.** 

These  are,  first,  an  improved  condenser  made  on  principles 
analogous  to  that  of  the  r^enerative  engine,  A.D.  1847,  No.  12,006. 

The  second  part  of  the  specification  describes  an  improved  valve 
for  distributing  the  steam  or  ol^er  fluid  on  leaving  the  cylinder  of 
the  regenerative  esigine,  and  for  receiving  the  same  back  at  proper 
intervals.    It  consists  of  a  cast-iron  casing  with  an  internal  cylindri- 
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eal  surface  containing  twelve  or  other  number  of  rectanRular  aper- 
tures, which  communicate  respectively  with  the  regenerative 
compartmentfi  except  two,  of  which  one  a  communicates  with  the 
boiler  and  the  other  b  with  the  condenser.  The  breadth  of  the 
aperturea  varies,  the  one  nearest  to  □  being  the  smallest,  the  next 
longer,  and  the  one  nearest  b  longest  of  all.  Between  □  and  b  ate 
two,  and  between  the  other  apertures  one  groove,  containing  a  atrip 
of  metii!  fitting  steain  tight  and  pushed  against  the  periphery  of  a 
solid  drum  fastened  on  an  upright  shaft,  on  which  is  a  conical  wheel 
geared  into  two  other  wheels  with  twice  its  number  of  teeth. 
Tliese  wheels  are  free  to  revolve  on,  but  sometimes  psjtake  the 
motion  of,  a  shaft  (which  is  moved  by  the  engine,  making  two 
revolutions  for  one  of  the  former).  The  peripheiy  of  the  drum 
contsina  a  rectangular  aperture  leading  to  the  exhaust  pipe  of  the 
cylinder.  This  aperture  which  formerly  covered  a  begins  to  move 
round  when  the  fluid  has  nearly  completed  the  stioke  of  the 
piston  or  trunk,  until  it  reaches  b,  where  it  stops  until  after  the 
return  stroke  is  nearly  completed,  when  it  moves  back  to  u  in 
the  opposite  direction. 

And,  thirdly,  an  evaporator  also  constructed  on  principles 
analogous  to  that  of  the  regenerative  engine. 

[Fruited, 2i. lOd.  Dnwiogs.  SeeSiejH!rtoryotAirta,tal.2<)lBnlaii/edisrUK), 

K.Sie,  333.     HedianiCB'  Mnetudue.  vol.  01,  p.  HIT;  vol.  Se,  pp.  31,100, 
taut  Joami],val.8,  up.  t;3,eo.] 

A.D.  1849,  March  24.— N"  12.533. 
MACKINTOSH,  John.— The  first  part  consists  in  arranging  the 
furnace  of  a  steam  engine  so  that  the  expanded  ait  and  products 
of  combustion  give  motion  to  a  second  engine.  ITie  furnace  and 
ash  pit  must  be  closed,  and  supphed  with  air  by  a  blower.  The 
second  part  consists  in  giving  motion  to  ships  by  forcing  water 
out  of  tanks  by  the  action  of  steam  or  other  elastic  fluid,  such  as 
air.  The  third  part  consists  in  propelling  vessels  and  carriages 
by  expelling  air  by  means  of  high  pressure  steam.  The  sixtli  pwt 
consists  of  a  cylinder  fijted  on  an  axis,  and  working  within  an 
outer  cyhnder  having  a  weighted  outlet  valve.  Two  or  more 
channels  or  passages  pass  from  the  axis  towards  a  part  of  the 
periphery  of  the  inner  cylinder,  and  then  by  a  bend  pass  out  by 
another  part  of  the  periphery  to  the  space  between  the  cylinders. 
Steam  «i  otbei  Quid  is  admitted  into  the   axis   made  partly 
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hollow^  drives  out  steam  of  less  pressure  in  the  space  between  the 
cylinders  and  gives  motion  to  the  axis. 

rPrintod,  lit.  8d.   Drawings.  See  Bepertoiy  of  Arts,  vol.  15  (tfn2arflredMr»^«). 
p.  9.    Mechanics'  Haganne,  toL  51,  p.  806.    Patent  Journal,  yoI.  8,  p.  &.] 


A.D.  1849,  April  17.— N<»  12,576. 

REMINGTON,  George. — ^The  inventions  described  as  being 
applicable  to  pneumatic  engines  are,  first,  converting  recipro- 
cating rectilinear  motion  into  a  continuous  rotary  motion  by 
means  of  an  axle  with  a  stud  passing  through  a  pipe  with  a 
continuous  groove,  or  through  pipes  cut  into  cylindrical  wedges. 

Secondly,  communicating  motion  to  the  crank  without  the 
use  of  a  hollow  piston  rod  or  trunk.  In  this  case  a  vibrating 
rod  is  fixed  to  the  pistoD,  and  passes  through  an  opening  or 
slit  in  the  cover  of  the  cylinder,  while  a  flat  plate  or  slide  with 
a  gland  and  stuffing  box  moves  with  the  rod,  so  to  close  the  slit. 
The  connecting  rod  passes  through  the  centre  of  a  globe  half  let 
into  the  gland.  Another  way  is  by  fixing  the  extremity  of  the 
rod  to  a  box  whidi  slides  between  two  plates  of  the  piston. 

Thirdly,  a  mode  of  forming  a  double  engine  by  placing  one 
cylinder  within  another.  The  outer  cylinder  has  an  annular 
piston  with  two  connecting  rods  attached  to  cranks,  and  the  inner 
cylinder  a  piston  witli  a  connecting  rod  to  a  crank  on  the  same 
axis,  but  set  at  a  right  angle  to  the  first  cranks.  A  single  engine 
may  be  formed  in  a  similar  way  by  admitting  the  steam  or  motive 
force  only  into  the  large  cylinder.  Four  rods  are  attached  to  the 
annular  piston  and  their  extremities  fetatened  to  a  ring,  from  which 
a  pipe  depends,  and  the  piston  to  the  small  cylinder  is  fixed  to 
such  pipe. 

[Printed,  2f .  Qd,   Drawings.    See  Mechanics'  Magazine,  vol.  61,  p.  382.] 

A.D.  1849,  June  7.— N»  12,649. 
HOUSTON,  John. — Engine  worked  by  steam  and  air  conjointly. 
The  boiler  is  famished  with  a  number  of  tubes  or  other  hollow 
apparatus,  into  which  air  is  pumped.  The  air  then  passes  into 
a  vessel,  to  which  the  steam  is  also  conducted  which  mixes  with 
the  air,  and  they  together  work  the  engine. 

[Printed,  4(2.  No  Drawings.    See  Repertory  of  Arts,  vol.  25  (ew^arVed  ««»•*««), 
p.  112.  Heobanics'  Magazine,  voL  51,  p.  572.] 
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A.D.  18^9,  June  7  — N"  12,654. 
SMITH,  Stanhope  Bavnbb. — Depositing  metals  and  obtaining 
motive  power.  The  finh  put  of  the  inFention  consists  in  "the 
"  use  of  the  hydrogeo  evolred  from  loltaic  batteries  for  pro- 
"  dacing  motive  power,  by  mixing  dad  detonating  the  said 
"  hydrogen  with  oxygen  ot  atmospheric  air." 

[Prinl«d,ld.    No  DrawiriBS.  See  Ecpertoryof  Arts, vol.l5(eiiJarj«d)B)-M»), 
p.  117.    Meolmnies'  Msgndal,  toI.  n,  p.  sn.    Pnlent  Journil.  vol  B. 


A.D.  1849.  September  27.— N°  12,78B. 
MAILLARD,  NicHOLAa  Doban. — "Improvements  in  obtain- 
"  infE  motive  power  for  giving  motion  to  machinery  and  i 
"  peUing  vessels ." 

CKo  SpecificatioQ  mipolled.] 


vapor  of     II 
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A.D.  1849,  October  18.— N"  12,815. 
CAMPBELL,  Ethan. — Obtaining  and  applying  the  vapor  of 
alcohol  and  other  like  rapors  as  a  motive  power.  A  separate  fur- 
pace  is  made  to  heat  water  which  circulates  over  it  and  the  flues 
leading  fi'om  it,  and  then  through  pipes  into  and  out  of  a  boiler 
containing  alcohol  that  does  not  mix  with  the  water,  where  the 
water  parts  Mith  most  of  its  heat  and  then  returns  by  a  pipe 
placed  below  the  furnace.  The  water  space  is  provided  above 
with  n  pfcssure  (ylinder,  into  which  the  eipanded  water  and 
steam  passea,  whence  it  goes  by  a  side  pipe  to  the  water  space 
belcFW  the  firrnace,  atid  a  sufficient  supply  of  wnter  under  pressure 
is  thereby  ensured  to  all  parts  of  the  water  space.  A  dividing 
plate  partly  separates  the  hatter  water  above  the  I^unace  from 
the  water  below.  The  alcohol  vaporized  by  the  water  passes  to 
the  working  cylinders.  The  cylinders  are  each  furnished  with 
two  piston  valves  on  tlie  same  slide  rod.  By  means  of  a  latch 
striking  ogajnst  a  £jccd  rod  or  lifted  by  pins  working  in  grooves 
othenrise  the  motion  of  tlie  slide  rod  is  arrested  during  pact 
of  the  stroke,  tmd  one  valve  is  left  under  the  induction  port  at 
the  half  back  stroke  while  the  eduction  port  is  left  open,  thus 
cuttlnii  qS  the  steam.  The  exhaust  pipes  take  the  steam  to 
the  condenser  which  hu  a,  oyltndnoal  outer  metaUic  t 
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Goncentrie:  aniuilar  spacea  for  tihe  leeeption  of  the  vapor^  between 
which  a  current  of  cold  water  flows  (from  outside  the  ship  when 
the  invention  is  applied  to  marine  propulsion).  Afber  beinf( 
condensed  by  this  water  or  other  convenient  meflens,  the  liquid 
passes  to  a  reservoir  and  thence  to  the  feeding  vessel^  which  it 
enters  by  a  pipe,  st  the  highest  part  This  pipe  has  a  second 
opening  into  the  boiler^  which  is  usually  closed  by  a  vertical  slid- 
ing tube.  As  the  vessel  becomes  filled  with  fluid  a  float  is  raised 
up  and  a  guide  rod  fastened  to  it,  aided  at  the  last  moment  by 
the  action  of  springs^  suddenly  raises  the  sliding  tube  so  as.  to  shut 
the  passage  to  the  iseservoir  and  open  that  to  the  boiler.  Steam 
then  enters  the  feeding  vessel  and  aids  the  liquid  to  force  open 
a  valve  covering  a  third  passage,  and  to  escape  into  the  boiler. 
The  boiler  is  proidded  with  a  safety  valve  and  steam  gauge  which, 
when  the  pressure  becomes  too  high,  allows  the  vapor  to  pass  to 
the  condenser. 

V 

(Trinted,  2$,  Sd,  Drawings.    Sea  Mechanics*  "iWi^pigine,  voL  S2,  p.  338. 
Patent  Hanual,  voL  9,  p.  29.] 


A.D.  1849,  December  10.— N°  12,880.    (*  *) 

DAVIES,  Jonah,  aid  DA  VIES,  George.  — ^'Itaprovements 
"  in  engines  worked  by  steam,  air,  water,"  &c..  "  also  in  boilers, 
the  principle  of  which  improvements  is  likewise  applicable  to 
*'  blowing  wr  and  pumping  water.'*'  A  steam  chamber  has  the 
form  of  a  portion  of  a  sphere  revolving  on  an  axis  passing  through 
the  centre,  on  which  are  keyed  two  conical  ends  that  revolve  in 
the  steam  chamber,  and  are  connected  by  means  of  the  piston, 
there  being  an  opening  through  the  moveable  partition  tiiat  re- 
volves on  its  axis,  for  the  passage  of  the  piston  ;  there  being  a 
spherical  boss  on  the  axis,  which  is  in  two  halves,  so  arranged 
that  the  inner  end  of  the  piston  passes  between  them,  and  comes 
in  contact  with  ^e  axis  whilst  on  the  opposite  side,  the  boss  has 
a  tendency  to  exipiaid  within  the  central  opening  of  the  pastition, 
i)y  means  of  a  spring  and  wedge,  by  which  the  steam  is  prevented 
passing  from  one  side  to  the  other  of  the  piston.  The  partition 
is  placed  at  an  vngle  of  about  60°  with  the  axis.  The  steam  pas- 
sages are  made  in  the  oonicaL  ends  on  each  side  of  the  piston. 
The  steam  valve  only  requires  to  be  changed  in  its  positionidien 
it  is  desired  to  change  the  direction  of  the  engine. 
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evideat  that  bj  a  slight  modification  tbU  engine  m&y 
beconie  a  pump  far  fordng  water. 

LPrinted,  3s,    Drawinna.    Sec  Mcchnnics'  MsffBslne,  vol.  62,  p,  iW.    Pnlcnl 
JDumsl,  vol.  9,  p.  IM.] 


A.D.  1849,  December  16.— N"  12,889. 
COWPER,  Chakles,— (,^  commmication.) —This  consists  of 
"  instruments  operatinfi  bj  the  chanRea  of  form  caused  hj  varia- 
"  tions  of  internal  or  external  pressure,  however  produced,  in 
"  Buitftbly  arranged  bent  or  twisted  tabes  whose  transverse  sec- 
"  tion  13  of  a  flattened  form  or  of  any  form  differing  from  that  of 
"  a  circle."  Motive  power  may  thus  be  obtained  from  the  varia- 
tiona  in  the  temperature  and  preasore  of  the  atmoaphere,  and  be 
applied  to  winding  clocks  and  other  purposea.  This  is  effected 
by  two  flattened  tubes  bent  into  spirals,  and  acting  by  the  motion 
of  their  free  ends  on  a  bent  lever,  at  one  of  which  ia  a  sector 
working  into  a  pinion  which  turns  loose  on  its  axis,  and  is  pro- 
vided with  a  paU  which  takes  into  a  ratchet  wheel  with  another 
pall  to  prevent  ita  working  backwards.  The  tubes  arc  exhausted 
of  air  and  contain  a  small  quantity  of  ether.  Another  contrivance 
consists  of  a  cylinder  suspended  by  a  curd  to  awheel  and  balanced 
by  a  weight.  The  cylinder  ends  in  a  tube,  the  open  end  of  which 
is  immersed  in  mercury.  A  small  quantity  of  ether  is  introduced 
above  the  mercury  in  the  cylinder,  and  by  its  variations  in  pressure 
drivea  out  or  draws  in  mercury,  thus  alternately  making  the  appa- 
ratus heavier  or  lighter,  and  turning  a  barrel  of  the  wheel  which 
moves  in  one  direction  only.  Motive  power  is  also  obtained  by 
the  motions  of  a  bent  tube,  into  which  steam  ia  alternately  ad- 
mitted and  condensed  or  discharged  into  the  atmosphere.  Here 
one  end  of  the  tube  ia  free  and  acts  on  a  crank  by  a  connecting 
rod. 

[Printed,  li.  ed.  Dmwinin.  Bee  Ucchajuos'  HoRUine,  voL  G3,  p.  496. 
PrsMlcitl  UedisnicB*  Jnurnii!.  vol.  4,  p.  ESQ,  and  vol.  G.  p.  \*3.  Artiian. 
»oL  B.  PP.1MMH1  SM.    Patent  JoumJ.  vol.  »,  p,  BBS.  md  toI.  li,  p.  W.] 

A.D.  1860,  January  I?.— X"  12,930. 
COWING,  Henry.—  "  Improvements  in  obtaining  motive  power, 
"  and  in  steam  and  other  ploughs,  in  land  carriages  and  in  Are 
engine*,  in  raising  water  for  draining  and  other  agrioutioral 
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"  purposes,  and  in  apparatus  for  evaporating  saccharine  and  other 
"  liquors." 

[No  Specification  enrolled.] 

A.D.  1850,  June  3.— N«  13,096. 

FORD,  George  Hayward. — {A  communication,)  —  Motive 
power  is  obtained  by  the  revolution  of  a  blower,  composed  of  two 
conical  discs,  each  with  four  fans  radiating  from  the  centre.  One 
disc  has  a  circular  opening,  behind  which  is  a  wheel  or  cylinder 
with  *'  longitudinal  openings  in  the  sides,  with  ribs  at  each  open- 
ing placed  at  an  angle  of  about  45  degrees  inward  from  the  line  of 
the  periphery."  The  blower  and  cylinder  are  placed  in  a  strong 
air  chamber,  having  a  division  behind  the  blower,  so  that  the  only 
communication  between  the  two  compartments  is  through  the 
blower  and  drum.  Air  is  compressed  into  the  chamber,  and  then 
is  supplied  from  the  compartment  containing  the  blower  to  work 
an  air  engine,  which  causes  tbe  blower  to  revolve,  and  to  throw 
the  air  from  the  first  compartment  (that  containing  the  cylinder) 
by  centrifugal  force  into  the  other  or  second  compartment,  mak- 
ing a  difPerence  of  pressure  between  them,  which  serves  to  work 
the  engine;  but  the  power  obtained  from  the  velocity  of  the  air 
being  greater  than  that  required  to  cause  the  blower  to  revolve, 
the  excess  it  used  to  work  a  second  and  large  engine  by  compressed 
air  from  the  second  compartment.  The  exhaust  air  from  both 
engines  is  returned  into  the  first  compartment. 

[Printed,  8d,  Drttwing.  See  Bepertoiy  of  Arta,  toL  17  {enlarged  series), 
p.  34.  Mechanics'  Magazine,  vol.  88,  p.  489.  Patent  Journal,  vol.  10, 
p.  102.] 

A.D.  1850,  June  8.— N«  13,111.    (*  *) 

FONTAINEMOREAU,  Pktbr  Armand,  Lb  Ck>MTE  de.— 
{A  communication, ) — *'  Improvements  in  oscillating  engines  put  in 
"  motion  by  steam  and  gas,  resulting  from  combustion." 

The  boijier  is  divided  into  two  compartments,  having  one  com- 
mon envelope  or  shell.  The  fire-place  is  surrounded  with  water, 
and  also  the  smoke  chamber,  which  contains  the  engine.  The 
fire-door  and  entrance  to  the  ash  chamber  are  made  air-tight  by  an 
asbestos  matting. 

An  outer  eylmder  and  an  inner  cylinder  nte  placed  conoentri* 
cally,  and  the  annular  space  between  them  forms  a  water  chamber. 
A  third  cylinder  is  set  oonoentrically  within  thft  ^\Mat  \si(^)  vci^ 
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forma  an  annular  cbomber,  which  receives  the  smoke  that  haa  left 
the  furnace ;  &  fouith  or  innennast  concentric  cjlinder  encloses  a 
thiid  annular  space,  which  is  nearly  filled  with  a  "  fusihle  metnl." 
The  furnace  is  auppUed  with  fresh  air  from  the  ash-pit,  and  the 
gases  are  conducted  bora  it  into  the  second  annular  space,  and 
the  ateam  at  a  very  bigh  temperature,  ftom  the  water,  in  the  second 
annular  space  is  allowed  to  mix  with  it,  and  by  its  heat  the  fusible 
metal  is  kept  melted.  The  combined  steam  and  gases  at  a  very 
high  temperature  are  then  admitted  into  the  innermost  cylinder 
above  one  of  the  surfaces  of  the  molten  metal,  and  nuaes  it  on 
one  side  of  the  cylinder,  which  gives  that  side  a  preponderance, 
and  causes  by  its  fall  the  vessel  to  oscillate.  The  steam  and  gas 
arc  then  thrown  upon  the  opposite  surface  of  the  molten  metal, 
which  causes  a  second  oscillation  in  the  reverse  directioiu 

The  application  of  the  engine  to  railways  and  steamhoots  Js 
deacribed,  and  also  method  of  disposing  the  sliding  valve  in 
oscillating  engines. 

"  Experience  demonstrates  that  the  motive  power  of  gaseous 
"  products  generated  by  combustion,  is  for  every  pound  of  coa}, 
"  about  three  times  larger  than  the  corresponding  steam,  power 
"  obtained  in  a  common  generator.  Or,  if  the  power  generated 
"  by  the  combustion  of  the  fuel  be  represented  by  100,  the  cor- 
"  responding  steam  power  generated  in  the  boiler  will  be  35,  and 
"  the  force  of  the  engine  is  25  per  cent,  at  the  utmost,  which  loss 
"  of  combustible  is  75  per  cent,  in  the  beat  engines  yet  known. 
"  The  flame  in  this  engine  acting  conjointly  with  the  steam  allows 
"  the  boiler  to  be  considerably  diminished,  and  simplifiea  to  a 
"  great  extent  the  whole  of  the  machinery." 

The  valves  and  cocks  of  egress  and  regress,  and  various  adjust- 
ments, are  eiplained  by  drawings  on  a  large  scale. 

The  "  quantity  of  the  atmospheric  air  to  produce  by  the  eoin- 
"  bnation  the  most  useful  and  possible  effect"  is  regulated  by 
the  suction  of  the  engine  itself. 

Hecbanics'  3I»g»alnn  vol.  CS,  p.  «7. 


A.D.  1850,  June  11,— >""  13,120. 
VRIES,  John   Hbnby.— "  First,   I   have  discovered  that  bj 
"  aUowing  the  escape  of  small  quantities  at  a  time  of  thia  highly- 
"  compreMcd  (atmoaphmc)  air,  and  causing  it  to  act  suddenly 
"  »ad  momentarily  upon  any  aoUd  body,  that  it  will,  by  its 
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"  continued  impulses^  create  a  super  power>  that  is,  will  create 
more  than  suffioient  force  than  would  be  required  to  compress 
the  same  quantity  of  air  suffered  to  escape  into  the  same  receiver 

«  at  the  same  time. 

Second,  by  .continually  compressing  more  ur  into  the  receiver 
the  elastic  force  is  greatly  increased  by  the  retention  of  the 
heat  developed  during  condensation. 
Third,  '^lat  a  great  advantage  is  gained  by  drawing  the  air 

''  to  be  condensed  from  a  height  above  the  lowest  stata,  through  a 

**  pipe  of  peculiar  construction.'' 
The  compressed  air  is  made  to  act  either  on  a  piston  in  a 

cylinder,  or  on  a  fkn  of  a  rotatory  engine.  Various  forms  of  engines 

marine  locomotive,  and  adapted  for  ordinary  roads  are  described. 

[Printed,  Is,  lOd.   Drawings.    See  Mechanics'  Magazine,  vol.  68,  p.  496. 
Patent  Journal,  toL  10,  p.  138.] 

A.D.  1860,  July  15.— N«  13,174. 

BOOTH,  Tbmpbst. — ^Motive  power  is  obtained  firom  the  air 
supplying  a  furnace  by  a  set  of  radiating  vanes  on  a  principle 
similar  to  that  of  a  smoke  jack  or  a  revolving  ventilator,  and  may 
be  employed  where  a  considerable  speed  but  no  great  power  is 
required  in  cases  where  a  ^iq  is  also  reqiured,  as  in  coffee  roasting, 
bread  and  biscuit  baking,  the  turning  of  reflectors  in  signaliig^,' 
and  also  (by  applying  the  improvements  to  windmills  or  by  the 
use  of  spedal  fumaoes)  in  driving  machinery  for  spinning  ropes, 
dressing  grain,  and  other  purposes*  Several  sorts  of  apparattu 
are  described.  In  one  the  vanes  are  placed  between  an  e2ctemal 
and  internal  ring  of  iron  or  other  material.  The  edge  of  the 
outer  ring  is  made  perfectly  true  so  tiiat  the  ring  of  vanes 
revolves  in  dose  contiguity  to  a  stationary  ring  having  a  flange 
constructed  to  direct  the  rush  of  air  to  the  vanes.  The  ring  of 
vanes  is  placed  near  the  periphery  of  a  wheel  or  disk  of  metid  or 
covered  radiating  arms.  A  circular  casing  conducts  the  air  after 
acting  on  the  vanes  to  the  flue  leading  to  the  fmmace.  In  another 
modification  motion  is  conmiunicated  to  a  shaft  from  the  vane 
wheel  by  a  Motion  -wheel  or  roller  placed  within  and  in  contact 
with  the  lowest  poinct  of  the  internal  ring  of  the  vanes,  and  the  air 
is  taken  l^  a  fkmnel-shaped  opening  to  the  furnace.  In  othw 
modifications  a  vane  wheel  or  two  such  wheels  revolve  in  sepaarate 
circular  casings,  and  the  air  passes  by  pipes  placed  near  the 
peripheiy*    Th«  vanes  may  be  covered  either  by  pUte^^^iViitJGLQvsL 
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be  made  to  exiiand  or  pushed  out  from  the  central  covered  disc, 
or  by  riogf  hsvlng  their  larger  diameter  of  various  sizen  bo  as  to 
at^ust  the  surface  of  the  vanes  to  the  amount  of  draught. 
Methods  are  also  described  of  altering  the  inclioation  of  the  vanes 
either  separately  or  simultancouslj.  The  vanes  may  be  eurred 
and  may  be  arranged  in  aerieB  of  two  or  more  rings. 

[printed,  li.  M.     Dravinn.     Bee  Mcrbsnica'  IHninuinD.  vol.  M,  p.  si>. 
En)!iniKrB' uid  Architects' Journnl,  rol.  11,  p.  SS.    yatcnlJourDBJ,  td).  ID, 

A.D.  18fi0,  July  31-— N"  13,207. 
GREENOUGH,  John  Jameb.— "Improvements  in  obtaining 
"  and  applying  motive  power." 

[So  Spocifloation  enrolled.] 

A.D.  1850,  August  U.—S'  1.1,220. 
FRfiCHE,  Arnacd  Nicolas.— This  consists  in  the  creation  of 
a  principle  of  action  of  several  levers  producing  by  one  another  a 
proRreasion  of  power.  The  maehine  may  be  composed  of  twelve 
rows  of  levers  similar  to  those  figured.  The  princiiml  lever  in  the 
drawing  ia  loaded  and  ha«  between  the  weight  and  the  fulorum 
a  band  which  unites  it  to  the  top  lever.  The  top  lever  is  attached 
between  the  attachment  of  the  band  and  its  fulcrum  to  the  first 
multiplying  lever  which  moves  a  sector  placed  on  the  opposite 
side  of  its  fulcrum.  The  sector  moves  a  pinion  which  moves  the 
first  cam.  The  cam  gives  the  effect  of  the  fii-st  multiplying  lever 
to  the  second.  There  are  a  succession  of  similax  levers,  sectors, 
cams,  and  pinions.  The  last  lever  appears  to  be  attached  to  the 
fulcrum  of  a  rod  or  lever  which  at  one  extremity  ends  in  a  sector 
connected  by  wheel  work  with  the  principal  lever  and  at  the  other 
extrenutf  is  attached  to  a  rod  working  a  orank  on  the  drivinj; 


A.D.  1850,  October  3.— N"  13,271.    (*  *) 
BOGGETT,  WiLUAM,  and  SMITH.  William.— Rotary  engine 
worked  by  steam  or  other  eiastic  Quid  and  also  various  applications 

A  cylinder  closed  at  the  two  ends  is  mounted  on  an  axle.    A 
cylinder  of  mueh  smaller  diameter  revolves  eccentrically  within 
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it^  a  guide  arm  projects  from  the  smaller  cylinder  and  works  to 
and  £ro  in  a  recess  on  one  side  of  the  cylinder,  and  a  steam  stop 
projects  from  the  central  shaft,  and  is  enclosed  within  the  smaller 
cylinder,  with  the  interior  surface  of  which  it  is  kept  in  steam- 
tight  sliding  contact.  Steam  is  admitted  into  the  space  enclosed 
hy  one  side  of  the  guide  arm,  and  the  line  of  contact  of  the 
cylinder  and  eccentric  ring,  and  carries  the  steam  stop  and  shaft 
along  with  it,  and  the  rotary  movement  is  initiated  at  the  com- 
mencement of  the  next  revolution.  On  the  slightest  farther 
angular  movement  the  used  steam  escapes  through  the  eduction 
passage,  and  a  fresh  supply  is  admitted  at  the  induction  orifice. 

[Printed,  l«.8d.  Drawings.  See  Mechanics*  Magazine*  vol.  64,  pp.  281, 299, 
and  vol.  68,  p.  41 ;  Patent  Journal,  vol.  11,  p.  12 ;  Journal  of  Qaa  Lighting, 
vol.  2,  p.  90.  J 

A.D.  1851,  October  10.— N°  13,281. 

FERNIHOUGH,  William  Francis.— Part  of  this  invention 
relates  to  obtaining  motive  power  by  using  the  products  of  com- 
bustion from  a  close  furnace  and  steam  produced  within  it,  in  an 
impulsive  rotary  engine,  of  which  the  preferable  form  consists  of 
two  or  more  arms  tapered  from  the  spindle  to  the  tips,  revolving 
in  a  close  circular  case,  which  the  aeriform  bodies  enter  by  a  jet  in 
a  tangential  direction  near  the  circumference  and  quit  near  the 
centre.  The  steam  is  produced  by  spray  injected  at  the  top  of  the 
furnace  and  heated  by  metal  or  fire  clay  bars  above  the  fuel.  Air 
is  forced  into  the  ash-box  by  a  fan  which  delivers  its  air  all  round 
the  circumference  of  the  case  by  a  narrow  slit,  thereby  increasing 
the  pressure  by  means  of  the  centrifugal  force  of  the  revolving  air. 
The  aeriform  bodies  may  be  used  to  produce  power  in  a  chamber 
similar  to  a  gasometer,  provided  with  a  stuffing  box  to  retain  the 
water.  The  exit  valve  is  sealed  by  the  effusion  of  water  at  the 
time  of  closing. 

[Printed,  l(k?.  Drawing.  See'Repertory  of  Arts,  yoh  17  {enlarged  series), 
p.  278.  Mechanics'  Magazine,  vol.  64,  p.  818.  Patent  Journal,  toI.  U, 
p.  23.] 

A.D.  1850,  December  12.— N«  13,410. 

JOHNSON,  William  Beckett. — Improvements  in  steam 
engines,  wholly  or  in  part  applicable  where  other  vapours  or 
gases  are  used.. 

These  are  employing  in  horizontal  engines  a  condenser  formed 
as  part  of  the  foundation  plate^  a  paraUd  motion  to  guide  the 

A.  -S. 
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])iBt<ni  rod,  anair  pump  worked  by  levers  fixed  on  the  shaft  and 
pkced  aliDut  the  centre  of  the  engine,  a  hot  well  formm^  a  part 
of  the  foundation  pl&te :  also  in  employing  in  inrerted  cylinder 
engines  a,  box  framing  circular  in  horizontal  section  having  open- 
ings and  being  strengthened  bj  liba,  a  condenser  and  hot  well 
fonninfi;  part  of  the  framing,  n  lever  for  workini;  the  air  pump  tn 
which  motion  is  given  by  connecting  rods  irom  the  piston  rod 
oroes  bar,  slides  or  guides  to  guide  the  piston  rod  :  also  in  the 
use  of  springs  in  metallic  packed  pistons  and  in  metallic  packed 
O  valTes,  so  arranged  that  the  expansive  power  acta  in  a  line 
constituting  a  chord  to  the  carcle  of  the  piston  or  the  arc  of  the 
back  of  the  valve. 

[Prtntod.  U.  Bd.  Drawings.  Bee  London  Jonrnal  ( J'fwtoit'*),  ™L  41  (wn- 
ioimd  tarUt),  p.  £03.  lUeoUnnics'  Magsziim,  vol,  w.,  p.  19ti.  FmaljciL 
MeehinlCB"  Jouniai,  vol.  S,  p,  170.    Patent  Jounial,  vol.  II,  p.  IBSJ 


A.0.  1850,  December  26.— N"  i;i,425. 
DUNN,  Edvj AUD.— "  Producing  motive  power  by  dilatation  or 
"  expansion  of  certain  fluids  or  gases  cauaed  by  the  application  of 
■'  caloric." 

There  are  two  cylinders  of  unequal  diameter,  the  smaller  cylin- 
der being  the  supply,  and  the  lower  and  larger  cylinder  the  work- 
ing cylinder.  They  are  both  provided  with  pistons  connected 
tc^ether  by  rods  or  braces,  and  a  "  heat  intercepting  vessel ''  is 
attached  to  the  lower  auriitce  of  the  working  piston.  There  is  a 
heater  or  cylindrical  vessel  with  an  inverted  spherical  bottom 
heated  by  flre  places  placed  below  and  by  flues  leading  from  them : 
aud  a  second  cylindrical  vessel  or  receiver,  and  one  or  two  regener- 
ators or  vessels  of  cubical  form  filled  with  discs  of  wire  net  asbestos 
and  other  minei'sl  or  metallic  substances.  In  working  the  engine 
the  air  from  the  heater  is  allowed  to  press  below  the  working 
piston,  and  force  it  and  the  supply  piston  upwards.  The  air 
above  the  latter  is  driven  into  the  receiver  and  thenoe  through 
one  of  the  regenerators  to  the  heater.  The  space  below  the  work- 
ing piston  is  then  made  to  commimioate  with  an  exhaust  chamber, 
and  the  piston  descends  by  its  own  weight  driving  the  hot  air 
through  the  other  regenerator  to  pass  off  through  the  exhaust 
chamber.  At  the  same  time  a  fresh  charge  of  atmospheric  air  is 
admitted  above  the  sujiply  piston.  When  two  regenerators  are 
uMd,  the  connections  must  be  reversed  after  about  fifty  strokes  of 
the  enpiinos,  thus  aUowing  the  hot  exhaust  air  to  pass  through 


MOTIVE  POWER  ENGINES.  147 

the  regenerator  which  has  heen  hefore  cooled  by  the  tir  from  ihe 
supplj  piston,  «nd  vice  Tend. 

When  any  medium  but  air  is  used,  a  pipe  is  made  to  pass  'from 
the  exhaust  chamber  io  the  chamber  of  the  inlet  yalve  of  the 
supply  piston. 

[Printed,  10(2.  Draiwing.  See  Lcmdon  Journal  (If^w^on's  0OM/oin^  mWm), 
vol.  89,  p.  269 ;  VOL  48,  p.  21B ;  Bepertcnry  of  Arte,  vol  lj8  (enli^ed  mtim), 
p.  98.  Mechanics'  Magazine,  vqL  56,  pp.  18  and  41.  Artizan,  voL  9,  p.  95. 
Fntent  Soomati^yoL  11,  p.  179.] 

A.D.  1851,  February  17.— N<»  13,516. 

BUCHHOLZ,  GusTAV  Adolph.— -The  third  part  of  this  inven- 
tion consists  ^  in  a  machine  constructed  of  such  mechanical  parts 
^  that  constant  pressure  being  applied  at  two  or  more  points,  and 
"  so  that  the  lines  of  pressure  shall  give  rotary  motion  to  one 
^  or  more  axes^  the  pressure  shall  remain  stationary  in  position.^ 
This  is  to  be  effected  by  applying  constant  forces  to  eccentric 
wheels  in  fixed  directions.  Tliese  wheels,  of  which  j^ere  are  two 
series  with  different  centres  must  not  be  less  than  four  in  nimiber, 
and  will  conmiunicate  their  motion  by  means  of  gearing  consisting 
of  a  number  of  toothed  wheels  and  pinions  to  a  central  shafti 
The  constant  force  is  denved  :&om  the  compression  of  a  spring, 
and  is  applied  by  «  plunger  or  eccentric  rod  to  the  eooentrios.  It 
is  applied  most  advantageously  in  a  line  as  nearly  as  possible  at 
right  angles  to  one  passing  through  the  centres  of  the  eccentrics. 
Machines  producing  compound  motion  round  an  axis  itself  having 
a  rotation  around  another  axis,  are  made  by  combining  three  or 
more  of  the  machines  for  producing  simple  motion,  in  which  the 
required  force  is  applied  by  straps,  and  the  wheels  of  all  are  in 
gear  with  wheels  fixed  on  the  central  shaft.  '-'^' 

[Printed,  109. 4t?.   Praniofs.   See  Mechanics' Magazine,  voL  65,  p.  168.1 

A.D.  1851,  February  18.— N°  13,516.        ' 

MASNATA,  David  Febdjnanp. — *'  A  new  mechanical  system 
"  with  compressed  jsii,  adapted  to  obtain  a  new  moving  powior." 
CNo  Specifioation  enrolled.;] 

AJ).  1851,  Mardi  31..-.N«  13,577. 
GWYNNE,  JofiK.^Part  of  ihe  %ecification  relates  to  ob- 
taining motive  power  by  oenftrifiigal  force.     According  to  ^e 
first  method  ihe  knrer  t>pen  end  ofmc^f&i^^tosiA^^^:^^ 
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[^^^  piston,  is  inserted  in  a  vessel  of  mereuty,  By  the  revolun^^^^ 
the  veEsel  the  mercury  falls  in  the  cylinder,  and  the  aii  above  the 
piston  presses  it  down.  After  the  motion  ceaaea  the  merctuy 
again  rises  and  the  piston  ia  forced  up,  and  thus  gives  motion  to 
a  crank.  The  vessel  is  attached  to  a  drum  which  is  at  first  made 
to  revolve  by  a  band  driving  a  pulley  connected  with  the  dmni 
by  a  shaft  and  bevelled  wheels.  The  drum  has  grooves,  into 
which  ropes  tvind  in  opposite  directions.  The  ropes  ate  con- 
nected with  the  rods  of  two  pistons  working  in  cylinders,  the  air 
in  which  by  its  increasing  density  serves  to  atop  the  revolution  of 
the  drum  at  proper  inteirala.  The  second  method  consists  of  a 
centrifugal  pump  fastened  on  the  top  of  a  vertical  pipe,  within 
which  is  a  screw.  The  action  of  the  pump  by  tending  to  form 
a  vacuum  at  the  top  of  the  pump  draws  up  the  mercury  which 
is  afterwards  thrown  from  the  pump  and  falls  hack  into  the  lower 
case.  The  mercury  in  its  constant  ascent  up  the  pipe  presses 
against  the  threads  of  the  screw  and  imparts  power  to  keep  up 
the  revolution  of  the  shaft  and  pump.  In  the  third  method  the 
mercurial  flow  ia  made  to  actuate  a  piston  working  in  a  horizontal 
cylinder  beneath. 

[Printed,  St.  lOrf.  DrawiiiK!.  SeB  Meohwiin'  Msgazine,  voL  B5,  p 
Practlml  Uei^hanics' Joumd.  TOl.  1.  pp.  lOT,  ISI,  12fl,  and  147.  Enni 
and  Architects'  Journal  vol  14,  p.  4/]i.   Patent  Journal,  vol.  12.  v.M 
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A.D.  1851,  Harcli  31.— N°  13,579. 
BRUNIER,  Louis.— "Obtaining  power  by  the  use  of  ateafl 
"  compressed  air."  The  part  relating  to  steam  is  not  included 
in  the  Sjiecidoation  as  filed,  and  was  disclaimed  by  a  disclaimer, 
dated  25th  September  l^^Sl.  The  apparatus  described  consists  of 
a  large  vessel  with  ttvo  ascending  pipes  communicating  by  a  third 
pipe.  The  large  vessel  contains  several  smaJl  vessels,  each  pro- 
vided with  a  valve  opening  outwards,  and  with  a  rising  conical 
tube.  The  tubes  communicate  with  boxes  and  with  a  vacuum 
vessel,  and  also  with  the  third  pipe,  but  the  communication  may 
be  closed  by  valves.  To  start  the  engine  compressed  air  is 
pumped  into  one  of  the  pipes  rising  from  the  large  vessel  until  a 
pressure  of  about  an  atmosphere  and  a  quarter  ia  obtained. 
Then  on  closing  the  valves  in  the  tube  through  which  the  com- 
pressed BJr  is  forced,  and  on  opening  those  in  the  tubes  leading 
from  the  third  pipe  to  the  small  vessels,  and  in  the  pipe  to  the 
irorkia^  cylinder  it  will  be  found  that  a  constant  supply  of  com- 
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pressed  air  for  the  enfj^ne  will  be  maintained  in  the  large  vessel. 
For  the  rush  of  air  from  the  third  pipe  down  the  apparatuses  on 
the  tubes  will  cause  a  quantity  of  the  outer  atmosphere  to  be 
drawn  in  through  openings  in  these  tubes^  and  forced  through 
the  conical  tubes  into  the  small  vessels. 

[Printed,  lOd.  Drawing.  See  Bepertory  of  Arts,  vol.  IB  (enlarged  series) » 
p.  287.  Mechanics'  Magazine,  vol.  65,  p.  299.  Patent  Journal,  voL  12, 
p.  89.] 

A.D;  1851,  May  8.— N°  13,625. 

NEWTON,  William  Edward. — (A  communication,)  —  The 
second  part  of  this  invention  consists  in  the  employment  of 
metallic  packing  for  engines  to  be  worked  by  steam,  air,  or  gases, 
which  packing  is  shaped  and  combined  in  a  matrix  or  cup-shaped, 
and  arranged  so  as  to  allow  the  piston  rod  liberty  to  vibrate 
laterally,  to  yield  to  the  irregularities  of  the  engine.  This  is  done 
by  rings  of  metal,  which  may  be  cut  in  one  or  more  places,  and 
which  are  ground  to  fit  one  another  truly  and  together  to  form 
the  frustum  of  a  cone.  Over  these  another  ring  is  placed,  upon 
which  springs  keep  a  suitable  pressure,  the  effect  of  which  will 
be  to  depress  the  packing  into  the  conical-shaped  chamber  of  the 
vibrating  cup.  The  rings  when  worn  are  pushed  onwards  by 
the  proper  application  of  springs  and  screws  so  as  to  maintain  a 
perfect  contact. 

PE^nted,  Is.  4d,  Drawings.  See  London  Journal  (Newton's),  vol.  39  (cou' 
joined  series) ,  p.  506.  Mechanics'  Magazine,  vol.  55,  p.  4!l6.  Patent  Journal, 
vol.  12,  p.  97.J 

A.D.  1851,  June  21.— N«  13,671. 

FLETCHER,  Richard. — '*  An  improvement  in  obtaining  motive 
)ower,'' 

[No  Specification  enrolled.] 


"  power'* 


A.D.  1851,  October  9— N«  13,764. 
LACKERSTEEN,  James  Frederick.— In  this  invention  car- 
bonic acid  gas  is  employed  as  a  motive  power.  The  gas  is 
generated  in  a  strong  vessel,  into  which  the  materials  proper  for 
obtaining  the  gas  are  pumped  from  two  separate  reservoirs. 
Carbonate  of  soda  and  sulphuric  acid  are  preferred.  A  percolator 
or  vessel  filled  with  small  pieces  of  glass  or  other  substances 
affording  an  extended  surface  for  mixing  the  cbemicol  toa^mb!^ 
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^^^       ia  placed  in  the  genttator  under  the  double  pipe,  by  whicfclfl^^^ 


^ 
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materiBle  enter.  Below  the  percolator  is  a  float  to  act  ai 
in  discharging  the  residuary  liquid.  The  gas  passes  into  ft  second 
vessel  [lartially  filled  with  water,  by  which  it  is  purified,  and 
thence  into  a  third  vessel,  where  it  is  lieated  by  a  jacket  of  hot 
air,  water,  or  ateam,  or  by  electricity.  From  the  third  vessel  the 
gBs  goes  to  the  cylinder,  and  is  afterwards  partly  abaorbed  by 
carbonate  of  soda,  which  is  thus  converted  in  the  bi-carbonate 
vesse!  to  supply  the  generator.  A  pump  is  uaed  between  the 
second  and  third  vessels,  which  has  two  plungers,  the  upper 
worked  by  a  crank  and  the  tower  by  a  cam  fixed  on  the  same 
shaft.  The  latter  follows  the  upper  plunger  for  some  distance, 
and  then  remains  stationary,  while  the  upper  plunger  finishes 
its  stroke  and  returns  past  the  openiaf;  of  the  supply  pipe.  The 
lower  plunger  then  recedes  to  ft  position  at  the  opening  of  the 
discbarge  pipe.  It  is  followed  by  the  upper  plunger  which  coinea 
in  oontnct  with  it  at  the  end  of  its  stroke. 

[printed,  lUrf.    Drmwinna.    6ea  Eepertaryof  ,\rVi,  vol.  IBfetiiai-ffrf  «fMe«), 
p.  293.    Mmhaiucs'  Mgeauiu^  vol.  50,  p.  317,] 

A.D.  1851,  October  23.— N=  13,786. 
PAPE,  John  Henry, — "Ploughs."  Part  of  the  invention 
consists  in  a  method  of  producing  a  moving  power  by  gunpowder, 
gun  cotton,  or  other  substance.  There  is  a  email  cylinder  in  the 
form  of  a  gun  barrel,  in  which  passes  an  iron  rod  forming  the 
piaton,  A  small  roller  or  valve  passes  through  the  cylinder  and 
carriea  through  a  hole  the  necessary  portion  of  gunpowder  by  a 
half  rotation  which  is  occasioned  hy  the  motioQ  of  the  piaton. 
The  powder  ia  exploded  by  a  lamp  directly  it  is  thrown  into  the 
cylinder,  and  forces  the  cylinder  out,  making  it  meet  the  ground, 
as  pieces  of  resistance.  The  piston  is  brought  back  by  a  spring. 
When  it  has  been  pushed  out  a  side  is  attracted,  and  to  turns  the 
valve,  which  is  moved  back  by  a  winding  spring  or  other 
elastic  substance.  The  valve  fills  itself  from  a  powder  bos 
tightly  covered  with  a  thin  piece  of  skin. 

CPrfnted.  loJ.   Onwlng.   SeeMeclumict'Migwdae.TDl.se.p.aiS.] 

AJ».  1352,  February  12.— N"  13,365. 
SCHIELE,  CHHia-riAN, — The  invention  relates  ;— 

First,   to  ft  species  of  turbine  or  rotatory  cone  wheel  worked 
by  the  action  of  steam,  water,  or  other  fluid  matter  admitted  by 
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a  pipe  into  &  qyiindrical  chionber^  on  the  upper  end  of  whidi  is  a 
flange,  on  which  an  open  frame  rests..  A  iheli  or  hollow  cone  is 
placed  within  the  Gylinder,  and  contains  a  vortieal  duplex  oonical 
spindle,  which  is  the  movinpf  portion  of  the  machine.  The  lower 
end  of  the  spindle,  which  is  made  up  throughout  of  the  anti- 
friction curve  swlBces  tout  wiiich  the  Lettns  Patent,  No.  12,338 
(Old  Law]^  were  gianted,  rests  in  an  ontifrictioai  bearing  in  the 
bottom  of  the  shell,  and  the  upper  part  is  supported  by  a  sunUar 
bearing  in  the  top  of  the  upper  frame.  The  &ce  of  the  lower 
cone  of  the  spindle  is  formed  with  a  series  of  differentially  curved 
oblique  ducts,  wolving  just,  dear  of  tha.  interioK  surface  of  the 
fixed  shell.  The  steam  or  other  motive  force»  affcw  filling  the 
cylinder,  passes  into  the  narrow  part  of  the  cone  or  shell  through 
a  ring  of  inclined  tigering  tangential  openings  corxespending  in 
number  with  the  channels  of  the  runner  or  spindle.  The  steam 
enters  an  annular  space,  and  thence  goes  into  the  channels  which 
are  formed  so  that  the  steam  enteors  them  at  its  full  velocity 
without  any  shocks  and  as  the  current  enters  in  a  nearly  hori* 
zontal  direction,  it  shall  be  smoothly  conducted  off.  its  line  to 
almost  a  right  angle  to  its  original  direction^  the  speed  being 
greatly  reduced,  and  the  current  passing  at  a  uniform  rate.  The 
channels  are,  widened  from  their  bottom  upwards  to  an  extent 
suf&cient  to  allow  of  any  practical  expansion  when  an  elastic 
body  is  used.  The  spindle  is  thus  caused  rapidly  to  revolve. 
The  friction  wheel  surfaces  and  lubricalong  contrivance  axe  on 
the  principle  described  in  the  Letters  Patent,  No.  13,784  (Old 
Law). 

The  second  part  relates  to  a  piston  governor  for  engines.  The 
pipe  or  duct  is  fitted  with  a  throttle  or  other  adjustable  valve 
moved  by  means  of  a  lever  acted  on  by  a  piston.  The  position 
of  the  piston  depends  on  the  pressure  above  and  below  it.  A 
fan  revolving  with  the  engine  tends  to  form  a  vacuum  above  the 
piston,  while  a  fordng  or  propelling  action  from  the  duct  of  a 
reservoir  tends  to  produce  a  plenum  beneath  the  piston. 

The  tlurd  part  relates  to  transmitting  power  through  pipes  or 
fluid  ducts ;  and  the  fourth  part  to  the  working  of  expansion 
valves  by  means  of  an  adjustable  pendulum  action,  whose  oscil- 
lation, derived  from  eccentric  action,  gives  an  intermittent  vibra- 
tory trarerae  to  a  gridiron  expansion  bM»,  the  slide  being  left 
behind  at  tiie  central  portion  of  the  pendulum's  swing  to  an 
extent  equal  to  the  widi^  of  the  Btesnx  potttt  \ia  «af^  ^?b^.  ^^^^ 
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^^^     trarewe  of  the  valve  is  varied  by  raising  or  loirering  tlafll^^ 


from  which  the  pendulum  is  suapended. 


A.D.  1S52,  February  12.— N"  13.967. 
STEPHENS,  John. — "  Improvements  in  obtaining  and  appl^g 
"  motive  power." 

[No  SpedGcatlon  enrolled.] 

A,D.  1852,  February  23.— N"  13,981. 
BROOMAN,    RiCHABD    Archibjild.  —  {A  communieatwi.) — 
"  WindmiUs," 

A  wind  house,  octaflODal  or  other  shaped,  is  reused  on  a  plat- 
form erected  at  a  convenient  height.  In  it  a*e  "  partitiona  by 
"  which  the  wind  blowing  ag'ainst  the  side  of  the  wind  house  ia 
"  directed  into  the  interior.  The  partitions  are  placed  tan- 
"  gentially  to  tlie  circumference  of  the  revolving  part  of  the 
"  mill."  This  consists  of  circular  ringa  to  which  curved  blades 
or  vanes  are  attached.  Doora  in  the  partitions  "  serve  to  close 
"  the  ends  of  the  passaf^es  between  the  compartments,  and 
"  prevent  the  wind  from  obtaining  access  to  tbe  interior  of  the 
"  mill  when  it  is  not  required  to  be  at  work.  Three  sides  of 
the  tvind  house  are  exposed  to  the  prevailing  winds  which  are 
deflected  by  the  partitions,  and  made  to  strike  against  the  vanes 
ur  blades.  When  "employed  onboard  ship  it  will  be  better  to 
"  dispense  with  the  employment  of  the  wind  house," 

CPrinted,  W,   Bniiviiig.   See  Jleolimiics' Slagaiiue.vol.  B7,p.l9S,] 

A.D.  1862,  March  8.— N"  14.016. 
BLEIGH,  William  Wim-cocks.— " A  counteracting  reaction 
'  motive  power  engine." 

nr 0  SpecmcBlloa  eorDlkd.] 


A.D.  1B52,  March  24.— N"  14,031.     (■ 
TARDY  DE  MONTR.iVEL,  Antoinb  Malbic 

'  ments  la  obtaining  motive  power." 

Motive  power  is  obtained  from  the  expansion  of  compressed  air 
by  heat.     A  "  double-acting  apparatus  cyUnder "  is  filled  with 
compressed  hj  a  force  pump,  of  equal  density  on  each  side 
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of  the  piston.  The  cylinder  being  heated  and  cooled  alternately 
on  each  side^  the  difference  of  expansion  will  serve  to  elevate  and 
depress  a  piston  alternately  and  produce  a  powerfcd  mechanical 
effect. 

The  following  are  the  main  features  described: — ^'A  con- 
^'  trivance  to  prevent  the  caloric  radiating  from  one  extremity  of 
''  the  cylinder  to  the  other."  A  method  of  making  pistons  air 
tight,  by  the  interposition  of  a  liquid  between  the  condensed  air 
and  the  piston.  Air-tight  bags  enclosed  in  cylinders  without 
pistons.  One  part  of  a  double  cylinder  is  made  to  close  in  the 
other ;  a  tube  or  lining  of  elastic  waterproof  material  is  made  of 
the  shape  of  the  cylinder,  and  fixed  to  the  bottom  of  the  two 
cylinders.  The  air  condensed  by  a  force  pump  forces  the  elastic 
tube  against  the^  interior  faces  of  the  cylinders.  When  the  bottoms 
are  distant  from  one  another  the  tube  is  stretched,  but  when  they 
are  near  the  lower  one  rolls  itself  up,  and  thereby  doubling  its 
thickness  forms  an  effectual  air-tight  junctipn  between  the  cylin- 
ders. Pistons  are  dispensed  with,  and  the  motion  is  transmitted 
outside  from  the  bottoms  of  the  cylinders,  connected  by  rods  to 
intermediate  mechanism.  An  arrangement  distributes  the  heat 
and  cold  alternately  round  the  cylinders.  Two  modifications  of 
the  preceding  combination  are  described. 

A  rapid  transition  from  heat  to  cold  may  be  produced  by  the 
introduction  into  the  annular  space  of  a  boiling  liquid,  followed 
by  a  cold  liquid.  The  two  extremities  of  a  cylinder  may  be 
alternately  heated,  and  the  flame  will  circulate  in  the  annular 
space,  and  the  exterior  cylinder  will  serve  as  a  safeguard  and 
concentrator  of  the  heat.  Or  a  fire-grate  may  contain  a  spi- 
rituous liquid,  and  be  suspended  to  the  exterior  cylinder,  and 
conveyed  alternately  from  one  end  to  the  other.  The  closed 
cylinder  may  be  filled  with  air  condensed  under  a  pressure  of 
two  or  three  atmospheres,  and  the  piston  fixed  immoveably  in 
the  ground ;  and  if  it  be  exposed  to  the  rays  of  a  biuming  sun, 
or  if  the  solar  rays  be  intercepted  by  a  curtain  or  screen,  great 
effects  may  be  obtained  in  raising  water.  A.  system  of  antagonist 
cylinders  may  be  adopted.  A  half-circular  plate  may  be  placed 
round  each  cylinder,  to  reflect  back  the  sun's  rays,  by  a  mirror  or 
blackened  surface,  or  they  may  be  made  to  pass  through  plates 
of  glass.  The  circular  reflector  may  turn  on  a  pivofc,  so  as  always 
to  have  the  side  of  the  cylinder  to  the  sun.  A  constant  tem- 
perature of  100°  may  be  obtained.    By  throwing  w;ait«t  ^j^^^taxkS^ 
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the  cfiiniifr  it  will  be  v^onKd,  Mid  a  power  obtained  equ^  to 
Iji&t  of  Aimaces  consamuiK  a  iajge  amount  of  fuel. 


k 


A.I>.  1862,  April  24.— N»  I4.08G 
HASELTLS'E,    Sahttel,    tlie  younger. —"  ImprovementB   ; 
"  engines  to  be  worked  by  air  or  gases." 
ZSo  Spociflmtion  enrollul.;] 

A.D.  1852,  May  22.— N"  1'1,134. 
BAINBRIDGE,   Edward  Thomas. ^"Improvements  in  ol 
"  tAining  power  when  fluids  are  uaed." 
[Nq  Speciflcation  enrolled.] 

A.D.  1852,  Joly  31.— N'  14,246. 
WICKENS,  Henhy. — (A  communiea/ion.) — "Improvements  i 
obtaining  motive  power. 
tSo  SpcdIlcKtiDii  euroUed.] 

A.D.  1852,  December  3.— N"  14,3ST. 
GORMAN,  William. — The  invention  relates, first,  to  employing 
the  beAt  which  ordinttrlly  paases  off  as  waste  to  heat  the  aii  which 
passes  into  the  furnace  for  the  support  of  the  combustion.  This 
is  effected  bj  forcing  the  cold  air  to  circulate  in  a  senes  of  pipes 
between  the  interstices  of  which,  the  heated  escape  'gases  pass. 
The  ail  to  be  heated  enters  at  the  furthest  end  &om  the  furnace 
(0  as  to  tabe  up  more  heat  as  it  approaches. 

Secondly,  to  the  interposition  of  iron  fire  clay  or  substances 
capable  of  acquiring  a  high  temperature  between  the  flame  and  the 

Thirdly,  to  superheating  steam. 

Fourthly,  to  a  rotatory  engine  or  wheel  driven  by  eteam, 
water,  air,  or  other  motive  agent.  The  agent  is  conducted  to  the 
blades  or  vanea  by  suitable  channels  at  or  near  the  |)eriphery  of 
the  wheel,  and  is  impelled  towards  the  centre.  The  vanes  and 
passages  ate  formed  so  tiiat  after  the  outer  ends  of  the  vanes 
which  revolve  at  the  highest  velocity  have  received  the  effluent 
stream,  the  vanes  gradually  absorb  the  ma.ximum  of  the  power 
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and  tlie  agent  leaves  the  wheel  at  its  centise.  \diexe  the  suction 
is  aknost  nU,  The  wheel  must  be  enclosed  in  &  shell  when 
unifonn  bodies  are.  used. 

Fifthly^  to  the  transmission  of  force  by  a  modificaidon  of  the 
rotatory  wheel  which  is  now  made  to  revolve  by  a  prime  mover^ 
and  the  aeriform  body  entering  at  the  centre  passes  oE  at  the 
periphery  whereby  pneumatic  pressure  may  be  kept  up  within  a 
range  of  pipes  or  receivers. 

[Printed,  Sd,    Drawing.   See  Mechanics'  MagBsine*  toI.  58^  p.  406.   Bn- 
gineers*  and  Architects*  Journal,  yol.  16,  p.  248.] 


PATEOT  LAW  AMENDMENT  ACT,  1862. 


1852. 

AJ>.  1852,  October  1.— N*»  114. 

J£NKINB>  GKOitGH^ — {Frovisumai  proUcUon  oit/y.)-^'' Atmo* 
^  spheno  engine;^  A  laege  air  vessel,  having  contracted  enda  or 
necks  open  at  the  top  and  bottom,  passea  through  a  dose  stove. 
Ia  tlus  air  is  heated,  and  issues  at  the  top  tiu*oiigh  tubes  whose 
sides  are  peilbrated  with  small  holes.  These  tubes  pass  thvou£^ 
a  box  eomiected  by  a  lateral  pipe  with  a  cylinder  in  vrtaxh  a 
piston  workstr  Chaunela  for  the  air,  and  for  the  exhaustioa  from 
the  cjlindcr,  to  be  opened  and  dosed  by  a  side  valve  in  any 
oBdinary  or  convenient  manner,  are'  formed.  The  air  is  ex- 
haostod  on  one  side  of  tiie  piston  by  bang  eontinuaUy  drawn 
thxongh  t^  lateral  pipe  into  the  box  containing  the  perforated 
tubcBt  SD^  tibe  8tnio£|>herB.  pressure,,  altenutdy  below  and  above 
the  piston;^  will  be  enabled  to  ptodnce  the  reciprocating  aetkm» 
as  in  other  atanqiheric  engines.  The  effioct  may  be  increased  by 
forcing  air  or  a  jet  of  water  at  the  lower  part  of  the  air  vessel 
DMated*.^  Srswhig.] 
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A.D.  1852,  October  2.— N"  1^9.    (*  ♦) 
WHELE,  Edwin. ^ — (Provisional  protection    on/y.)  —  "Rotary 
"  engine  t«  be  worked  bf  steam,  air,  or  tfasea." 

TriangulaT  cells  or  cavities  are  formed  in  the  rim  of  the  wheel, 
and  enclosed  on  all  sides,  except  at  a  narrow  orifice  across  the 
periphery  of  the  wheel  that  opens  into  the  case  in  which  it  te- 
volv-es.  In  their  revolution  these  orifices  cross  the  opening  of  a 
pipe  from  the  boiler,  and  the  steam  entering  each  cell  as  it  passes 
(fives  a  rotary  motion  to  the  engine. 

The  opening  to  the  cells  may  he  formed  on  the  aide  of  the 
wheel,  instead  of  on  the  face. 
[PrinMdjlW.    Dnnrinp.] 

A,D.  1852,  October  2.— N"  1  

WEEMS,  JoHN.^ — ^Motive  power  is  obtained  by  elevating  ponder- 
oua  matter,  which  may  be  a  series  of  heavy  balls  or  a  curved 
weight,  or  consist  of  water,  mercury,  or  other  fluid,  in  the 
interior  of  a  hollow  annular  chamber  or  wheel  so  as  to  cause  the 
rotation  of  such  wheel  by  steam,  air,  water,  or  gaseous  pressure. 
In  one  modification  the  chamber  is  made  with  a  single  fixed 
diaphragm.  Steam  enters  on  one  side  of  the  diaphragm  and 
'Irives  water  or  other  heavy  matter  np  to  the  other  side,  the  steam 
from  which  escapes  to  the  atmosphere  or  condenser,  The 
diaphragm  is  thus  impelled  to  one  side,  and  by  allowing  the 
steam  to  escape  and  enter  at  each  side  alternately  a  reciprocating 
motion  is  obtained.  In  another  modification  there  are  three  sliding 
abutments,  each  having  two  hollow  spokes  corresponding  to  it, 
one  opening  on  either  aide.  I'bese  spokes  act  as  inlet  and  outlet 
passages.  The  traversing  weights  tend  to  occupy  the  lowest  part 
ofthewheel.but  are  forced  up  on  one  side  by  the  steam,  comptesaed 
lUr,  gas,  or  other  actuating  power  filling  the  greatest  part  of  the 
space  between  the  first  and  third  abutmenta,  the  intermediate 
one  being  open  to  allow  of  a  free  passage  along  the  chamber.  In 
this  way  an  unbalanced  leverage  is  produced  whioh  cauaea  the 
wheel  to  revolve,  and  the  efi'cct  is  aided  by  the  pressure  on  the 
first  abutment.  A  single  valve  covers  both  the  inlet  and  outlet 
passsiges.  Instead  of  abutments  four-way  cocks  may  he  used. 
The  same  principle  may  also  be  apphed  to  work  an  engine  ood- 
sisting  of  a  hollow  drum  with  closed  ends,  and  ivith  a  seriea  of 
differential  or  plain  screw  division  blades  forming  spiral  passages 
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jtembera,  across  the  periphery  of  the  drum,  one  end  being  open 
to  the  atmosphere.  The  drum  is  fast  as  a  horizontal  shaft  and 
lialf  immersed  in  meccwry  or  other  fluid.  Suitable  provision  ia 
made  for  the  entrance  and  exit  of  steam  or  other  motive  mattei 
which  enters  each  spiral  passage,  and  forces  round  the  drum. 

[Printed,  is.    Drawinea.;! 

A.D.  1853,  October  4.— N°  199.  {*  *) 
BATES,  Edwin.— (LeHers  Patent  vaid  for  want  of  Final  Spee 
fication.)^-"  Certain  improvements  for  deriving  motive  power  fi'oi 
"  expansive  fluids,  and  the  better  application  and  economy  thereof 
"  for  propelling  ships  and  other  vesBels  in  sea,  river,  and  canal 
"  navigation ;  also  in  the  shape  and  action  of  wind-soils,  the  use 
"  of  water  bb  a  motive  power  for  dririrfj  machines,  mills,  &e.,  the 
"  construction  of  turbines,  air  and  water  pumps,  marine  pumps 
"  for  emptying  ships  of  bilge  water,  and  other  useful  iiurposes." 
These  improvements  consist  of  a  machine  or  instrument  based 
on  sound  geometrical  principles  and  constituting  a  propeller.  "  1 
"  compose  the  centre  of  my  ]>ro])eller  of  a  ball,  or  globe,  or 
"  cylinder,  from  which  radiate  one,  two,  three,  or  more  arms  or 
"  blades,  so  shaped  as  to  throw  the  water  or  other  mediuin  in 
"  which  the  propeller  acta  into  and  against  or  around  the  globe, 
"  whereby  I  gain  the  full  propulsive  effect  due  to  centrifugal 
■'  and  centripetal  forces." 
[Printed,**.    No  DniwiiiCT.] 

A.D.  1852,  October  6.— N"  223.     (*  •) 
HOUSTON,   3 OHH.— {Provisional  protection  on/i/.)— Obtaining 
motive  power. 

"  The  invention  consists,  firstly,  in  the  withdrawal  of  coia- 
"  pressed  air  and  steam  from  a  cylinder,  in  which  they  have  been 
"  conjointly  used  for  the  olrtainment  of  motive  power  by  means 
"  of  a  partial  vacuum,  prepared  in  a  peculiarly  constructed  vessel, 
"  having  several  compartments  ;  secondly,  in  Ihe  condensation  of 
■  "  the  whole  or  part  of  the  steam  by  the  action  of  the  compressed 
"  air  when  allowed  to  e.tpand  in  such  vessel;  thirdly,  in  a  rotary 
"  motion  applied  to  the  vessel  or  condenser,  by  which  motion 
"  each  compartment  is  enabled  to  be  alternately  charged  and 
"  exhausted  ;  and,  lastly,  in  the  combination  of  a  spring  valve 

with  the  pump,  by  which  the  air  is  compressed  before  m«\Ti:^ 
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'  with  the  steam,  bo  that  the  aame  operation  which  caiiaes  the 
'  cornpreaaion  of  the  air  may  also  enable  the  whole  or  a  portion 
■'  of  the  supply  of  such  air  to  he  obtained  either  from  the  cun- 
''  densec  or  from  any  other  vessel  in  which  it  k  deaiKd  to  create 


[Printed,**.    No  Drawings.] 

A.D.  1B52,  October  7.— N"  283. 
GREAYES,  Thomas. — Motive  power.  On  a  foundation  stone 
leat  two  pedestals  supporting'  a  centre  shaft,  which  cairieH  a 
beam.  Two  shafts  ore  placed  across  the  besm,  eacli  prcjectiii);  a 
few  inches  beyond  the  end  of  the  other  on  one  side.  Weighted 
pulleys  are  fixed  to  the  shafts.  The  weights  are  dbpoaed  bo  that 
when  the  weighted  side  of  one  pulley  is  in  a  straight  line  upwards, 
that  of  the  other  is  in  a  straight  line  downwards.  These  sides 
oontinuaOy  meet  in  a  borbontsJ  line,  and  deiiress  the  lever  on  the 
end  where  tbe  weighted  side  of  the  pulleys  are  on.  To  make  tiie 
machine  self-acting,  a  wheel,  moved  by  water,  metallic  balls,  ot 
other  weights,  is  connected  with  it  in  such  a  manner  that,  when 
the  wheel  revolves,  the  pulleys  do  also.  Water  may  be  thrown 
up  by  pum])s  worked  by  the  aiachine,  a  portion  being  allowed  to 
{Hua  upon  the  wat«r  wheel,  and  the  remainder  applied  to  tuni  a 
flhaft,  or  in  any  other  convenient  manner. 

[Priatod,  IDd.    DmntuRs.] 

A.D.  1952,  October  &,— N"  326. 
SIEMENS.  Charlbs  William. — "Improvements  in  engines 
"  to  be  worked  by  steam  utd  other  fluids." 

The  chief  part  of  these  "  consists  of  combining  a  working 
"  cylindet,  which,  with  its  working  trunk  respirator,  plat«t,  and 
"  heating  appamtm,  is  similar  to  the  working  oylinder  of  the 
"  regenerative  engine,"  [(p.  L29,  No.  15,006,  Old  Law)  "with 
"  another  cylinder,  which,  by  the  motion  imparted  to  the  piston  by 
"  means  of  a  crank  standing  in  an  angle  of  HCI",  or  thereabouts, 
"  in  advance  of  the  working  crank,  assumes  the  functions  of  the 
"  regenerative  vessels  and  compound  valve  of  the  above-named 
"  engine  of  alternately  charging  and  discharging  the  working 
"  cylinder."  The  improvements  consist,  moreover,  in  a  peculiar 
HTsngement  of  heating  apparatus,  and  in  certain  method)  Of 
governing  the  power  of  the  said  engine. 
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The  engine  may  be  worked  by  air  or  by  gas,  in  whicb  case  the 
cylinders  and  trunk  must  be  cooled  by  a  stream  of  water  or  air, 
or  it  may  be  worked  by  both  air  and  steam  either  by  forcing  small 
quantities  of  air  into  the  cylinders,  or  by  introducing  jets  of 
water  into  the  current  of  air  entering  the  respirator  plates  which 
occupy  the  annular  space  or  heating  chamber  formed  round  the 
working  cylinders.  The  air  will  then  assume  the  double  function 
of  first  converting  the  water  into  steam,  and  immediately  after- 
wards raising  the  temperature  of  the  steam,  and  in  its  return  of 
first  cooling  and  then  condensing  the  same.  Yapors  of  a  lower 
boiling  point,  as  chloroform,  sulphuretted  carbon,  may  be  intro- 
duced in  a  liquid  form  with  the  steam. 

[Printed,  Is,  2d.   Drawings.] 


A.D.  1852,  October  15.— N^  397    (*  *). 

MOSELEY,  Hbnbt.— <Lc«ers  Patera  void  for  want  of  final 
Specification,) — ^Rotary  machine  capable  of  being  used  as  a  meter, 
a  pump,  or  a  motive  power  engine. 

The  inner  cylinder  is  stationary  and  solid,  the  outer  revolves 
and  is  hoUow,  and  both  have  the  same  axis,  which  is  hollow  and 
divided  by  a  diaphragm.  On  one  side  of  this  division  the  steam 
or  other  fluid  is  admitted  into  the  annular  space  or  piston 
chamber.  On  the  opposite  side  the  space  is  open  to  the  exhaust 
orifice.  Two  recesses  or  slots  are  formed  in  the  sides  of  the  outer 
cylinder,  from  which  two  rectangular  pistons  slide  outward  across 
the  piston  channel  into  sHding  steam-tight  contact  with  the  con- 
vex sur&ce  of  the  inner  cylinder,  and  are  withdrawn  again  into 
their  slots  when  they  have  to  pass  over  the  edge  of  the  fixed  par- 
tition or  steam  abutment.  The  working  steam  or  ol^er  fluid  is 
admitted  into  the  spaces  formed  by  the  revolution  of  the  pistons 
between  the  fiace  of  a  piston  and  a  side  of  the  steam  abutment. 

Both  cylinders  m&j  be  made  to  revolve  in  opposite  directions 
with  the  opposite  pressure,  and  the  engine  receive  t^e  the 
amount  of  motive  power,  and  yield  twice  the  work.  Several 
methods  of  packing  the  various  parts  of  the  machine  to  diminish 
the  power  absorbed  in  moving  the  slides  are  described.  In  a 
modification  of  tibe  engine  the  fluid  is  admitted  at  the  peripheiy 
of  the  hollow  cylinder. 

EFEinted«l«.4dL  J>rftwiiigaJ 
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A.D.  1862,  October  IC— N"  410. 
FAULKNER,  Lot. — (Provisional protection  on fj.)— Motive  power 
is  obtained  from  a  beam,  one  end  having  a,  fixed  weight,  and  the 
other  end  two  levers  mounted  on  atuds  and  connected  by  gearing 
HO  aa  to  revolre  in  opposite  diroctions,  and  always  counterbalance 
each  other.  Weights  are  placed  on  the  level's.  ■  Where  the  levers 
arein  a  straight  line  perpendicular  to  thebeiim,and  one  above,  and 
the  other  below  the  beam,  it  will  be  balanced,  but  if  the  levers 
are  brought  into  a  line  witli  the  beam,  the  weights  being  nearer 
the  centre  the  fixed  w«k''*  ^U  outweigh  the  moveable  o 
on  the  levers  making  half  a  revolution  more, 
weights  will  outweigh  the  fixed  weight, 
[Printod.W.    No  Drawings.] 

A.D.  1852,  October  3U.— N"  5/7. 
CROWTHER,  John,  and  TEALL,  William.— In  this 
tion  motive  power  is  produced  in  the  following  manner : — 

A  cylinder  fixed  to  a  frame  has  two  pipes  communicating  with 
ita  interior,  and  leading  to  two  strong  metallic  air  vessels.  One 
of  the  pipes  has  a  valve  opening  inwards  to  the  cylinder,  the 
other  a  valve  opening  outwards  from  the  cylinder.  An  axle 
moved  by  a  bevel  or  spur  wheel  is  placed  in  the  position  of  the 
axia  of  the  cylinder,  To  this  axle  ia  fastened  a  flexible  strap 
or  metal  chain  with  its  interstices  filled  up,  which  paases  out  of 
the  cylinder  by  an  aperture  in  the  cyUnder  parallel  with  the  axis, 
and  ia  fastened  at  the  end  to  a  metallic  bar  or  piston,  rather 
larger  than  the  aperture,  and  working  in  an  air  box  whose  length 
is  equal  to  that  of  the  chain  added  to  twice  that  of  the  piston. 
"  The  length  of  the  strap  is  such  as  when  wound  on  the  axle  in  the 
"  cylinder  aforesaid,  the  last  portion  shall  come  and  he  in  con- 
tact with  the  minor  (inner!)  and  upper  part  of  the  circumference 
of  the  cylinder.  At  the  other  end  of  the  metal  box  is  "an  appa- 
"  ratus  in  every  respect  the  same  as  herein-before  described." 
The  bevel  or  spur  wheels  of  the  cylinders  are  connected  by  a 
shaft  BO  that  as  the  strap  is  withdrawn  from  one  cylinder,  it  ii 
wound  into  the  other.  "  Now  the  engine  being  in  the  flraf 
"  instance  moved  a  few  strokes  of  the  metallic  piston  so  as  to 
"  charge  one  and  empty  the  other  (ur  vessel  (nearly)  a  com- 
"  munication  between  these  vessels  and  the  cylinder  of  the  ordi- 
"  nary  engines  now  in  use  is  to  be  opened,  when  the  compresjed 
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"  ait  will  act  on  the  piBton  of  the  en({ine,  propelling  it  up  and 
"  down  ia  the  usual  manner  of  ateam ;  or  by  8  connecting 
"  vacuum  vessel  alternately  with  the  top  and  bottom  of  tho 
"  engine  cylinder,  and  by  exposing  the  opposite  sides  of  the  pi»- 
"  ton  to  the  pressure  of  the  atmosphere  the  motion  ivill  be  eon- 
''  tinued  as  in  the  ordinary  atmospheric  ateun  engine.  In  the' 
''  latter  case  the  air  drawn  from  the  vacuum  vesEel  being  driven. 
■'  into  the  atmosphere  by  t!ie  metallic  chain  or  strap  before 
"  described,  and  in  the  former  case  the  air  having  propelled  the 
"  piston  will  escape  into  the  vacuum  vessel  before  described,  to 
"  be  again  withdrawn  by  means  of  the  metallic  chain  or  strap, 
"  and  compressed  as  herein-before  described."  > 

[Printed,  */.     No  Drawinga.] 


A.D.  1852,  October  30.— N'  582.    («  *) 
SINCLAIR,  James. — Oscillating  engine  worked  by  steam,  i 
or  water,  the  improvements  being  also  applicable  to  pumps. 

The  cylinder  oscillates  upon  a  fixed  journal  centre  at  its  lower  I 
end.  The  journal  or  trunnion  is  hollow,  nnd  cost  with  i 
internal  angular  division,  forming  an  isolated  chamber  from  end 
to  end,  or  an  open  thoroughfare,  with  t«'o  lateral  apertui 
ingress  porta  from  the  trunnion  valve  to  the  cylinder.  Th«  J 
remaininf;  portion  of  the  hollow  forms  a  similarly  continuous^ 
chamber  open  at  its  inner  end  to  the  exhaust  chamber.  "The  J 
"  whole  action  of  the  engine  may  be  performed  without  the  uad 
"  of  further  mechanism,  the  requisite  changes  of  position  of 
"  the  working  parts  being  effected  by  the  mere  oscillation  of  the  1 
"  cylinder  consequent  on  the  traverse  of  its  piston  causing  the  1 
"  revolution  of  the  crank." 

It  is  entirely  automatic,  and  may  be  worked  as  a  hydroatataaJ 
engine  by  water  from  an  elevated  reservoir  at  a  very  rapid  r 
without  jar   or  vibration,   and  it  answers  as  a  pump  or  as 
exhausting  apparatus. 
[PrinW.  Sd,    Drawiiif!.] 

A.D.  1852,  November  1.— X"  CO!.    (*  *) 

JEFFREYS,  Julius,— (Le(/ers  Patent  void  for  wanl  of  Katfffl 

Specification.) — Engine  worked  by  vapour  of  waf«r,  ether,  spirit*  J 

of  wine,  or  ammoniacal  vapours. 

Two  vertical  columns  are  placed  side  b^  a\4B,\iOT\Ti\^  t 

m,  6nt  each  at  its  summit  is  C0Iv'neIAe4'«"A^lftlft■w«^'''^. 


^^M      162  AIR,  GAS,  AND  OTHER  ^^^| 

^^^^       cylinder  by  a  tube  entering  it,  one  at  to])  and  the  otherat  boB^^^^l 
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Each  vertical  column  has  a  small  cylinder  that  ptojocts  its  pistol 
downwards,  and  containa  a  few  pounda  of  water;  over  this 
cylinder  ia  a  head,  with  20  or  more  BmaJl  tubes  from  6  to  30 
inches  long  ;  over  these,  and  communicating  with  them,  is  a 
"  conducting  apparatus,"  formed  of  a  series  of  fine  metallic 
passages,  one  or  more  feet  in  height,  and  in  the  diameter  of  their 
base.  Above  these  passages  are  vertical  tubes,  receiving  heat 
from  a  furnace  at  top  through  a  fluid  bath,  the  tubes  beneath  the 
metallic  aeries  being  kept  cold  by  the  water  surrounding  them; 
the  upper  tubes  terminate  in  a  small  chamber  or  head,  which 
proceeds  irom  the  pipe  connecting  it  with  the  main  cylinder. 

The  piston  being  forced  up  injects  the  water  through  all  the 
passages  of  the  metallic  series;  its  summit  receivea  heat  from 
them,  and  passes  into  vapour,  while  the  bulk  of  the  water  acts 
as  an  incompressible  ram,  and  its  lower  part  remains  cold;  on 
ascending  from  the  metallic  conductora  the  vapour  from  the 
heating  tubes  becomes  exsiccated,  and  entering  the  main  cylinder 
drives  its  piston  to  the  opposite  end ;  the  water  pistons  being 
now  liberated  below,  the  ateara  acting  from  above  forces  it  and 
the  column  of  water  down,  and  is  itself  coodensed  on  returning 
through  the  metallic  series,  to  which  it  gives  back  some  of  tho 
heat  it  received  from  them,  with  the  small  additional  portion  it 
required  in  the  exsiccating  tubes  in  going  and  returning  &om  the 
main  cylinder.  "  From  its  thus  dravriog  in  again  and  again  per- 
"  petnally  the  same  vapor  and  beat,  it  ia  named  the 


[Printed.  *rf.    HoDmwings.] 


A.D.  1852,  November  2.— N"  613.  (* 
BIANCHI,  Maukizio.  —  (A  commmikalion  from  Augusli 
Carrono). — {Provi^nal protection  not  allowed.) — "Improvements 
"  in  eiectro-mognetic  apparatus  for  generating  gas,  applicable 
"  for  motive,  lighting,  and  healing  purposes." 

"The  nature  of  the  invention  consists  in  certain  new  arrange- 
"  menta  and  combinations  of  electro-magnetic  apparatus  for  the 
"  decomposition  of  water,  whereby  a  rapid  and  continuous  supply 
"  of  gas  is  generated,  which,  appUed  to  an  engme  almost  similar 
"  in  construetion  to  the  ordinary  sleam  engine,  produces  an 
"  efficient  motive  power;  it  forms  also  on  excellent  lighting  and 
"  Jjeatiag  goB." 
CPtfated,  id.   So  DpairinBi.] 
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A.D.  1852,  November  11.— N«  706. 
LUEDEEIE,  Ernst. — {Provisional protection  only,) — "I  intend 
"  hy  use  of  a  pendulum,  double  wheel,  and  springs,  to  produce 
*'  vibration ;  such  vibration  being  first  produced  by  the  springs;, 
''  and  kept  up  hy  the  concurrent  action  of  the  pendulum,  wheel, 
'^  and  springs,  which  reciprocate,  or,  in  other  words,  give  and 
'*  receive  impulsive  power  £rom  each  other,  thus  producing  a 
'*  motion  that  will  continue  so  long  as  the  whole  of  the  impulsive 
*'  parts  continue  imbroken,  or  be  not  displaced,  or  are  not  worn 
«  out  by  friction." 

^Printed,  4c2.   No  Drawings.] 

A.D.  1852,  November  17.— N«  776. 

BRESSON,  Francis. — Propelling  on  land  and  water.  This  is 
done  by  applying  the  power  of  reaction  or  recoil,  according  to 
the  following  principles : — First,  that  the  velocity  of  the  re-acting 
fluid  be  double  the  speed  to  be  given  to  the  body  to  be  moved ; 
and,  secondly,  that  the  flow  of  such  fluid  take  place  under  the 
smaUeift  possible  resistance,  in  the  open  air,  or  very  shghtly  under 
water.  To  produce  a  large  propelling  force  it  is  necessary  to  use 
the  densest  fluids.  In  the  first  engine  described  a  piston  is 
worked  in  a  cylinder  by  steam,  and  works  a  rod  which  is  joined 
to  the  rods  of  air  pumps  with  double  action.  The  air  passes 
from  the  reservoir  into  a  heating  chamber,  where  it  raises  its  own 
temperature  and  aliments  the  combustion.  After  passing  through 
the  fiiel  and  trebling  its  volume  without  increasing  its  elasticity 
it  egresses  through  an  opening,  and  by  its  continual  flowing 
produces  reaction  and  effects  propulsion.  In  another  engine 
water  or  a  denser  liquid  is  used,  the  upper  part  of  the  reservoir 
containing  air  to  insure  a  uniform  egress;  In  boats  a  piston  and 
cylinder  is  placed  outside  the  stern  of  the  boat,  and  the  rod  of 
the  piston  is  attached  to  the  piston  of  another  cylinder  in  which 
steam  acts.  In  another  form  the  reacting  piston  is  given  a  con« 
tinuous  circular  motion,  and  a  valve  which  is  withdrawn  to  allow 
it  to  pass  is  placed  between  the  opening  for  the  introduction  of 
water  and  the  egress. 
ITriiited>10(2.  Bnwings.] 

A.D.  1862,  November  22.— N«  813. 

WEEMS,  John.—"  Obtaining  motive  po^et."    TVi<fc  tvxsl  til  ^ 
hatge  wheel  ia  fimdsbed  with  a  number  ot  t^eiB'^^a.^^*  to^^- 

1.^ 
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"  a  double  ring  all  round  tlie  wlieel,  each  tube  being  made  up 
"  of  a  aeties  of  leii(ftha  jointed  together  hj  Hcrewed  union  pieces 
"  which  answer  aa  the  receptacles  for  clock  valves,  the  whole  set 
"  of  valves  being  set  to  open  in  one  direction."  One  aide  o£ 
thia  wheel  is  heated  by  a  cun'ilinear  flue  &Dm  a  furnace,  while  a 
little  further  forward  is  a  cold  meter  or  otbet  eondenaing  appa- 
ratus. The  hollow  tubes  are  parti  all  j- filled  with  mercury  or  other 
ponderous  matter  and  exhausted  of  air  as  far  as  possible.  The 
air  left  after  exhaustion  in  the  heated  sections  of  the  tubes 
becomes  expanded,  and  the  vacuum  formed  in  the  cooled  sections 
elevates  the  ponderous  matter  in  the  dhection  in  which  the  valves 
permit  it  to  pass,  "and  thus  tbe  contained  weight  in  the  rim 
"  is  constantly  drawn  up  to  one  aide  and  keeps  up  a  perpetual 
"  revolatioa  of  the  wheel." 
[Printeil,  84    Drnirlr)(]. 

A.D,  1852,  November  26.— N°  937. 
WOOD,  Thomas.— Motive  power  is  obtained  by  means  of  a 
wheel,  whose  shaft  moves  to  and  fro  on  fixed  parallel  bars. 
When  the  machine  is  act  in  motion  a  weight,  which  is  drawn  up, 
is  set  at  liberty  and  acta  throufih  a  pulley  and  crank  rod  on  the 
wheel,  which  is  thereby  pressed  against  water  confined  in  a  hoi 
or  case.  The  wheel  and  bos  then  moves  forward  on  a  horiiontal 
foundation  plate  and  the  other  end,  of  the  case,  which  is  con- 
nected by  a  rod  and  lever  to  another  weight,  draws  it  up.  The 
operation  takes  place  alternately  at  each  end  of  the  machine  aa 
the  weights  by  ascendinjj  and  descending  act  on  the  wheel.  The 
box  is  BuppUed  with  water  by  force  pumps  at  each  end,  or  by  tbe 
weight  of  a  column  of  water  in  a  pipe. 
[Prialed,  Sd.    Drawing.] 


power  is     \ 


A.D.  1852,  November  30.— X"  921.  

FITT,  George. — {Primsiotta.1  protection  only.)— Motive  poref  il 
derived  from  a  circular  half  wedge,  which  revolves  on  its  axis  and 
comes  in  contact  with  a  roller  running  on  a  keyed  bolt  working 
in  a  grooved  socket ;  the  key  fitting  the  groove  to  prevent  the 
bolt  turning  in  the  soeketa,  to  which  tivo  rods  are  attached.  The 
roller  in  contact  with  the  wedge  (whose  motion  is  the  same  as  that 
of  a  worm)  is  carried  forward  with  the  socket,  and  one  rod  thereby 
recavea  a  stroke  and  gives  half  a  turn  to  the  cranks.  Tha  rollet 
i  thea  thrown  out  of  gear,  and  the  wedfte  \>j  Vte  wcond  revolu- 
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tion  carries  forward  a  second  roller  and  socket  to  complete  the 
revolution  of  the  crank.  The  crank  acts  on  a  spur  wheel  and 
pinion^  and  thus  on  a  second  wedge ;  half  the  velocity  of  stfurtin^ 
is  lost  hy  the  peculiar  action  of  the  wedge ;  hut  is  recovered  to  the 
second  wedge  hy  the  pinion^  which  is  half  the  diameter  of  the 
spur  wheel.  From  the  principle  of  the  inclined  plane^  whose 
power  is  as  great  as  its  length  exceeds  it  weighty  the  power  at  the 
point  of  contact  of  the  rollers  may  he  three  times  that  giving 
motion  to  the  wedge.  Half  of  this  power  is  given  up  according 
to  the  law  of  the  lever,  that  in  proportion  as  we  give  up  power 
we  recover  speed.  There  is  thus  a  gain  of  half  the  amount  of 
power  with  which  the  machine  was  started. 

[Printed,  lOd.   Drawing.] 

A.D.  1852,  December  1.— N°  928. 

MORRIS,  William. — "  Production  of  motive  power."  A  re- 
servoir is  fdled  by  means  of  an  air  pump  with  compressed  air,  by 
which  the  pistons  of  two  cylinders  on  the  plan  of  the  common 
steam  engine  are  worked.  The  piston  rods  by  means  of  cranks 
turn  an  axle,  and  the  motion  of  this  axle  is  communicated  by 
spur  wheels  to  another  axle  parallel  to  and  lying  over  the  first. 
The  upper  axle,  by  means  of  cranks,  works  the  pistons  of  two 
double  acting  air  pumps.  A  constant  supply  of  compressed  air  is 
sent  from  these  air  pumps  to  the  reservoir. 
[Printed,  6<2.   Drawing.] 

A.D.  1852,  December  3.— N*»  940. 

SEWARD,  Noble. — Motive  power  is  obtained  from  air  com- 
pressed into  an  air-tight  chamber  by  the  action  of  the  flow  of  the 
tide  or  fall  of  water.  For  this  purpose  a  series  of  air  chambers 
are  made  which  communicate  with  each  other,  and  are  placed  at 
low-water  mark.  The  tide  or  water  is  allowed  to  flow  into  the 
chambers,  so  that  the  air  which  previously  occupied  all  the  cham- 
bers is  forced  into  the  upper  part  of  the  last  chamber.  The 
compression  of  the  air  may  be  aided  by  gunpowder  or  other  com- 
bustible matter  or  gas  being  exploded  in  the  chambers.  The 
compressed  air  is  forced  into  a  reservoir  or  hot  air  chest  to  which 
heat  is  applied,  and  the  heated  air  is  applied  to  work  machinery. 
[Printed,  Set.   Drawings.] 


I 

I 
I 


166  AIR,  GAS,  AND  OTHER 


1 


A.D.  1952,  December  6— N"  979. 

QUARTERMAN,  William.— (Pro uisionei  protecHoti  onli/.)— 
ZUciting  the  gas  conceuttated  in  nitre  and  Gulphur,  and  which 
is  entitled  a  gaaeous  engine."  "  The  gas  concentrated  in  nitre, 
sulphur,  and  gunpoivder,   and  also  gun  cotton,  or  any  other 

"  detonating  substance"  ia  elicited  by  compressed  air  or  bf  b 

Spuk,  and  used  for  producing  motive  power  upon  a  piston,  gfl  in 

the  ordinary  steam  engine. 

p'riated,  W.    No  Drawings.] 

A.D.  1862,  December  16.— N"  1083    (*  ♦). 
SLATE,  Archibald. — "  Improvements  in  the  production  of 
"  motive  power  from  elastic  fluids." 

A  hollow  horizontal  spindle  works  within  another  hollow 
spindle,  which  carries  two  bollow  arms  like  those  used  in  reaction 
engines.  One  or  more  perforations  are  made  in  the  internal 
spindles  which  correspond  with  perforations  in  the  other  spindle. 
The  radiatinfE  arms  join  in  the  centre,  and  in  their  rotation  are 
brought  opposite  the  perforations  in  the  other  spindle,  and  the 
steam  or  gas  flows  from  them  into  each  hollow  arm  as  it  passes  in 
its  rotation,  imparting  a  continuous  rotary  motion.  The  move- 
ment of  the  mechanism  is  reversed  by  the  ordinary  method  of 
opening  a  diacharge  pipe  in  the  contrary  direction. 
[Printed,  6(i.    Dniwiiiff.] 

A.D.  1852,  December  24,— No  1163. 
NEWTON,  Alfred  Vincbnt. — {A  comniunication,) — Motive 
power  is  obtained  fium  the  pressure  of  a  weight  or  lever  causing 
one  or  more  wheels,  rollers,  or  pulleys  to  rotate.  In  the  applica- 
tion to  propelling  carriages  the  principle  practically  consists  in 
applying  to  the  shaft  to  be  driven  the  force  obtained  d«ni  the 
weight  of  the  carriage  at  an  angle  to  the  vertical.  Several  appli- 
cations of  the  invention  to  propulsion  are  described  in  which, 
when  a  motive  power  is  applied  to  draw  the  carriage  in  any  direc- 
tion, the  axle  of  the  running  wheel  moves  up  against  one  of  two 
horns  of  a  guard  plate,  and  thereby  a  plane  wheel  or  anti-friction, 
roller  supporting  the  carriage  is  caused  to  be  continually  acting 
on  the  axle  and  turning  it  round.  When  the  axle  is  vertioallf 
under  the  roller,  no  propelling  force  in  either  direction  is  produced. 
Tlie  motion  may  he  stopped  by  pulling  the  axle  back  by  mewia  of 
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a  lever.  In  stationary  engines  the  motive  power  is  obtained  from 
a  heavy  roller  made  to  rotate  on,  or  in  contact,  with  the  periphery 
of  the  fly  wheel.  The  axle  of  the  roller  is  supported  at  its  extre- 
mities upon  rotating  platforms,  which  being  inclined  to  the 
horizon,  tiie  roller  has  a  continual  tendency  to  rotate  in  one  direc- 
tion and  cause  the  fly  wheel  to  rotate  in  the  opposite.  This  wheel 
may  also  have  its  axle  supported  on  rotating  platforms,  w;hich 
must  be  inclined  in  the  opposite  direction  to  those  supporting  the 
roller. 

PE^rinted,  1«.   Drawings.] 

A.D.  1852,  December  29.— N*»  1189. 
GLORNEY,  Benjamin. — (Letters  Patent  void  for  want  of  Final 
Specification.) — ^The  invention  consists  in  obtaimng  motive  power 
by  the  weight  of  a  moving  carriage  made  to  traverse  backwards 
and  forwards  along  a  railway  mounted  on  a  centre,  or  pivot,  or 
otherwise  arranged  so  that  the  weight  of  the  carriage  may  com- 
municate thereto  a  vibrating  or  rectilinear  motion,  which  may  be 
conununicated  to  the  machinery  to  be  driven. 
CFrinted,  4d.   No  Drawings.] 


1863. 

A.D.  1853,  January  3.— N«  12. 

CHAMEROY,  Edme  Augustin. —  Motive  power  is  obtained 
from  the  vapour  of  ether,  chloroform,  or  other  similar  substances 
acting  in  a  long  cylinder  and  displacing  a  heavy  piston  altogether 
disconnected  with  the  outside.  The  cylinder  is  suspended  mid- 
way between  its  extremities  in  fixed  bearings,  and  is  provided  at 
each  extremity  with  a  metal  chamber  or  generator  containing 
ether  or  other  liquid  easily  vaporised.  The  lower  gene:(^tor  is 
brought  into  a  reservoir  containing  hot  water  or  melted  lead,  by 
which  the  ether  is  vaporized,  and  acting  on  the  piston  drives  it  to 
the  other  end  of  the  cylinder,  which  by  its  weight  is  then  depressed. 
The  other  generator  is  thus  brought  into  the  heated  liquid,  while 
the  first  is  carried  upwards  to  a  refrigerator  consisting  of  a 
grooved  roller  covered  with  felt,  cooled  by  cold  water.  The  vapor 
in  this  generator  is  thus  condensed  while  the  ether  in  the  other 
is  being  vaporized.     Water,  mercury,  or  other  liquid  maY  be 
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^^H  substituted  for  the  piston.     Insteiid  of  tbe  two  chambers,  wbicli 

'I  serve  as  generators  and  condensers,  there  niiiy  bo  substituted  a 
£xed  generator  and  a  fixed  distinct  condenser,  with  proper  tubes 

II  communicating  with  the  cylinder,  so  that  the  vapor  is  continually 

I^^^H  admitted  below  tltc  piston.     Tbe  condensed  liquid   is  pumped 

^^^H  back  into  the  generator. 
^^^B  JTrinteil,  15.  lij.    DrawinKa.] 

^^H  A.D.  1S53,  January  5.— N°  20. 

^^H     NEWTON,  'William   Edward.— [^1    communication.)—"  At- 
^^^^F      "  mospheric  engines."     In  these  engines  a  receiver  filled  with 
1^^^^        highly-compressed   air   is  kept   at  about  a  temperature   of  480 
degrees,  or  tliat  amount  above  the  temperature  of  the  air.    The 
heated  air  is  transmitted  into  a  cylinder  with  supply  and  cut-off 
^^^         valves,  and  operates  a  piston  working  in  the  cylinder.     Motion  is 
^^^L       by  this  means  communicated  to  a  shaft  and  crank,  which  drives 
^^^H       the  piston  of  an   air  pump,  and  a  (luantity  of  cold  air  is  thereby 
^^^V       forced  through  a  bent  tube,  which  communicates  with  both  en^ 
^^^^         of  the  pump  into  a  long  cylinder  filled  with  pipes  that  are  kept 
warm  by  the   hot  exhaust  air  passing  round  them.     The  com- 
pressed air  from  the  air  pump  passes  through  these  pipes  into  a 
coiled  pipe  or  beater,  and  thence  into  the  air  receiver.   The  conical 
pipe  and  receiver  are  kept  at  the  temperature  required.     In  engines 
which  it  is   desirable  to  work  at  a  very  high  pressure,  the  hot 
exhaust  air  instead  of  being  discharged  into  the  atmosphere  after 
passing  into  the  long  cylinder  filled  with  pipes,  air  is  conducted 
thence  by  a  pipe  passing  through  a  cold  water  tank  to  a  reser^-oir 
from  which  the  air  pump  is  supplied.    The  pressure  in  the  heated 
1  receiver  is  regulated  by  a  tube  passing  from  it,  and  terminatiug 

Iia  a  cylinder  in  which  a  smaU  piston  works.     When  the  pressure 
is  sufficient  the  piston  moves  a  rod,  usually  kept  in  its  place  by 
a  spring,  or  its  equivalent,  which  opens  a  valve  in  the  air  pump.     I 
Each  of  the  tubes  conveying  the  air  from  the  pump  to  the  receiver    I 
is  furnished  with  a  valve,  dish-shaped  or  concave  on  the  surface     ' 
nearest  the  air  pump  j  the  two  edges  of  the  sud  surface  are  brought 
to  a  point  or  a  very  thin  edge,  so  that  the  valve  will  require  a 
very  small  sent  or  bearing,  and  from  its  peculiar  shape  will  expose 
the  same  or  about  the  same  surface  to  the  pressure  of  air  in  the 
air  pump  us  is  exposed  to  the  back  pressure  from  the  receiver  thus 

[j forming  a  balance  valve.  i 

'^^^t  IFrintMl,  Sif,   Dnviatf.']  ^^^^H 
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A.D.  1853,  Januarys.— N"  21. 
PASCAL,  JkanBaptistb.— The  invention  is  the  employment, 
motive  power,  of  a  combination  of  "  steam,  wr,  and  gaees  pto- 
"  duoed  by  combustion  under  a,  pressure  of  several  atmospliei 
"  dilated  by  means  of  a.  closed  fire-box  in  which  the  fire  is  kept 
"  ignited  by  air  compressed  at  &  pressure  equal  to  that  of  the  said 
"  mixture,  and  supplied  by  a.  blow  pipe,"  The  fire  is  supplied 
with  air  for  combustion  by  a  tube  into  the  ash-box,  and  a  second 
tube  introduces  air  not  intended  to  assist  combustion  above  the 
ash-box.  A  tubular  apparatus  is  fitted  to  the  fiimace,  by  which  t 
portion  of  the  heated  air  is  conveyed  throuj^h  pipes  in  the  boiler 
to  a  pipe  joining  the  pipe  from  tlie  steam  box.  Another  part  of 
the  heated  air  and  gascn  in  taken  by  a  pipe  to  this  steam,  box. 
intoil,10d.    DrawiDgs.] 
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A.D.  1853,  January  14.— N"  100. 
1,  John  Henby. — {Provisional  protectinn  only.] — MotipffJ 
power  is  obtained  from  gases  evolved  in  the  decomposition  o^.l 
water  and  other  matters,  in  combination  with  compressed  air, 
Irhole  being  charged  with  electricity  while  in  the  generator.     Tho  1 
water  is  combined  with  muriate  of  soda  and  nitrate  of  potass,  bf  I 
which  the  gases  are  evolved  more  rapidly,  and  is  decomposed  1^  I 
electricity.    Air  is  introduced  by  fans  into  the  generatJDr,  and  the  J 
gases  ere  charged  with  electricity  which  may  be  derived  from  the  I 
earth  or  sea  or  atmospheric  electricity.    The  gases  work  a  rotatoif  J 
engine  which  consists  of  a  tube  or  trunk  placed   diametrically  1 
within  a  rotary  annular  chamber,  through  which  tube  the  elastic  ' 
fluid  passes   by  nozzles   into   the  chamber.     The  exhaust   fluid 
escapes  through  hollow  arms  supporting  the  chamber.     "A  reoi- 
'  procating  motion  is  communicated  to  the  radical  (radial?)  tube 
"  which  form  valves  at  either  end  and  regulates  the  admission  of 
'  the  elastic  fluid  to  the  annular  chamber.     These  valves  chan)^ 
each  semi-revolution  so  as  to  admit  the  gas  alternately  into  J 
^her  half,  the  entire  circumference  being  dirided  into  two  1 
mpartments  by  diaphragms  on  which  the  valve  faces  work. 
''  The  one  side  of  the  rotary  engine  is  thus  alternately  subjected 
'  to  the  pressure  of  tho  fluid  while  the  other  ia  open  to  the 
'  vacuum  or  to  the  air." 


i 
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A.D.  1853,  January  26.— N"  194. 
DAVIS,  Thkodorb  Dwiaur.— (Provisional  protection  only.) — 
ValTe  for  steam  and  gas  engines.  Thia  conaiata  of  a  cylinder, 
tnthin  which  b  a  second  cylinder  or  valve,  secured  tu  a  shaft 
which  has  a  vibratory  motion,  given  by  an  eccentric  rod.  This 
motion  of  the  valve  brings  in  commuDication  alternately,  apeninga 
in  it  with  openings  in  the  outer  cylinder  admitting  the  steam  or 
gaa,  to  the  ends  of  the  reciprocating  cylinder.  A  hollow  space  or 
chunber  in  the  valves  connects  alternately  thoae  openings  in  the 
outer  cylinder  with  a  central  eihaust  passage.  For  governing  or 
regulating  the  engine  the  valve  is  worked  by  a  lever  communi- 
cating with  the  regulator, 

[Printed.  M.   DmirinB.] 

A.D.  1853,  January  31.— N»  253.    (•  ') 
LAWRENCE,  Frbdbbick,  DAVISON,  William,  and  LAW- 
RENCE, Alfred. — "  Improvements  in  engines  to  be  worked  by 
"  steam  or  other  fluid," 

The  interior  of  the  barrel  or  enclosing  vessel  is  of  the  form 
known  as  epicycloidal  or  cardioidal,  in  which  all  corda  are  equal 
that  pass  through  a  certain  point  or  focus.  The  piaton  or  revolv- 
ing disc  is  elliptical,  and  has  the  ends  of  its  conjugate  always  in 
aliding  contact  with  the  concave  epicycloidal  surface  of  the  bairel. 
The  piston  has  "  guide  sidea  "  to  clasp  the  disc,  which  b  fixed  to 
the  ends  of  the  barrel  at  the  focus,  thus  competliog  the  centre  of 
the  piston  to  paJs  through  the  focus  in  giving  motion  dther  to  a 
crank  in  the  interior,  or  directly  to  an  axle  in  the  centre  of  revo- 
lution. At  certain  positiona  of  the  piston,  the  pin  fixed  on  the 
tides  of  the  cyhnder  works  in  small  slots  in  the  piston,  serving  as 
%  guide  in  those  positions  where  the  disc  does  not  act  to  ad- 
vantage, and  to  keep  the  ends  of  the  piaton  in  contact  with  the 
epicycloidal  surface.  The  steam  enters  the  epicycloidal  space  on 
one  side  of  the  revolving  piston  with  a  power  proportioned  to  the 
difference  between  the  portions  on  each  side  of  the  focus,  giving 
motion  by  its  revolution  to  the  crank  and  main  axle.  The  axle  is 
propelled  past  its  dead  point  by  a  balanced  wheel,  or  by  a  piston 
working  at  right  angles  on  the  same  shaft  in  another  cylinder. 

A  method  of  driving  a  shaft  nt  the  focus  without  an  internal 
email,  and  the  method  of  making  toola  for  boring,  and  de- 
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scribing  a  true  epicydoidal  curve,  with  reference  to  diagrams,  are 
described. 

imprinted,  6d.  Drawing.] 

A.D,  1863,  February  10.— N»  362, 

ROGER,  Robert. — {Provisiondl  protection  only.) — "  Obtuning 
**  motive  power.''  The  force  produced  by  the  explosion  of  any 
gas  or  body  is  caused  to  act  against  a  piston  or  pistons,  which  are 
forced  out  and  compress  air  into  a  receiver,  whence  it  is  used  in 
lieu  of  steam  to  act  against  a  piston,  and  thereby  communicate 
motion. 

CPrintecl,  4c{.   No  Drawings.] 

A.D.  1863,  February  17.— N»  419. 

KUFAHL>  Gborge  Lbopold  Ludwig. — (Provisional  protect 
tion  onhf.) — ''  Application  of  atmospheric  currents  to  obtaining 
*'  motive  power."  ''  The  principle  is  that  of  the  common  wind- 
mill, but  with  the  exception  of  the  yard  arms  and  sails  the  con- 
struction is  very  different."  It  consists  of  a  vertical  iron  tube, 
steadied  by  braces  or  by  an  iron  house  over  which  is  placed  a 
second  tube  resting  on  a  circular  trough,  provided  with  anti- 
friction rollers.  The  outside  tube  carries  a  shaffc,  lying  horizon- 
tally or  inclined  a  few  degrees,  and  within  the  tube  are  mechanical 
contrivances  required  for  transmitting  the  power  obtained  by  the 
wind  turning  the^  sails.  The  whole,  except  the  sails,  is  made  of 
wrought  iron,  and  constructed  so  as  to  be  taken  to  pieces,  and 
carried  on  the  back  of  horses  or  mules. 
[Printed,  4cl.   No  Drawings.] 

A.D.  1863,  February  19.— N«  436. 

ANDERSON,  James. — ''  Obtaining  motive  power."  Air,  gases, 
or  vapours  are  primarily  condensed  to  a  considerable  extent  while 
a  jet  of  cold  water  or  other  suitable  means  is  employed  to  cool  the 
body  being  compressed.  When  the  condensation  has  been  com- 
pleted, heat  is  applied  to  the  compressed  body  so  as  to  increase  its 
elastic  force.  Such  condensed  and  subsequentiy  heated  and 
elasticated  body  is  intended  to  be  worked  in  the  ordinary  manner 
or  in  any  motive  machine  as  a  common  steam  engine. 

[Printed, 4cll  NoDrawingi.] 


4C 


AIR,  GAS,  AND  OTHER 


n 


A.D.  1853,  February  25.— N°  480.  (*  *) 
NICHOLLS,  Hesbt  Mabtyn. — EraiBsion  or  reaction  engineB. 
Heretofore  in  these  engines  the  steam  or  other  elastic  fluid  has 
been  allowed  to  flow  oontinuoualy  into  the  atmosphere  or  into  a 
a  vacuum;  in  this  engine  the  steam  or  other  elastic  fluid  from  the 
boiler  or  source  of  supply  enters  a  chamher,  and  when  it  Has  filled 
it  the  communication  is  cut  off,  and  it  is  allowed  to  escE^e  by  its 
own  elastic  force  merely.  The  main  shaft  is  hollow,  and  the  fluid 
passes  from  it  into  hollow  arms,  which  have  valves  to  regulate  Us 
emission  and  admission. 
IPrinted.  6d.   DrawinB.l 
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A.D.  1853.  February  26.— N"  493. 
TETLEY,  Ciii.-Ri.tiB.— {Letters  Patent  void  for  want  of  Final 
Spedficalian.) — Tiiis  is  for  comhining  the  use  of  wateiand  heated 
air  fur  obtaining  power.  A  cylinder  and  piston  reciprocating  as 
In  the  common  steam  engine  is  preferred  and  is  arranged  so  that 
as  the  jiiston  is  moving  air  heated  by  the  furnace  to  as  high  a 
degree  ss  may  be  flows  into  the  cylinder,  and  heated  water  is  at 
tbe  same  time  injected  and  is  converted  into  steam  by  the  heat 
of  the  air. 

[Pnnted,*d.    Ko  CnminBl.] 
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A.D.  1853,  March  1.— N"  515. 
BOLTON,  Robert  Lkwik. — Motive  power  is  obtained  bom 

the  explosion  of  gases  introduced  into  a  cylinder  or  suitable 
receptacle  not  as  a  motive  power  on  their  first  introduction.  The 
gases  should  be  hydrogen  and  oxygen  or  atmospheric  atr.  An 
expansive  power  is  first  produced  which  serves  to  drive  a  piston 
head  and  set  machinery  in  motion,  A  second  power  is  afterwards 
produced  from  the  tendency  to  a  vacuum  in  the  explosion 
chamber.  The  explosion  may  be  efiected  by  spongy  platinum, 
but  better  by  sparks  of  electricity  or  galvinism.  In  this  case  one 
of  the  conducting  wires  should  be  in  unbroken  connection  with  the 
battery  the  other  beiog  an  alternating  conductor  rising  through 
tbe  exploder  and  dipping  by  a  curve  into  a  vessel  of  mercury. 

CPrtntod,M.    NoDrawlQgi.1 
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A.D.  1B53,  Match  2.— N"  516. 
HILL,   Lavbbnce.  —  (A   coiamjinicalion.)  —  "Motive   power." 
The  invention  consists  in  moving  engines  by  menna  of  air  heated 
and  expanded  hy  admixture  tlierewith  of  eteam  or  heated  vapour. 
To  do  thia  one  or  more  foKC  pumps  to  compress  the  air  and 
strong  air  vessel  to  act  as  a  receiver  and  reservoir  for  the  a 
when  compressed  and  a  set  of  cocks  or  valves  to  admit  thftj 
compressed  air  into  the  working  cylinder  require  to  be  a 
an  engine  similar  to  those  presently  driven  by  steam,     llie  steam.,! 
cylinder  mnat  he  fitted  with  expansion  valves  to  admit  the  steam  J 
from   the  boiler  or  generator   for  a  portion  of  the  stroke,   andl 
an  additional  set  of  valves  attached  to  the  working  cylinder  to  J 
admit  the  compressed  air  from  the   receiver  into  the  cylinder  I 
must  also   be   constructed  and   worked  so  as  to  admit  the  air  ' 
for  only  a  part  of  the  stroke,     llie  steam  valve  is  then  opened 
and  steam  admitted  for  another  portion  of  the  stroke  and  then 
also  closed.     The  air  being  then  admitted  for  a  certain  part  of 
the  stroke  and  the  steam  for  another  part  the  whole  atroke  ia  , 
accomplished  by  the  united  effect  produced  by  the  expansion  of^i 
the  air,  the   expansion   of  the   steam   and   also  by  the  further^ 
eipatision  of  the  air  to  the  heat  imparted  to  it  by  the  . 
[Prlaled.W.   No  UrawioKa.l 

A.D.  1853,  March  3.— N°  532.    ('  •) 
BARCLAY,  Robert. — "Improvements  in  rotatory  engines  for" 
"  obtaining  motive  power,  and  for  transmitting  aeriform  bodies 
"  and  fluids," 

The  engine  "  consists  of  an  external  fixed  eybnder,  set  with  its 
"  axes  horizontal,  with  the  main  driving  shaft  passing  thiongh 
"  its  centre.  This  cylinder  or  case  contains  a  smaller  hollow 
"  piston,  disc,  or  ring,  set  eccentrically  to  the  main  axis,  and 
"  well  fitted  to  roll  steam-tight  round  the  interior  of  the  outer 
"  chamber,  the  actual  line  of  contact  between  the  two  being  kept  J 
"  steam-tight  aa  they  work  together  by  being  pressed  well  ii 
"  contact  byan  internal  wheel  or  roller.  This  roller  is  carried  a 
"  the  pin  of  a  short  crank  on  the  main  abaft,  the  length  of  this™' 
"  crank  hdng  regulated  by  the  diameter  of  the  internal  roller, 
*'  and  the  thickness  of  the  disc  of  the  rolling  piston,  round  the 
"  inside  of  which  the  inner  roller  rolls.  A  parallel  block  of 
^tfFtnetnl,  of  the  same  width  as  the  revolving  iin^;  qi  ^v«\^3^,  S 
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'  fitted  to  slide  vertically  between  the  two  end  covers  of  the 
'  cylinder,  and  htis  on  overhead  Htuffiag  box,  to  admit  of  bee 
'  but  steam-tight  movementa,  The  lower  end  of  this  piece  of 
'■  metal,  which  acta  as  a  ateam  abutment,  rests  in  a  shallow 
■'  groove,  in  a  block  fitting  to  the  periiiliery  of  the  rotating  piston 
■'  beneath.  The  steam  or  other  actuating  medium  ia  auppUed  by 
"  a  port  on  one  side  of  the  abutment  into  the  eccentric  annular 
'  space  between  the  interior  of  the  fised  outer  case  and  the 
"  internal  loUing  disc  piston ;  and  the  latter  ia  thus  compelled  to 
''  roll  round  its  outer  cylinder,  carrying  with  it  its  internal  rollel, 
'  which,  being  attached  to  the  crank,  thus  communicateB  a 
'  rotatory  motion  to  the  mdti  shaft."  "  When  the  main  shaft 
''  ia  made  to  drive  the  rest  of  the  parts,  the  engine  becomes  & 
'  pump  or  exhausting  apparatus." 

[Printed,  ad.    Drawing.] 
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A.D.  1853,  March  7.— N"  575.  (*  •) 
CAROSIO,  AuGUSTiKO. — "A  hydro-dynamic  battery,  or  ni 
"  improved  electro-magnetic  apparatus,  which,  with  its  products, 
"  are  applicable  to  ths  production  of  motive  power,  of  light,  and 
"  of  heat." 

This  invention  "consiata  in  apparatus  or  machinery  for  decom- 
"  posing  water  or  other  suitable  liquid  by  means  of  eleetricity, 
"  obtained  from  an  electrical  apparatus  constructed  on  the  prin- 
"  ciple  of  that  known  as  '  Grove's  gas  battery,'  or  of  a  battery 
"  gimjlar  thereto,  and  ia  employing  separately  the  gases  so 
"  obtained  for  the  production  of  motive  power  by  their  elastic 
"  force,  and  afterwards  in  recombining  such  gases  in  the  gaa 
"  battery  to  form  the  hquid  from  which  auch  gases  were  origi- 
"  nally  produced;  and  in  which  recombination  a  current  of  eleo- 
"  trioity  is  generated  for  decomposing  the  water  or  other  liquid 
"  employed," 

In  a  "  paper  "  in  esiplanation  of  the  Provisional  Spiecifieation, 
the  battery  is  called  the  "  combinator ;"  the  cells  for  the  decompo- 
sition of  water,  the  "regenerator;"  and  a  "multiplier  is  described, 
which  receives  the  gases,  regulates  and  equatines  their  pressure, 
and  transmit  them  to  separate  piston  and  cylinder  engines  to  pro- 
duce motive  power. 

A  "  lucifer  combinator  "  or  battery  is  described,  in  whidl  I 
eieeirie  curreat  is  obtained  from  the  combustion  of  the  g     ~~' 
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'*  In  order  to  supply  any  deficiency  in  the  quantity  of  gas, 

<*  a  magneto-electrirad  machine,  driven  hy  the  engines,  may  be 

**  applied  to  decompose  water/'  ^*  and  thus  obtain  a  supply  of  the 

'*  required  gases." 

UrintecU  If.  2(^   No  Drawings.] 

A.D.  1863,  March  21.— N«  692. 
POOLE,  MosBS. — (A  communication,) — "  Improvements  in  ob- 
**  taining  power  when  air  is  employed.'* 

These  consist  first,  "  in  absorbing  the  heat  given  out  when  the 
**  air  is  compressed  '*  by  a  jet  of  cold  water. 

Secondly,  in  ''  supplying  the  heat  which  is  absorbed  when  the 
'*  air  is  exjianded  "  by  a  jet  of  fused  metal  or  other  hot  liquid,  or 
by  wire  cloth  heated  by  immersion  in  a  bath  of  fused  metal  during 
the  whole  time  of  the  exit  of  the  air  from  the  working  cylinder,, 
the  wire  being  raised  so  as  to  be  in  the  course  of  the  air  during 
its  passage  into  the  working  cylinder,  or  by  stationary  wires 
heated  by  a  current  of  hot  air  from  the  furnace,  such  blast  being 
cut  off  during  the  entrance  of  air  into  the  cylinder.  Other  ways 
of  heating  the  air  are  described. 

Thirdly,  in  *'  dose  air  engines  "  in  cooling  the  air  which  having 
been  expanded  in  the  working  cylinder  is  returned  to  the  force 
pumps  by  means  similar  to  those  used  for  heating. 

Fourthly,  in  the  form  of  the  metal  used  for  communicating 
or  absorbing  heat  which  is  in  strips,  or  tapes,  or  ribbons  of 
metal  with  sharp  edges,  placed  in  a  series  of  wires,  the  sharp 
edges  presented  to  tiie  current,  and  so  that  the  edges  of  th^ 
tapes  of  eadi  row  shall  be  opposite  the  intervals  of  the  edges  oi 
the  adjoining  row. 

CPruited,8£i.   Drawing.] 

A.D.  1853,  March  28.— N«  736. 

BROWN,  David  Stephens. — Improvements  in  engines  to  be 
worked  by  steam  or  other  elastic  fluid. 

These  consist,  first,  in  confining  the  steam  or  fluid  in  air-tight 
flexible  or  elastic  bags  or  tubes.  When  used  with  a  cylinder  two 
bags  (which  may  be  made  of  vulcanized  india-rubber  or  cloth  im- 
pregnated with  ordinary  india-rubber  if  the  heat  be  not  too  great) 
are  placed  one  on  each  side  of  a  piston  which  need  not  fit  air-tight 
in  the  cylinder,  and  may  be  made  of  wood  and  of  any  shape.  The 
steam  or  elastio  fluid  is  admitted  alternately  into  th&  b^^  \s^  Nm^ 


w 


176  AIR,  GAS,  AND  OTHER 

pipes  joined  to  b  plane  surface  which  hss  placed  on  it  (fittinK  air- 
tight) a  bottoiDlesa  box,  ta  which  a  reciptocating  motion  is  given 
and  whicli  is  in  three  compartments,  the  centi-til  one  communi- 
cating with  the  generatinst  apparatus,  and  the  outer  ones  receiving 
tbe  waste  steam  and  aUowm((  it  to  escape.  Tl)e  bag  maj  be  used 
without  a  cylinder  to  give  motion  to  a  crank  by  meana  of  a  strap 
or  rope.  In  such  case  it  must  he  strengthened  by  netting  similar 
to  that  which  covers  a  balloon,  or  hy  a  stronger  bag.  The  bag 
may  be  made  cylindrical,  having  at  its  two  ends  disks  of  wood  or 
metal,  one  fixed  to  a  frame,  or  the  bag  may  be  placed  outaido  two 
cylindera  and  fastened  to  the  lower  part  of  one  of  them,  the  other 
cyUnder  heing  made  to  slide  into  the  first  like  the  parts  of  a 
telescope.  Tiie  steam  may  he  condensed  or  absorbed  by  a  eon- 
denser  in  the  ordinary  manner  or  by  allowing  it  to  flow  in 
chambers  that  are  surrounded  hy  wet  cloths  or  ice  or  that  contain 
sulphuric  acid,  dry  sand,  scorched  oatmeal,  or  other  absorbsive 
substance,  and  if  the  holler  as  well  as  the  condenser  and  the  ab- 
sorbsive substances  in  it  be  freed  from  air  by  a  pnmp,  no  pump 
will  aftmn-ards  be  required  for  the  condenser  j  "  and  even  the  fire 
"  which  heats  the  boiler  may  be  dispensed  with  if  desired,  for  the 
"  force  of  the  vapour  in  the  boiler  will  be  greater  than  it  is  in  the 
"  condenser  in  which  itwould  be  cooled  otabsorbed  as  aforesaid ; 
"  and  if  the  boiler  were  made  black  and  placed  in  the  sun  the 
"  effect  would  be  still  greater.  Other  liquids  may  be  substituted 
"  for  water,  such  as  alcohol,  ether,  liquid  ammonia,  liquid  car- 
"  bonic  acid,  &c."  1"he  next  improvement  is  placing  a  hag  in 
,4ihe  boiler  or  generating  apparatus  for  removing  the  salt  and  other 
solid  bodies  thot  accumulate  there.  The  boiler  has  a  chamber 
and  valves,  and  ia  placed  in  an  inclined  position.  The  other  im- 
provements are  using  the  steam  e.vpnnsively  by  means  of  a  cylinder 
having  chambers  each  containing  steam  of  a  different  degree  of 
pressure.  Strengthening  the  boilers  and  cylindera  by  internal 
wires  and  an  external  fchric  of  woven  wire.  Placing  wool  or 
cotton  in  the  boiler  to  promote  the  evaporation  and  reducing  the 
velocity  with  which  the  steam  escapes  by  interposing  some  liquid 
substance. 

[Printed,  Sd.    Drawing-.] 

A.D.  IS53,  March  30,— N»  761. 
LOMBARD.  Louts  Michel. — "  My  new  motive  power  reiulta 
"  ihan  the  effect  of  equal  weights  acting  one  upon  the  other,  and 
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obtained  prineipally  by  means  of  one  of  the  weiRhta  lorinff  all 
"  or  a  part  of  its  force  by  dividing  its  action  and  causing  it  ta 
"  baJancQ  itself,  in  consequence  of  which  it  can  be  easily  laiBed 
"  by  another  opposite  weight  which  pDasesBes  all  its  force." 

The  weights  are  attached  to  the  extremities  of  Ecparate  levers 
connected  by  an  elaborate  syBtem  of  levers  \nth  equal  and  others 
with  unequal  arms,  rods,  and  cords  psEaing  over  syBtfims  of  move- 
able pull^s.     The  reault  of  tlie  raising  of  one  of  the  weights  is 
produced  chiefly  by  the  action  of  that  weight  dividing  itself  above 
and  below  a  moveable  bar.     "  To  apply  the  system  to  an  alternate 
and  continuous  motion  it  is  necessary  to  connect  three  equal 
weights  in  such  manner  that  two  of  tbem  together  shall  cause 
the  third  to  oscillate  continually  with  double  their  own  velocity, 
at  tha  iBme  time  producing  a  surplus  power  which  becomes 
motive  power."    The  apparatus  consists  of  a  row  of  three  den- 
ticulated wheels,  fitting  on  one  side  into  three  vertical  notched 
pieces   and   on   the   other   into   three  denticulated   levers.     The 
drawings  to  which  reference  is  made  also  show  six  weights  con- 
nected by  levers,  rods,  and  corda.     In  the  place  of  the  weights, 
tubes  or  pipes  fitted  with  air-tight  pistons  and  having  the  air 
removed  from  them  by  the  pneumatic  pump  may  be  employed. 
[Prinled,!*,    UrBwings.] 

A.D.  1853,  March  30.— N°  769. 
FAULKNER,  Lot. — Motive  power.  The  weights  to  be  raised 
or  machinery  to  be  moved,  are  attached  to  the  ends  of  a  double 
beam  vibrating  upon  centres.  Two  transverse  ahafta  are  mount^ 
at  equal  distances  from  thecentre  on  the  beam  so  as  to  he  capable 
of  revolving.  They  may  both  be  placed  on  the  same  side  near 
the  centre.  A  weighted  lever  is  keyed  on  each  abaft,  one  on  eac 
side  of  the  beam.  The  shafts  revolve  in  opposite  directions,  e 
that  when  one  weighted  lever  is  over  the  beam  the  other  is  under 
it.  One  shaft  regulates  the  motion  of  the  beam  by  a  crank,  and 
levers  and  links.  By  causing  the  shafts  to  revolve  thew 
are  brought  to  each  side  of  the  beam  alternately,  thus  making 
each  side  alternately  the  heavier  and  causing  the  beam  to  vibrate, 
[Printed. fcf.    KoDnwin^B.] 

A.D.  1853,  March  al.—N"  773. 
HANSON,   George,  and  CHADWICK,  David.— "  Improve-  | 

lents  in  apparatus  for  measuring  gas,  water,  and  otl 
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"  whict  improvementB  ate  alao  applicable  for  obtaining  motive 

These  consist  in  employinfl;  a  flexible  tube  or  bag  capable 
of  being  divided  into  inlet  and  outlet  cbambere  by  a  Buriiace 
travelling  tbereoo.  Tbe  surface  consists  of  a  rolkr  which  is 
made  to  revolve  by  tbe  pressure  of  fluids  entering  the  inlet 
chambere  aod  causing  the  roller  to  discharge  the  fluid  which  has 
already  entered  from  tbe  other  side  or  chamber.  The  roller  is 
connected  with  a  shaft  whose  revolutiouB  may  be  measured  or 
from  which  motive  power  may  be  taken.     "  If  used  for  obtaining 

motive  power  motion  may  he  communicated  in  any  ordinaiy 


^^  way."                                                                                ^^^J 

^^^L  [Printed,  Od.   Orswiag.]                                                              i^^^^l 

^B  A.D.  1S53,  April  4.— NO                          l^^l 

^^^  NEWTON,  William  Edward.— (^  co,amunkalionfrom^!^t^^ 


I 
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Lovit  Fetix  Fratichot.) — This  consists  of  improvements  o 
vioua  invention  for  which  tbe  Letters  Patent,  No,  10427,  Old  Law, 
were  granted.  "  Motivepower  is  obtained  by  the  alternate  expan- 
"  sion  and  contraction  of  a  volume  of  air  alternately  heated  by  a 
"  stove  and  cooled  by  means  of  re&igerating  apparatus,  the  air  so 
"  acted  upon  being  made  to  operate  first  on  tbe  under  ude  of 
"  the  piston  in  one  cylinder  and  then  passed  through  a  re- 
"  frigerator  and  transferred  to  the  upper  aide  of  the  piston  in 
"  another  cylinder,  Any  convenient  number  of  cylinders  and 
"  pistons,  say  four  or  six,  ore  combined  in  a  series  aod  made  to 
"  act  together  so  as  to  impart  rotary  motion  to  a  crank  shaft, 
*  The  pistons  of  these  cylinders  are  however  connected  to  tbe 
"  crank  shaft  in  such  a  manner  that  the  several  pistons  are  all  in 
"  advance  one  of  the  other,  that  is,  they  act  one  after  the  other ; 
"  or  in  other  words,  when  one  piston  is  commencing  to  ascend, 
"  tbe  next  to  it  has  ascended  one-quarter  or  one-third  of  a  stroke, 
"  tbe  next  one-balf  or  two-thirds  as  the  case  may  be,  and  the 
"  Ust  if  there  are  only  four,  is  near  tbe  end  of  the  stroke.  By 
"  this  means  some  one  or  more  of  the  pistons  is  or  are  always 
"  acting  on  a  favorable  part  of  the  throw  of  the  crank.  Another 
"  improvement  consists  in  employing  separate  pistons  and  cylin- 
"  ders  for  receiving  the  hot  and  cold  air.  Tbe  pistons  of  each 
"  pairof  cylindetsareconnected  together  by  a  piston  rod."  "The 
**  air  may  either  be  heated  in  tbe  hot  air  cylinders  by  means  of  ft 
"  hot  jacket  or  otherwise,  or  it  may  be  heated  previously  to 
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allowing  it  to  enter  the  cylinders,    llie  cold  air  cylindears  are 
kept  cool  by  a  jacket  filled  with  cold  water  and  which  is  renewed 
as  it  becomes  heated  by  the  air." 
An  engine  with  two  pairs  of  hot  and  cold  cylinders  is  descadbed, 
OMxited«l«.   Drawings.] 

A.D.  1853,  April  9.— N»  855. 

GO£tLE,  Gbobgb  Frederic. —  Machinery  to  be  actuated  by 
water  or  ur^  consisting  in  an  endless  chain  or  band  connect- 
ing three  large  cylindrical  wheels  or  drums.  For  working  wind- 
mills the  endless  bands  should  be  furnished  at  regular  intervals 
either  with  canvas  stretched  on  suitable  frameworks  or  with  Vene- 
tian systems  of  broad  strong  lathes,  moveable  at  any  angle,  as 
used  for  windmill'  sails ;  and  the  improved  machinery  placed  in 
such  »  direction  that  the  wind  can  act  only  up  or  down  the 
hypothenuse  of  a  right  angled  triangle  made  by  the  dromsj  the 
other  parts  being  covered  up. 
CPriiited,8dL   Brmwings.] 

A.D.  1853,  April  21.— N»  961. 

DURAN,  Juan. — Motive  power  is  obtained  from  a  wheel  com- 
posed of  an  axletree,  eight  arms  and  three  rings  or  circles 
joined  to  each  other  by  posts.  On  the  middle  ring  are  twenty- 
toxxx  small  wheels  each  carrying  a  weight.  These  wheels  have 
fourteen  long  notches  fitting  into  those  of  a  catch  fixed  at  the 
bottom  of  the  large  wheel,  and  sixteen  short  fitting  into  those  of 
another  catch  fixed  at  the  top  of  the  large  wheel.  These  catches* 
move  the  small  wheels  in  such  a  manner  as  to  make  all  the 
weights  on  one  side  of  the  large  wheel  to  become  developed  or 
unfolded,  while  those  on  the  other  side  are  shut  up  within  the 
limits  of  the  large  wheel.  Thus  this  wheel  is  kept  excentric,  and 
out  of  its  equilibrium,  and  motion  is  produced  and  kept  up.  A 
smular  mechanism  may  be  placed  in  each  of  the  compartments 
between  the  central  and  the  outer  rings. 
Dhinted^ed.  Drawing.] 

A.D.  1853,  May  20.— N°  1248. 
SCHOLLICK,  Edward  Jones.  —  Water  is  decomposed  by 
electric  currents  into  its  component  gases  which  then  pasa  m^  ^. 
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cylinder  and  are  exploded  by  cnrrenta  from  a  second  electric 
apparatus  and  thus  give  motion  to  a  piston  in  the  cylinder.  The 
motion  of  the  piston  causes  the  connection  of  the  two  poles  of 
the  exploding  battery ;  when  the  cylinder  is  about  two-tbirds  fiill 
of  gas  the  explosion  of  the  gaa  drives  the  piston  the  remainder  of 
the  stroke,  and  this  will  be  followed  by  vacuity  at  the  time  the 
valves  open  to  admit  the  gaa  on  the  other  side  of  the  piston. 
The  water  resulting  from  the  explosion  is  driven  through  a'tube 
with  a  valve  opening  outwards  bock  to  the  vessel  where  It  is 
decomposed.  A  partition  of  wire  gauze  is  UEed  to  prevent  the 
gaa  exploding  in  the  generatLDg  vessel. 

[Ptuil«il.W.    No  Drawings,] 

A.D.  1863,  May  20.— N"  1251.    (•  *) 
BELLFORD,  Auoustb  Edouard  Lorabous. — (J  comntunica- 
tion.) — Rotary  engine  to  be  driven  by  any  vapour,  gas,  or  fluid. 

The  enclosing  cylinder  is  stationary ;  the  inner  cylinder  or  steam 
wheel  is  connected  by  four  arms  to  a  boss  on  the  axle ;  the  annular 
space  left  between  thecylindric  surfaces  forms  the  channel  into 
which  the  steam  is  admitted,  and  wherein  the  pistons  or  sliders 
revolve.  In  each  of  the  four  arms  is  a  radial  slot  in  which  the 
"  wings"  or  pistons  are  forced  outwards  or  inwards  by  small 
pistons  within  them  acted  on  by  steam  at  such  times  as  the  sliders 
themselves  are  moved  by  it,  and  it  ceases  when  the  exhausting 
process  commences  in  the  slot  at  its  inner  end.  The  motive  steam 
enters  the  annular  interspace  between  a  wing  that  extends  across 
the  space  and  a  fixed  projection  from  the  face  of  the  outer  cylinder, 
which  forms  the  stop  or  abutment  (of  which  there  are  two)  against 
which  the  steam  expanding  gives  motion  to  the  inner  cylinder. 
The  regulation  of  the  stream  of  steam  by  valves  and  cocks,  the 
methods  of  forming  the  steam-tight  joints,  and  framing  the  engines 
are  described  minutely. 

A  boiler  tube  is  described  corrugated  on  the  outside  or  made 
with  a  fine  screw  thread,  or  abrasion  or  indentation.  "  A  tube 
"  thus  formed  radiates  heat  with  the  same  fire  in  the  proportion  of 
"  2'J  to  33  in  time,  as  compared  with  a  plane  flue  of  the  same 
"  weight  and  with  the  same  heating  surface."  The  "  moving 
"  joints  are  made  of  stiff  metal  rings  adjustable  by  set  scretra 
"  or  their  equivalents." 
^riDt«d,  u.    Drawing!.:) 
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A.D.  1863,  May  25.— N«  1281.    (*  *) 

BAUER>  William. —  (Provisional  protection  only,) — This  in- 
vention consists  in  so  fonning  a  vessel  or  boat,  which  it  is  pro- 
posed to  call  an  ^^hyponaut  apparatus  "  that  it  wUI  either  float  on 
the  surface  of  the  water,  or  it  may  be  made  to  descend  under  the 
surface  of  water,  and  when  in  either  of  these  situations  it  may,  by 
machinery  within  and  outside  the  boat,  be  propelled  and  guided 
in  any  required  direction.  For  the  purpose  of  propulsion  a  screw 
propeller  may  be  used.  ''The  motive  power  is  so  genehited  as 
not  to  consume  any  atmospheric  air.  It  consists  of  a  mixture 
of  nitre,  sulphur,  charcoal,  and  ammonia,  which,  on  beinp^ 
Ignited,  produces  a  gas  or  vapor  of  the  requisite  tension  to  work 
''  a  piston  similar  to  that  of  a  steam  engine." 
[Printed,  4d,    No  Drawings.] 


A.D.  1853,  May  31.— N»  1336. 

GOODLET,  Georgb.— "  Improvements  in  engines  to  be  worked 
"  by  steam,  air,  or  air  and  water  combined." 

When  the  engine  is  worked  by  air  or  air  and  water  combined, 
the  supply  vessel  has  air  pumped  into  it  to  produce  the  required 
pressure  on  the  piston.  When  water  is  used,  the  air  is  pumped  into 
the  upper  part  of  the  vessel  to  press  on  the  water.  Instead  of  the 
ordinary  slide  valves  a  valve  is  used  in  which  the  ends  of  the 
slide  are  cut  so  as  to  admit  of  a  more  constant  entrance  and  exit 
of  steam  or  motive  fluid.  The  piston  rod  may  be  made  to  extend 
through  the  cylinder.  The  slide  is  worked  by  a  forked  lever 
acting  on  studs  on  the  valve.  The  lever  works  in  a  slot  in  the 
slide  valve  rod  and  has  its  fulcrum  fixed  to  the  cylinder.  A  self- 
acting  throttle  valve  is  substituted  for  the  ordinary  governor.  In 
locomotives  such  valves  may  be  worked  by  the  engine  driver. 
The  cylinder  has  atmospheric  vacuum  valves  opening  in  vessels 
at  each  end,  by  which  the  atmospheric  air  is  brought  to  act  on 
the  piston  in  c6njunction  with  the  impelling  fluid  at  each  stroke. 
The  water  on  leaving  the  cylinder  passes  into  a  vessel  whence  it 
is  forced  back  into  the  supply  vessel  by  a  force  pump,  worked  by 
the  piston  rod  at  the  reverse  end  of  the  cylinder  from  that  atwhicb 
the  rod  is  connected  to  the  crank. 

[Printed,  4d»  No  Drawings.] 
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A.D.  1853,  June  9.— N"  1408. 
PON9ON,  Antoinb.  —  A  hollow  cylinder  in  which  a  metal 
piston  movea  tightly  is  fixed  to  the  lower  part  of  a  metal  reservoir 
filled  with  water.  A  drivin(5  cylinder  fonned  of  two  parta  fitting; 
tightly  on  each  other  and  fumiahed  with  two  valves  moves  in  the 
reservoir  and  is  connected  by  Vaucanson  chains  to  balances.  The 
piston  is  connected  by  a  double  joint  to  one  extremity  of  a 
balance.  And  a  similar  apparatus  is  placed  at  the  opposite  ex- 
tremity. When  one  driving  cylinder  haa  reached  its  greatest 
height  a  valve  opens  and  the  air  escaping  from  the  lower  part  of 
the  cylinder  will  re-enter  into  the  upper  part.  At  the  same  time 
the  other  driving  cylinder  will  he  elongated,  and  displacing  thus 
a  great  quantity  of  water  will  produce  the  lowering  of  the  first 
driving  cylinder.  In  descending  its  terminal  conical  portion 
will  rest  on  the  corresponding  conical  space  in  the  piston.  This 
piston  will  fall  by  the  action  of  the  balance  and  by  an  arrange- 
ment of  catches  the  lower  part  of  the  driving  cylinder  ia  made  to 
follow  the  piston,  and  thus  the  cylinder  will  be  extended,  the  air 
entering  by  a  valve  then  opened.  "  It  is  the  alternate  motion  of 
"  ascent  and  descent  produced  by  the  difference  of  volume  which 
"  the  two   driving  cyhnders  alternately  occupy  which  causes  the 


I  ine  i:wo   ariving  cyunuers  aiiernaieiy  occupy  wmca  causes  loa      1 

^^H  "  balances  to  move  and  thus  form  a  new  motive  power."    '^^^^^ 

^^^B  (Trinted,  Sd.                                                                                          i!^^^^l 

^V  A.D.  1853,  June  9.— N"  141G.                ^^^H 

'  NAPIER.  Jamrs  Robert,  and    RANKINE.  William  Jobr      " 
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NAPIER,  Jambs  Robbrt,  and  RANKINE,  William  John 
Macquorn.^"  Developing  mechanical  power  by  the  action  of 
"  heat  on  air." 

The  upper  and  lower  ends  of  a  working  cylinder  respectively 
commiinicate  with  air-tight  receivers.  The  upper  part  of  each 
of  these  consists  of  a,  number  of  tubes  open  at  the  bottom  and 
closed  at  the  top.  The  lower  part  consists  of  tubes  open  at  the 
top  and  closed  at  the  bottom.  The  upper  tubes  are  kept  cold  by 
a  stream  of  water  and  the  lower  heated  by  the  flue  of  a  furnace. 

A  plunger  is  to  be  made  to  fit  the  body  of  the  receiver  as 
closely  as  is  consistent  with  the  moving  up  and  down.  It  is 
composed  of  several  compartments,  one  or  more  of  which  extend 
through  the  plunger  so  as  to  form  a  passage  for  air.  Metal 
rods  are  attached  to  the  top  of  the  plunger  and  fit  the  upper  tubes 
loosely.     Below  the  plunger  is  a  lieat  screen  which  consists  of  a 
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lilu  plnte  of  metal  pierced  ^th  holes,  and  hating  a  b 
of  mettd  rods  attached  to  its  tower  surftice,  which  fit  looself  the 
lower  tubes,  The  plunger  is  moved  up  and  down  by  rods  worked 
by  the  engine.  The  heat  acreen  ia  also  attached  by  a  rod  to  one 
end  of  a  beam  turning  on  a  pivot,  which  by  meauB  of  a  suitable 
catch  is  moved  up  by  the  rod  working  the  plunger  until  near  the 
top  of  the  Btroke,  when  the  fire  screen  is  allowed  to  fall  by  its  own 
weight.  By  the  motion  of  the  plunger  and  heat  screen  the  air  is 
dnven  from  one  set  of  tubes  to  another,  and  thus  alternately 
heated  and  cooled,  and  the  heated  ur  expanding  will  transmit 
its  pressure  and  motion  to  the  air  in  the  cyhnder. 

|;Print«d,  If.    DrawiiiKa.] 

A.D.  1853,  June  13.— S"  1436. 

WEBB,  JosBPH. — (Provisional  proteetion  oniy.)— The  weight  ot  I 

bodies  ia  rendered  available  for  the  purpose  of  creating  a  powel  I 

Buffident  to  put  them  in  motion.     In  the  propulsion  of  carriage*  [ 

on  railways  the  weight  of  the  bodies  ia   made  to  hear  upon  thi  I 

ends  of  plungers  or  hydraulic  rams,  in  connection  with  which  am  I 

air  chambers  or  pumps  ivith  pistons.     The  air  oomprcssed  by  the  I 
weight  of  the  bodies  ia  uaed  aa  the  motive  power. 
CPrint«d,ld.    NoDrawingB.] 

A.D.  1863,  June  15.— N"  1445.    (*  •) 
PARSEY,  Abthub, — Rotary  engine  to  be  worked  by  steam,  aii^  I 
gas,  or  water, 

A  cylinder  mounted  in  hearings  in  the  end  covers  of  an  outer 
or  stationary  cylinder  revolves  within  it.     In  its  revolution  a  line 
on  its  surface  parallel  with  its  axis  will  always  be  in  sliding  con- 
tact with  a  line  on  the  concave  periphery  of  the  outer  cylinder  J 
and  parallel  with  its  axia,  and  form  a  sliding  separation  between  ■ 
the  spaces  or  each  aide  of  the  hne  of  contact. 

The  revolving  cylinder  has  the  same  length  interiorly  ae 
casing  cylinder;  four  radial  slots  or  grooves  are  cut  in  its 
phery,  into  each  of  which  a  "  slider  or  flyer  "  ia  placed  that  n 
steam-tight  in  its  groove.  The  puddles  slide  outward  acros: 
space  between  the  two  cylinders,  or  Inward  into  the  slots  in  tli^l 
revolving  cylinder,  closing  or  opening  the  communication  betwBa«  1 
the  steam  and  the  vacuum.  To  assist  this  movement  of  the  Sjtn  I 
tngs  are  placed  at  their  inner  ends  within  the  slots.  In  revol*^  J 
the  flyers  will  be  wholly  preaaed  into  \,\iCTe  s\(ft&  \)\iffia.  "Cwi 
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edges  come  in  contect  with  the  surface  of  the  outer  cylinder,  but 
us  they  recede  from  the  line  of  contact  the  springs  placed  at  the 
back  of  the  flyers  wiU  press  them  outwardly  across  the  ateam 
channel  until  they  again  divide  the  creacent^shaped  space  into 
which  the  Hteam  ia  admitted.  Two  or  any  number  of  flyers  may 
be  placed  on  the  revolvinj{  wheel. 
[PrlntBd,  Bd.   DmwinBB.] 

A.D.  1853,  June  24.— K"  1540. 
JOHNSON,  John  Henhy. — (A  eommutiication  from  Messieurs 
Ouicheni and  Burgalat.) — {Promsional prolectiott  only.) — The  ma- 
chine consists  of  a  revolving  disc  fitted  with  a  aeriea  of  levers 
working  horizontally  and  graduated  in  length,  the  short  ones 
being  nearer  the  centre.  They  ara  connected  by  a  aeriea  of  rods 
which  transmit  the  movement  throughout  the  series.  The  force 
of  helical  springs  is  communicated  through  the  aeries  to  four 
pulleys  pressing  against  the  internal  surface  of  a  fixed  ring  sur- 
rounding the  disc.  The  pulleys  are  of  unequal  ai/.e,  and  the 
pressure  of  the  smaller  is  the  greater,  and  as  they  press  against 
the  ring  it  forms  a  continuous  incline  along  which  the  pulleys 
tend  to  roll,  carrying  the  disc  with  them.  The  power  may  also 
also  be  obtained  from  two  cjlinders  having  one  end  greatly  con- 
tracted, and  each  end  furnished  with  a  piston  in  direct  communi- 
cation with  the  bearings  of  the  pulleys.  The  cylinders  or  pipes 
are  filled  with  liquid  or  compressed  nii,  and  the  small  piatos 
pressed  doivn  by  a  screw. 
[Printed,  id.    No  Brawiniis.] 
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A.D.  1S53,  June  29.— N°  15( 
IMRAY,  JoHS. — This  consists,  first,  in  obtaining  rotary  da 
from  the  pressure  of  Suida  by  making  two  or  three  segments 
revolve  ivithin  a  cylinder,  and  controlling  their  relative  motions 
by  pins,  cranka,  and  other  contrivancea,  so  as  tu  cause  successively 
recurring  mriations  in  the  leverage  or  virtual  velocity,  so  that  the 
fluid  entering  and  leaving  by  suitable  ports  gives  rotary  motion 
to  a  shaft.  Secondly,  in  causing  certain  fluids  to  exert  pressure. 
The  apparatus  consists  of  a  vessel  Uke  a  boiler,  and  a  furnace 
supplied  with  fuel  by  a  hopper  having  its  lower  part  cylindrical, 
aiid  containing  a  hoUow  cyboder  with  an  opening  at  one  part  of 
its  circumference.  Air  is  forced  into  the  furnace,  and  the  pro- 
ducts  of  combustion  pass  by  a  passage  on  one  aide  of  the  boiler 


r 


MOTIVE  POWER  ENGINES.  195  ■( 

snd  best  the  water  supplied  by  the  feed  pipe,  find  after  pan 
through  valves  and  tubes  into  the  boiler,  and  rising  through  the 
water  in  numerous  small  streanis  convert  part  of  it  into  steam, 
A  portion  of  the  mixed  produda  is  used  to  work  a  rotary  appa- 
ratus for  supplying  air  and  the  feed  pump  of  the  boiler,  and  tha 
remainder  is  used  for  driving  an  engine.  , 

[Printed,  VId.     Diswing.] 

A.D.  1863,  June  30.— N°  15;?.     (♦  *) 
WEBB.JoBKPH. — {Provisional  protection  tmhj. )—"lropTOvemeata    I 
"  in  obtoininj;  and  applying  motive  power." 

"This  invention  consists  in  the  use  and  application  of  gas" 
[common  coal  gas?]  "in  combination  with  electricity,  for  the  1 
"  for  the  purpose  of  exploding  said   ^as  within  the  cylinder  of  a  I 
"  steam  engine,  and  thereby  to  create  an  elastic  force  or  power." 

"In  applying  this  invention  to   a  rotary  engine,"  "the  axis  J 
"  of  the  piston  ia  formed  hollow,  as  also  the  main  driving  shaft," 
A  pipe  ia  placed  within  such  hollow  parts,  "  one  end  of  which  ia 
"  in  connection  with  a  reservoir  of  gas,"  air  is  also  admitted  by 
this  means  j  the  other  end  of  the  pipe  "terminates  in  the  middle 
"  of  each  piston,  in  which  an  opening  ia  formed  for  establishing 
"  a  communication  between  the  inaide  of  the  cylinder  and  the 
"  inside  of  the  axis  of  the  piston,  in  which  there  ia  also  placed  a 
"  wire  of"  [or?]  "wires,  which  are  in  connection  with  a  battery, 
"  for  the  purpose  of  passing  a  apark  along  one  or  other  of  aaid 
"  n-ires  for  exploding  the  gaa  when  it  arrives  at  the  opening  which.  •! 
"  communicates  with   the  inaide  of  the  cylinder;"  certain  r 
chaniam  alternately  opens  and  cloaea  one  of  such  openings,  ta.  4 
move  the  piston  and  to  reverse  the  direction  of  such  motioni 
Thus,  by  admitting  and  exploding  the  gas,  a  succession  of  impulses,  i 
and  totaiy  motion  will  be  imparted  to  the  pistons  and  parts  in,  I 
connection  therewith. 

"  This  invention  applies  also  to  reciprocating  engines  generally.  J 
"  and  all  other  machines  hitherto  worked  by  an  elastic  force.'' 

[Printed,  id.   No  DrawiDss.J 

A.D.  1353,  July  4.— N°  159G, 
DE  AMEZAGA,  Francois  Mathied.— Motive   power  is 
tained  from  gravity  by  the  force  of  a.  tailing   body ,  which  unlike 
all  other  powera  increases  with  the  motion  of  the  bod^.    T\i*  J 
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I  en^ne  consists  of  tour  parts.    Pirst,  two  equal  parallel  wheela  in 

[  nrtio&l  places  united  bj  a  horizontal  axis,  and  each  composed 

[  two  concentric  crowns  joined  by  cross  pieces.    The  two  wheels 

■le  Aimished  with   three  equal  weig-hts,  the  middle  one  bein^ 

placed  at  the  top  of  the  vertical  throuji^h  the  axis  when  the  engine 

is  to  be  started.     Secondly,  a  cast  metal  lever,  whose  plane  is 

vertical.    It  is  fixed  to  the  axis  of  the  wheels  and  is  sjmetrical 

\rith  respect  to  it.    Its  arms  hare  each  a  groove  extending  trom 

a  third  of  the  lenp^h  of  the  arm  to  its  eztroini^.    Thirdly,  an  arm 

nmilar  in  form,  to  the  lever  but  without  the  groove  and  fitted  on 

tis  on  the  saine  level  as  that  of  the  wheels.    Its  length  is 

two-thirds  of  the  lever.    One  arm  carries  a  galet  pebble  or  pin 

I  which  in  the  several  motions  of  the  machine  passes  successively 

through  sli  the  points  of  the  groove.     The  whole  of  the  motion 

of  the  lever  and  arm  forms  a  system  of  bicentric  levers.    Fourthly, 

'    a  steam  engine  or  other  motion  wliich  starts  the  engine  by  moving 

the  arm.     After  the  engine  has  been  started  the  weights  move  or 

act  with  such  acceleration  that  it  is  necessary  in  order  to  regulate 

notion  to  slacken  the  march  of  the  auxiliary  motion  till  its 

I   force  becomes  in  proportion  to  that  developed  by  the  weights, 

[PrloWd,!*.  DrawinBS.] 


A.D.  1853,  July  8.— N"  1630. 
I  'BRUNIER,LoriB.— This  invention  consists  of  a  cylindrical  vessel 
baving  two  rising  pipes  connected  by  a  pipe  at  their  upper  ends. 
One  of  the  rising  pipes  communicates  by  a  pipe  which  can  be  closed 
by  a  cock  with  an  an-  pump.  The  other  by  a  similar  pipe  with  the 
engine  to  be  worked.  Within  the  cylinder  are  several  small  vessels 
with  valves  opening  outwards  and  conical  pipes  which  rise  out  of 
the  cylindrical  vessel.  A  corresponding  number  of  small  cylindrical 
vessels  are  attached  to  and  communicate  hy  pipes  furnished  with 
cocks  with  the  pipe  connecting  the  risbg  pipes.  At  the  bottom 
of  each  of  the  small  cylindrical  vessels  is  an  opening  above  and 
rather  tai^er  than  the  mouth  of  the  conical  pipes.  The  apex  of 
a  cone  attached  to  each  small  cylindrical  vessel  passes  through 
but  does  not  fill  such  opening  and  the  mouth  of  the  conical  pipe 
beneath  it.  The  whole  apparatus  is  at  first  filled  with  compressed 
UF  by  the  pump  and  then  the  cock  leading  to  the  engine  being 
opened  the  tur  flrom  the  connecting  pipe  passes  into  the  small 
q^liodrjcal  vessels  and  niahes  "  against  the  curved  surface  of  the 
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The  centrifugal  force  of  the  air  thus  produced  presBea  it  I 
"  right  angles  to  the  Burface  of  the  cone  and  thus  causes 
*'  to  pass  into  the  conical  open  end  of  the  preaa  at  an  increaMd  I 
"  velocity  to  that  at  which  it  left  the  vessel ;  the  compressed  hh    I 
"  will  consequently  carry  in  air  from  the  outer  ataiosphere,  and 
"  thus  will  be  supplied  the  sir  which  is  constantly  passing  off  to 
"  work  the  engines." 

RMnted,8iI.    Drawing.;] 
I  A.D.  1P53,  July  II.— N°  1648. 

EDE,  Fabian.^ — "Improvement   in  gas  and    a\i   enftines," 
which  have  generators  or  vessels   in  which  the  same  mass  of 
gas  is  moved  backwards  and  forwards    and  alternately  heated 
and  cooled.     These  consist  of  a  cylinder  enclosed  in  anotbar 
cylinder   but   with    some   space   lietween   their    respective  walla 
and  ends.     The  outer  cylinder  is  closed,  and  the  top  is  cool 
1^   water  and   the   bottom   heated   by   a  fomane.      The   inr 
cylinder  ia  also  closed,  except  that  the  top  and  bottom  are  per 
rated  by  a,  number  of  small  holes.     A  piston  working  in  the  inner 
cylinder  moves  the  gas,  which  is  beated  and  cooled  alternately  by 
passing  between  the  two  cylinders  and  through  the  holes  at  tlie 
ends  of  the  inner  cylinder.     It  ia  important  that  the  ends  of  the 
two  cylinders  should  have  "  as  great  surfaces  of  contact  as  possible 
"  without  hindering  the  free  passage  of  the  gas  between  them." 

The  most  applicable  kind  of  gas  is  that  mixture  of  nitrogen 
and  carbonic  oxide  which  is  obtained  when  air  ia  led  slowly  ovffl 
red  hot  charcoal.  This  is  used  to  prevent  the  oxidisation  of 
the  heated  parts  of  the  engine.  If  the  gas  engine  be  employed 
as  single  acting  the  end  of  the  cylinder  not  in  communicatioa  i 
with  the  generator  should  be  united  with  e.  reservoir  in  which  gW'  | 
is  pumped  to  the  average  pressure  in  the  generator, 

[PWntod.M,  Drawing.] 

■^  A.D.  1853,  July  23.— N°  1 73G. 

PTLEY,  "William.— Valve  regulators   for  engines  to  b«  ' 
ed  by  steam,  air.  or  fluids. 
The  regulators  are  circutar  bodies  fixed  on  the  main  or  other 
shaft  and  fitted  with  slide  bearings  working  on  guides  or  bars 
fixed  on  the  same  shaft.     An  eccentric  also  fitted  on  the  shaft 
»  by  the  blocks  or  aides  of  its  Btn.^a  ob.  t'jio  cti«&\««5 
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opposite  side  of  the  regulator.  A  rod  attached  like  on  ordi- 
eccentric  rod  tranGinits  the  motion  to  the  rectiiying  lever, 
h  ia  B  double  lever  hat-ing  a  circular  groove  whose  radius 
■ia  equal  to  the  length  of  the  valve  rod.  The  valve  rod  ia  fitted 
irith  a  block  which  slides  in  this  groove  and  can  he  adjusted 
by  hand  or  by  the  governor.  The  recpilator  has  a  handle  bj 
which  it  is  adjusted.  The  exhaust  ports  may  be  ctoGed  bo  asto 
prevent  the  entrance  of  air  or  deleterious  matter.  To  stop  or  bold 
the  engine  steam  is  admitted  before  the  end  of  the  stroke  and  the 
fflinder  is  thus  charged  to  act  in  opposition  to  the  piston. 
[Printed,  SJ.   DniKinK.l 


A.D.  1853,  August  U.— K'  1868. 
T'DEWSNUP,  Thomas. — Motive  power  Is  obtained  from  india- 
mbber  or  similar  elastic  substances  by  winding  the  same  on  sepa- 
rate rollers  and  stretching  them  so  that  power  is  obtained  in 
nnwinding  them.  By  arranging  the  rollers  so  that  one  is  wound 
Up  at  8  time  the  motion  primarily  acquired  is  kept  up  continuously. 
In  the  application  as  a  propelling  power  a  number  of  strands  of 
vulcanised  india-rubber  cr  other  elastic  substance   are  fastened 

tto  two  strong  hooks  fixed  on  a  trame,  and  pass  round  «(uide 
pulleys,  and  are  then  attached  to  and  wound  on  two  separate 
drums.  When  the  necessary  lene'b  is  wound  on  the  drums  a 
check  is  taken  off  and  the  drums  turn  and  their  motion  is  com- 
nunicated  by  a  series  of  pulleys  to  the  shaft  to  which  the  drawing 
wheels  are  connected. 
[Frinted.Bd.  Drtnrlni;.] 
'  A.D.  1853,  August  13.— N"  18!»5.    (*  •) 

ltlPSCOMBE,FftEDEBicK.— Evaporation. 
The  heat  from  the  lighted  fnel  rises  through  a  grating  into  a 
chamber  over  the  furnace  and  heats  the  air  therein ;  the  smoke 
being  prevented  ascending  by  a  wire  netting  spread  upon  the 
KTating,  escapes  at  a  chimney,  the  opening  of  which  is  below  the 
(p«ting,  but  neither  the  chamber  nor  tubes  act  as  flues.  The 
heated  air  in  this  chamber  comes  in  contact  with  tubes  containing 
water  or  spirit,  und  by  the  transmission  of  heat  vaporizes  the 
whole  or  greatest  part  of  the  sjiirit  in  contact  with  them.  The 
Tapour  when  the  tubes  are  porous  is  generated  on  the  externa] 
of  the  tubes,  thereby  cooling  the  liquid;  when  not  porous 
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Ivapourmaybe  conducted  from  the  tubes  and  either  condensed"    . 
or  iiBed  to  Rive  motion  to  an  engine. 

To  re&igerate  a  hquid  a  moderate  heat  from  oil  or  other  fiiel 
only  is  required.  All  the  vessels  in  contact  with  the  fluid  should 
be  fbrmed  of  porous  inaterial ;  the  liquid  causes  this  to  become 
moist  throughout  its  substance ;  the  moderate  warmth  from  the 
fijel  produces  a  gentle  et'aporation  from  the  moist  surface ;  the 
liquid  becomes  cool,  and  the  vapour  escapes  from  the  chamber. 

Various  modifications  of  the  apparatus  and  its  applications  aro. 
described. 

lTriatcd,arf.    Drnwinf.] 

A.D.  1853,  September  2.— N-  2032.  ('  •) 
CAROSIO,  AuGUBTiNo. — "Improvements  in  obtaining  power 
"  by  tha  aid  of  on  electric  current  for  motive  and  telegraphic 
"  purposes." 

The  electric  current  is  obtained  from  a  "  Grove's  gas  battery," 
and  is  applied  to  the  decompoBittun  of  water;  "  the  gaaes  pro*  ' 
"  duced  from  such  decomposition  are  turned  to  account  to  supply 
"  the  gases  which  are  recombined  in  the  battery,"  as  deaeribed 
in  the  Specification  N"  575,  A.D.  1853.  The  electric  current 
obtained  from  this  apparatus  sets  in  motion  any  suitable  magnetic 
apparatus,  thus  giving  a  power  applicable  to  motive  and  tele-, 
graphic  purposes. 

If  a  "  De  la  Rive's  condenser  "  is  used,  induction  currents  a*ft 
produced,  "which  may  he  employed  in  place  of  galvanic  battery    , 
"  currents  for  telegraphic  or  otherpiirpoBes,or  they  maybe  united 
"  with  the  direct  current  for  the  decomposition  of  water;"  "the 
"  conducting  wires  constituting  the  coils  "  should  be  stout  and 

[Prinlea,  M.    Ko  DrawinKa.] 

A.D.  1853,  September  3.— N"  3037.    (*  *) 
WALKER,  Thomas. — "  Rotary  engines  to  be  worked  by  atcaoL  I 
"  or  other  flnida." 

The  rotating  piston  is  fixed  eccentrically  on  the  main  axle,  and^  I 
revolves  within  a  fixed  cylinder.  The  eliding  stop  or  st 
abutment,  is  in  width  equal  to  twice  the  distance  from  the  centr^.  i 
of  the  piaton  to  the  centre  of  the  case  to  which  it  revolves,  and  is 

itruded  from  a  channel  in  the  outer  cyUader  across  the  piston. 


^^jirgtnj 
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■Aamber  into  sliding  contact  with  the  convex  surface  of  the 
F  eoceatric  piston,  and  this  contact  is  naintuned  by  ''  ateam  oi 

*  flnid  pressure,"     The  iolet  And  outlet  pwaagea  open  into  the 

ihannel,  in  which  the  abutment  valve  slides,  and  grooves  are 

Lliollowed  out  at  its  sidea  for  the  passage  of  the  steam  into  or  out 

Bof  the  cylinder  or  case,  and  in  passing  into  the  engine  it  is  con- 

died  to  act  on  one  or  other  aide  by  a  reverfling  slide  valve. 

The  engine  is  Bometimes  formed  with  two  or  more  chambers  on 

the  same  axle,  and  its  case  is  cast  in  two  pieces  to  facilitate  the 

fitting  of  the  parts. 

[Printed,  1».    Prairtnga.] 

A.D,  1963,  September  6.— N"  2052. 
J  DAVIS,  James, and  RAMSAY,  Rob  est  .—Engine  to  be  worked 
I  lly  steam,  air,  or  water,  in  which  a  vibrating  motion    is  given 
f  to  the   driving  abaft,  bj   causing  the  motive  agent   to    act   on 
n  wedge-shaped  pieces  attached  to  the  shaft.     The 
f  ^linder  has  an  equal  number  of  steam  stops  projecting  radially, 
edges  of  which  fit  steam-tight  against  the  shaft.     The 
Hses  into  the  valve  between  the  face  and  back  plates, 
I  irtiiab  are  connected  and  serve  as  a  steam  chest.      They  are  kept 
'  mput  solely  by  the  difference  of  pressure  of  the  steam  between  the 
plates  and  the  steam  pressing  on  the  back  of  the  valves,  such 
difference  being  that  of  the  pressures  on  the  areas  of  the  out  and 
inside  measurements  of  the  steam  pipe. 
CFriuled.  U.  Id.    DrawiuKi.] 

I  "'  A.D.  1853,  September  12.— N"  2112. 

CANNON,  Chabikb.— Motive  power  to  supersede  steam  atmo- 
spheric influence  or  electricity  is  obtained  from  two  fly-wheels  so 
equipoised  that  the  slightest  impetus  will  set  them  in  motion,  and 
constructed  so  that  one-half  of  the  wheel  or  orescent  shall  gTadually 
increase  in  weight,  while  the  other  half  abaU  be  lighter,  so  that 
when  one  wheel  bears  the  weight  at  the  top,  its  opposite  fellow 
will  have  it  underneath  ;  consequently  one  fails  as  the  other  rises, 
and  a  continual  motion  may  be  kept  up  by  a  very  slight  impetus 
on  the  shafts.  These  wheels  are  made  to  propel  a  carriage,  in 
~  ich  case  a  seat  is  provided  for  the  person  who  is  to  actuate  the 

iflkohine  by  means  of  levers  or  treadles. 

[FnDt«il.M.    Oruriiw,! 
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A.D.  1853,  September  19.— N"  2173. 
STEPHENS,  John. — {ProvUitmal  proleetion  only.) — "  Improve* 
"  mentti  in  obtainiDg  motive  power  Lj  the  cud  of  otr,  ateam,  and 
"  other  expaoBive  gasea." 

"  I  obtain  motive  power  from  machinery  or  apparatus  which 
"  conBiBta  of  a.  pipe  or  pipes  in  which  are  air-tight  plungers  ton- 
"  nected  with  roda,  which  cause  strains  or  preaauree  on  certain 
"  other  parts  within  the  pipe  or  pipea,  forwhioh  purposes  another 
"  pipe  or  pipes  are  connected  with  exhausting  air-pumpa  or 
"  forcing  pumps,  as  may  be  required  to  eihaust  the  air  within 
"  the  pipe  or  pipes,  or  fill  them  with  compresaed  air,  steam,  or 
"  other  expansive  gases.  The  motion  oanaed  by  the  strains  (a 
"  pressurea  within  the  pipe  or  pipes  can  be  applied  in  the  usual 
"  way." 

^^Hr  A.D.  1853,  October  T.-N"  2296. 

^^&rHIAS,  William  James,  and  BAILEY.  Thomas.— 
{Provmonal  protection,  only.) — "  Two  axles  ore  geared  toj^ethet 
"  by  cog  wheels,  to  one  of  theae  axles  the  power  is  appUed,  and 
"  on  the  other  an  eccentric  is  fixed,  which  aata  to  move  out  a 
"  series  of  shdea,  each,  of  which  has  applied  to  it  a  projection 
"  which  enters  between  spokea  of  a  star  wheel  on  a  third  axle, 
"  and  causes  the  star  whed  and  axle  to  revolve;  but,  by  reason 
"  of  the  eccentric,  these  elides  and  projections  act  with  an  in- 
"  creased  power  on  the  third  axle,  and  consequently  the  power 
"  appUed  to  the  first  axle  is  given  off  with  increased  effect  on 

^^Mhe  tlurd  axle." 

^^BOMnteCk  4A    KoBiawingB.] 

^^P'  A.D.  1S63,  October  22,— N"  2-146. 

GREENFIELD,  Hums. — {A  comnmnicatio«.)—{Proi>isional  pro-  . 
tection  only.) — "  Obtaining  power  by  carbonic  acid  gaa,"  which  I 
is  liquified  in  a  receiver  or  reEriKerator,  which  it  is   preferred  I 
should  consist  of  tubes,  thence  the  gas  is  drawn  by  a  force 
pump  worked  by  the  engines  intu   a  series  of  tubes  contained 
jp  reservoirs  filled  with  heated  oil.     The  heated  liquified  gas 

^^apasBes  into  one  of  two  chambers  fitted  at  the  end  of  the 
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working  cylinder,  and  filled  ivith  oil.  The  heated  liquified  gas 
presses  on  the  oil,  moves  the  piston  of  the  trorking  cylinder,  and 
tiiereby  drives  the  oil  into  chambers  at  the  other  end  of  the 
cylinder,  which  will  cause  the  liquified  gas  previously  therein  to 
pass  again  into  the  refrigerator  by  the  use  of  a  suitable  valve 
and  pipe.  The  heated  liquified  gas  is  then  cut  off  from  the  first 
chamber,  and  driven  into  the  chamber  at  the  other  end  of  the 
cylinder. 
[Printed,  III.  No  Drawings.] 
A.D.  18.53,  Octobers).— N" 2509. 
BANNER,  Edward  Greobdn. — Motive  power  is  obtained,  ac- 
cording to  the  first  part  of  the  Specification,  from  an  axle  working 
ireely  on  bemings,  and  carrying  a  boss  of  plate,  the  circumferenoe 
of  which  has  at  equnl  distances  nnumber  of  weights  or  levers  tuQi- 
ing  freely  on  their  points  of  attachment,  and  each  supplied  with  a 
spring  so  applied  that  when  tlie  lever  is  horizontal  it  will  be  kept 
o  by  the  spring,  and  when  the  lever  is  inclined  so  that  its  weight 
>r  pressure  un  the  spring  is  diminished,  the  spriog  will  tend  to 
aise  it  or  to  disturb  the  equilibrium  of  the  system,  and  cause 
[  zotation  round  the  axis.  Another  part  consists  in  making  the 
buckets  of  a  water  wheel  curved,  and  keeping  them  full  for 
nearly  the  entire  height  of  the  wheel  by  a  wall  or  casing.  Another 
part  consists  in  increastng  tlie  weight  of  the  fiy  wheel,  or  wheels 
of  all  arrangements  rotating  on  an  axle,  after  the  machinery  has 
been  set  in  motion  for  the  purpose  of  obtaining  increased 
momentum, 

i:i>r<Dled,  M.    Drawing.] 


A.D.  1553,  November  26.— N"  2764.    (•  •) 
'  ROUSSELOT,  JosBPH  Scipiox.— "  An  improved  application 
■'  of  magneto-electricity  for  driving  machinery  and  for  neutralizing 
'  the  impulsive  force  of  machinery  in  motion." 
In  applying  magneto-electricity  to  driving  machinery,  heated 
atmospheric  airiBemployed{by  preference)  as  a  medium  for  giving 
an  engine.    The  air  is  heated  by  the  combustion  of  the 
f  inixed  gases  produced  from  the  decomposition  of  water  by  the 
ic  current. 

"When  this  invention  is  applied  to  drive  a  locomotive  engine,  a 
*  Grove's  or  other  suitable  battery  "  is  employed,  at  starting,  to 
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T&te  tbe  gB3  ;  and  when,  hy  the  combustioa  of  the  gas,  a  suf- 
ficient motive  power  is  obtained,  &  tnagneto-electric  apparatus  is 
btought  into  connEction  with  the  water  to  be  decomposed,  and  the 
decompowtioD  continued  by  that  means.  The  megneto-electrio 
apparatus  consists  of  a  series  of  horae-shoe  magneta  fixed  to  the 
framing  of  the  engine  in  such  a  position  that  they  will  act  in 
connection  with  coiled  soft  iron  armatures  mounted  on  the  axles 
of  the  running  wheels.  An  cleclro-magnetic  engine,  conaiating  of 
helices  into  which  cores  are  alternately  attracted,  is  employed  to 
fiirce  the  air  into  an  air  chamber,  from  which  the  heating  chamber 
and  engine  cyhnders  are  supplied  with  air.  Previous  to  entering 
the  engine  cylinders  the  aic  is  further  expanded  in  the  valve  bos 
"  by  an  electric  spark  being  produced  in  the  presence  of  the 
"  heated  air," 

To  arrest  "the  progress  of  a  train  by  the  aid  of  electro-mag- 
"  netism,"  the  electro  current,  generated  as  above,  is  diverted 
Irom  the  decomposing  apparatus,  &:c.,  to  electro-magnets  mounted 
radially  on  the  brake  wheels,  and  having  their  efiiective  poles  iu 
the  circumferences  of  the  wheels  in  contact  with  the  rails.  Ths  - 
clinging  tendency  of  the  wheels  to  the  rails  stops  the  train. 

fPrinWd.Sd.    Drawing.] 


A.D.  1853.  November  29,— N"  a7GS.     (+  *) 
SOCHET,  Prix  Ch.vrlbs  Jean-  Baptistb.— The  improvement' J 
consists  in  the   construction  of  apparatus  for  the  dilatation  of 
gasea  at  high  and  low  temperatures,  and  in  their  application  t( 
produce  an  economical  motive  power.     1.  Overheated  steam  i) 
generated  in  straight  or  spiral  metaUic  tubes,  into  which  a  small 
stream  of  water  is  iiyected,  or  it  ia  produced  in  a  high-pressure 
boiler.     2,  To  obtain  "  compressed  heated  air  "  a  close  fire-box'  | 
is  supplied  with  air  by  a  blowing  apparatus,  or  a  current  of  ai 
forced  in  by  a  jet  of  steam  or  gas.     3,  The  hot  gases  escaping 
from  the  aperture  in  the  fire-boi  are  conducted  into  reaction 
engines,  and  produce  at  their  escape  into  the  atmosphere  a  rotary 
motion.     4.  Or  are  led  "  into  an  apparatus  of  simple  construction, 
"  which  would  consist  of  two  chambers,  in  which  the  water *^ 
"  entering  through  valves  in  its  boitom  would  be  ejected  through  •( 
"  a  pipe  by  the  intermittent  action  of  heat  and  gases." 

2,   In  a  second  class  of  enginea  "so  high  a  temperature 
"  employed,  but  its  degree  is  caused  to  vary  vwj  ra,^\i\-^  V\'CmiJ 
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"  tbe  two  f^iven  limitB."  Atmospheric  cur  ia  used  "  or  t,  miitare 
"  of  air  and  water,  steam,  or  vapoura  of  volatile  liquids,  luch  sa 
"  etber  or  chloroform ;  "  if  »  pressure  higher  than  that  of  the 
atmosphere  ia  required  air  may  be  supplied  by  a  force  pump,  and 
heated  by  a  fumnce  externally  or  in  eepnrate  strdght  or  spiral 
metallic  tubes,  into  which  round  iron  bars  have  been  introduced 
to  obtain  a  larger  heating  surfoce ;  "  or  the  air  is  heated  by  inject- 
ing over  heated  steam  into  it,  and  this  is  tbe  moat  certain  and 
KpeditiouB  method. 

■   3.   For  cooUng  the  gases  pipea  containing  cold  water  are  set  in 

the  middle  of  the  hot  gases  ;  or  the  hot  gases  circulat«  through 

pipes  surrounded  hy  cold  water,  or  by  the  injection  of  cold  water. 

To  produce  a  more  rapid  dilatation   of  the  gases  wire  cloth  or 

other  good  conductor  of  heat,  finely   divided   and  capable  of 

instantaneously  ahsorhint;  the  caloric  of  the  heated  gases  when 

flowing  in  a  certain  direction,  and  directly  giving  it  up  to  cold 

goaes  flowing  in  the  opposite  direction,  a  cylinder  with  a  solid 

piston  is  used,  which  communicates  at  its  extremities  with  a 

oharaber  provided  with  sheets  of  '  superposed '  metallic  wire 

cloth,  or  a  cyUnder  with  a  long  hollow  piston  provided  ioter- 

"  nally  ivith  wire  cloth,  through  which  the  gases  sie  made  to 

circulate.     '  It  is  evident  in  both  these  contrivances  that  if  the 

'  air  is  constantly  heated  at  one  end  of  the  piston  and  cooled  at 

'  the  other  end  the  metallic  cloth  will  also  be  heated  at  one  end 

'  and  cooled  at  the  other,  which  will  give  rise  to  an  alternate 

"  '  motion  of  the  motive  piston.'    The  regulating  heated  gas 

"  piston  does  not  require  steam-tight  packings,  it  merely  serves 

"  to  set  the  gases  in  motion." 

"  To  utilize  the  alternate  pressure  and  depressure  of  the  gases  " 
they  are  caused  to  actuate  a  fixed  alternate  reaction  apparatus,  or 
to  impel  the  puton  of  a  single  or  double-acting  gaa  expansion 
engine. 

[Printed.  lOd.    Dmwiiigt.] 


A,D.  1853,  December  8.— N°  2850. 
J  GODDAKD.  JoBKPH,  and  YATES,  Chablkb.— (Propiriowil 
I  frotectioa  onfy,)— Motive  power  is  obtained  by  a  current  of  air 
I  or  gas  which  is  directed  towards  or  about  (he  space  heated  by  a 
J  furnace  through  a  coiled  tube  having  a  bcU-shaped  orifice,  so  as 
i  to  impinge  upon  a  series  of  bkdea  oi  fans  placed  obliquely  *'  on 
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ft 


the  periphery  of  a  wheel  or  drum  revolving  within  a  oon^ 
centric  air-tight  case  fiimished  with  passages  through  which 
*'  the  current  of  air  may  enter  and  escape  after  giving  motion  to 
*^  the  wheel  through  the  intervention  of  the  blades." 
[Printed,  6d.   Drawing.] 


A.D.  1853,  December  12.— N'  2887.    (*  *) 

EVANS,  William. — (Frwjisional  •protettion  only.) — "  Obtain- 
^'  lag  and  a^iplying  motive  power."  Gotistnict»  the  pMtons  of 
f^  engines  with  distinct  and  separate  hollow  oonical-Bhaped 
'^  duunbers  oppdaite  to  Jeach  others  and  to  which  pipes  are  oon<* 
*'  nected  for  the  admission  of  steam,  air,  or  other  aeriform  fluid. 
''  The  piston  is  fltted  to  a  frame  whidi  slides  in  a  cylinder,  in 
^^  which  a  vaccrain  is  always  maintained,  the  ends  <^  the  cylin^ 
'^  den  being  closed  for  that  purpose ;  and  the  pipes  which  aire 
^^  attadied  to  the  chambers  of  the  piston  work  air-ti^t  through 
*'  stuffing  boxes  in  the  cyUnder^s  ends.''  Rods  are  attached  to 
the  framing  of  the  piston  and  woric  air-tight  in  stuffing  boxes 
at  one  of  the  ends  of  the  cylinder,  their  «uter  ends  being  con-» 
nected  to  dranks  for  the  transmission  of  the  motion  prodaced 
by  admitling  steam  or  other  fluid  into  one  of  the  chambers  of 
the  piston,  the  other  chamber  being  shut  off  during  that  time 
by  a  stop-cock,  to  be  re-opened  when  the  acting  piston  reaches 
the  limit  of  its  movement.  "  This  invention  applies  to  rotary  as 
^'  well  as  reciprocating  engines." 
.  [Printed,  4(1.   No  Drawings.] 


A.D.  1853,  December  31.— N'  3042. 

HUNT,  Benjamin. — (Provisional  protection  only,) — ^The  inven- 
tion relates  to  a  new  method  of  propelling  by  a  column  of  fluid 
issuing  by  gravity  alone  from  a  lateral  opening,  and  in  a  nearly 
horizontal  direction,  whereby  a  certain  amount  of  reactionary 
force  is  given  out  in  the  opposite  direction.  But  by  the  time  the 
fluid  has  reached  the  floor  or  reservoir  prepared  for  its  reception 
its  direction  will  be  vertical  or  nearly  so,  and  a  very  slight  retard- 
ing effect  will  be  produced.  The  fluid  is  again  pumped  up  so 
that  the  head  pressure  remains  the  same.  It  is  proposed  to  em- 
ploy a  portion  of  the  power  derived  from  the  falling  column  to 
assist  in  ritising  the  fluid  again.    It  is  also  '^o^o^^^.o  \x«!^  ^<^^ 


bodies  in  place  of  flu 
[Printod,  id.    Ho  Qrat 
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if  fluids  for  obtainin({  the  neceasmy  renctionary 


1854. 

A.D.  1854,  January  5.— N"  2-J. 
JOHNSON,  John  Hbsby.  —  {A  comtimtiication  from  John 
Ckileatt  and  Georgt  T.  Palmer.) — Thia  consiats  in  ventilating  car- 
riages by  \vater  trickling  over  webs,  and  forced  up  by  a  pump 
actuated  byanind  wheel  carried  on  a  vertical  shaft  and  fitted  with 
a  series  of  straight  pallets  which  form  the  buckets  or  air  chambers 
and  which  are  whollj  enclosed  eieept  at  the  periphery  where  the 
wind  has  access  to  them,  and  is  directed  upon  them  so  as  always  to 
make  the  wheel  turn  in  the  same  direction,  whatever  be  that  of  the 
wind,  by  a  aeries  of  moveable  guides  or  conductors  jointed  so  as  to 
curve  when  swinging  in  one  direction  and  to  straghten  when 
swinging  £n  the  other.  Regulating  valves  moved  by  govemor 
balls  determine  the  volume  of  wind  allowed  to  enter.  These  wind 
wheels  may  be  used  in  any  building  or  structure  and  for  finf 
purpose  where  power  is  required. 

[PHJitsd,U.    DrawiDg.] 

A.D.  1854,  January  11.— N"  73.    (•  *) 
PONTON,  Antoinb, — (Prowsionai  protection  only.) — "Obtwn- 
"  ing  a  motive  power." 

"  My  invention  consiats  in  using  the  sun's  rays  to  create  a 
vacuum  in  a  suitable  vessel,  elevated  at  the  height  of  a  column 
of  water,  which  in  the  above  vacuum  is  kept  in  equilibrium  by 
tlie  pressure  of  the  atmosphere.  Such  vacuum  being  formed, 
I  fill  it  with  water  acted  upon  by  the  external  pressure  of  the 
atmosphere,  and  thus  obtain  a  head  of  water  which  may  be 
applied  as  motjvc  power." 

[Printed,*!.    Ko  Drawings.] 

A.D.  1854,  January  13.— N'  88. 
PARSEY,  Arthub,— The  improvements  indicated  consist,  first, 
of  a  double  acting  air  pump  with  a  hollow  piston  and  piston  rod 
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^^Vhragh  ichich  air  is  admitted  other  abore  or  belov  the  piaton 
The  cylinder  may  have  a  valve  as  large  aa  itself.     The  piaton  rod'   I 
psBses  through  the  valve  and  a  spiral  spring  ia  coiled  arouiid  it  to    i 
keep  the  valve  seated  and  separated  from  the  cover.    A  series  of 
cylinders  with  similar  valves  and  fittings  may  be  graduated  to 
obtain  compressed  air  at  a  high  density.     Secondly,  of  an  uro- 
meter or  moveable  reservoir  for  storing  air  or  water.     It  consists 
of  a  cylinder  which  ia  raised  by  the  air  or  other  fluid  and  on  obtain- 
ing its  elevation  the  inlet  pipe  is  closed  and  ita  weight  causes  it  to 
descend  over  a  block  or  piston  and  force  its  contents  through  the 
conducting  pipe.     The  inlet  pipe  may  be  provided  with  a  valve 
consisting  of  a  small  cylinder  over  a  block  "slightly  doomed" 
with  a  deep  cup  of  leather  or  flexible  material  nearly  filled  wiflt*  1 
water,  oil,  or  other  liquid.     Pumps  worked  by  the  momentum  cj"  1 
a  locomotive  engine  or  train  when   stopping  or  descending  a 
inclined  plane  may  be  used  to  save  power  by  pumping  a 
reservoir.     And  the  working  cylinder  may  be  healed  by  a  coil  d 
pijies  of  hot  air  or  other  lluid, 
[Ihinted,  1>.  2(f.    l>niwii]t^.] 

A.D.  ie54,  JanUHiy  16".— N"  96.    (* 
STANSBURY,  Charles  ¥redb&ick.— (A  communication  from' 
Bemard  Hvghes.) — By  this  mode,  the  bisulphuret  of  carbon,  ia    | 
the  form  of  vapor,  is  used  as  a  motive  power.  _ 

A  boiler  of  an  ordinary  steam  engine  is  filled  with  the  fluid  anf  I 
heat  is  applied  to  itj  and  fresh  material  is  supplied  by  a  pump  or  ^ 
fast  as  it  evaporates  from  the  boiler,  or  the  boiler  ia  partly  fillei. 
with  water  and  the  bi-aulphuret  is  injected  into  the  water,  heatef  9 
to  any  temperature  above  108°,  or  the  bi-sulphuret  is  tnjectei^W 
into  the  vapour  of  the  water.  To  prevent  the  effects  that  woulffl 
be  produced  by  the  bi-sulphuret  acting  chemically  ou  the  surfaedrfl 
of  various  aubatances  that  might  be  used  to  form  the  boiler, 
vessel  and  aeveral  of  its  appendages  are  best  formed  of  brass  whiolc 
is  not  liable  to  corroaion.      Water  packing  is  used  where  lea' 

The  advantages  of  thia  Bubatittite  for  steam  are,  that  it 
at  a  temperature  of  1(18",  water  at  212°,  and  at  that  temperatura  \ 
the  expansive  power  of  the  bi-aulphuret  of  carbon  ia  double  that  of  I 
the  water.  When  water  passes  into  a  state  of  vapour^  1000°  of  heat"  I 
become  latent  in  the  vapour.  When  this  bi-sulphuret  passes  inta'  I 
a  state  of  vapour,  only  144°  become  \ateT\t,tVe"  M."rHv%  «1\i!aAiM 
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'  being  aa  the  difference  between  the  quantity  of  heat  latent  in 
"  the  vapour  of  water,  and  latent  in  the  vapour  of  the  bi-salphuret 
'  of  carbon."  "  In  a  oondenaing  engine  one-third  of  the  power 
'  is  expended  in    pumping  water   for  the   condensation  of   the 

[Printed,  *d.    NoDrawinp,] 

A.D.  1854,  January  24.— N"  174. 
I  SLEIGH,  ADDEitLEv  WiLLcocKs. — "  Self'acting  aelf-niatBiniiig 

iv  motive  power." 

iemicireular  cylinder  or  hemisphere  is  placed  with  its  flat 
Burface  vertical,  and  in  the  centre  of  the  circle  of  which  tlie 
bemiajibere  forms  half  is  an  axle  from  which  spokes  extend 
to  a  wheel  passing  through  a  groove  in  the  inner  margin  or 
concave  aide  of  tlic  cylinder  or  hemisphere  and  forming  an  end- 
less revolving  sUt  valve  wheel.  Hollow  caaes,  each  divided  into 
ail  and  water  compartments,  are  attached  at  numerous  points  to 
the  wheel.  Tlie  cylinder  or  hemisphere  is  filled  with  water  or 
other  fluid,  and  the  weight  of  the  cases  outside  the  hemisphere 
or  cylinder,  aided  by  the  buoyancy  of  the  air  compartment  within, 
drives  round  the  wheel.  The  summit  of  the  hemisphere  has  a 
stuffing  box  or  slide  valve.  The  lowest  part  has  a  hydrostatic 
valve,  from  the  orifice  of  which  a  small  tube  ascends  to  the  top  of 
file  hemisphere.  This  valve  has  a  number  of  plates  entering  on 
the  two  sides  of  a  chamber,  with  a  slight  oblique  tendency.  A 
juston  with  n  conical  head  perforated  by  a  valvular  duct  closing 
on  pressure  &om  below  and  communicating  with  the  summit  of 
^e  hemisphere,  works  in  the  chamber.  The  plates  are  made 
f  to  close  by  means  of  springs,  and  thereby  accomplish  the  atomic 
k  ^splacement  of  the  fluid,  keeping  the  film  of  fluid  up  to,  and 
I  jtressing  on,  the  pistou  which  yields  to  it.  The  hydrostatic  tube 
I  ^ea  to  any  convenient  height  &om  the  aperfure  in  the  spoke,  and 
by  the  closing  of  the  valves  as  the  piston  proceeds  in  its  rotatory 
course,  the  hydrostatic  pressure  is  conveyed  through  the  tube  to 
&e  film  of  water  behind  and  uuderaeath  the  inside  valve  plate. 
By  these  means  an  intermitting  additional  power  is  created  which 
may  be  reodered  uniform  by  two  hydrostatic  valvular  chambers, 
A  modification  of  the  hydrostatic  valves  may  also  be  used  as  a 
,  prime  moving  power. 

{Friotod,  Is.    C/Bwinas.] 
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A.D.  1854,  January  25.— N«  191. 
ANDERSON,  James.— (ProwwonaZ  protection  only,)  —  "  This 
invention  consists  in  bringing  air  gases  or  vapours  at  compara- 
tivelj  low  temperature  in  contact  with  volatile  matters  at  higher 
temperatures,  which  matters  have  been  condensed  "  upon  any 
*'  cellular,  permeable,  or  porous  surface,  the  area  of  such  sur- 
face being  very  considerable,  so  as  to  feunlitate  the  rising  of  the 
volatile  vapours  and  their  diffusion  "  and  using  ''the  force  thus 
acquired  by  the  air  or  gases  and  the  vapours  of  the  volatile 
"  matters  for  the  production  of  motive  power,*'  "  and  in  causing 
the  air,  gases,  and  vapours  after  they  have  been  thus  worked  to 
return  through  the  same  cellular  or  porous  mass  again,  impart- 
ing most  of  their  heat  to  such  mass  for  a  repetition  of  the 
action.*'  The  air  and  gases  are  heated  partly  by  the  heated 
volatDe  matter  and  partly  by  a  furnace  which  warms  a  heating 
cylinder,  where  the  gases  expand,  giving  out  their  mechanical 
pressure  or  effect  to  the  working  piston  in  such  cylinder: 
[Printed,  4cl.   No  I>rawings.n 

A.D.  1854,  February  24.— N«  457. 
BELLFORD,  Augusts  Edouabd  Loradoux.  —  (A  commuiit- 
cation,) — ''  Engines  for  generating  power  by  means  of  the  expan- 
"  sive  force  derived  from  heated  air  and  gases  by  means  of  the 
"  expansive  force  of  liquid  carbonic  acid  and  other  expansive 
''  liquids." 

These  engines  have  generating  cylinders  connected  one  with 
each  end  of  a  working  cylinder,  as  in  Stirling's  engines.  The 
generating  cylinders  consist  of  three  cylinders,  the  space  between 
the  outer  and  middle  being  filled  with  water  to  prevent  leakage 
of  the  air  or  carbonic  acid  under  a  high  pressure.  The  working 
cylinder  communicates  directly  by  a  passage  whose  area  is  as 
large  as  that  of  the  working  cylinder  with  the  generating 
cylinders.  The  working  cylinder  is  filled  with  cold  water  to  pre- 
vent the  Motion  generated  by  the  hot  air.  The  air  or  oth^ 
driving  fluid  is  forced  by  a  plunger  from  the  lower  part  pf 
the  inner  cylinder,  where  it  is  kept  cold  by  water  through  a 
series  of  tubes  placed  in  the  space  between  the  inner  and  middle 
cylinders,  thence  through  a  great  number  of  glass  rods  and 
tubes  &om  the  size  of  a  hair  upwards,  and  a  second  series  of 
tubes  to  the  upper  part  of  the  generating  cylinder.    The  lower 
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I  tubes  arc  cooled  hj  cold  water  circulating  tubes,  and  the  upper 

L  tnbea  oiid  upper  part  of  the  generatisf;  cylindera  hented  by  hot 

1  water  circulating  tubes.     Bj  reason  of  the  top  of  the  generating 

J  cylinder  being  the  port  heated  and  of  the  glass  tubes,  the  difterence 

■  oetivecn  the  hot  and  cold  parts  is  better  preserved  thau  in  other 

les.    The  plunger  is  moved  up  and  down  hj  means  of  a 

I  cam  and  cam  frame   of  such  a  form  that  the  plunger  will  be 

I' brought  down  about  two-thirds  of  its  strolie   in  the  "shortest 

"  practicable  time,  when  it  will  move   slowly,  80  tliat  the   hot 

''  air  chamber  bIibII  be,  enlarged  only  as  fast  as  the  working 

"  piston  recedes  from  it  and  the  air  shall  not  c.ipaud  doivu  the 

[Printed,  U.   DniwinB,] 

A.D.  1854,  March  S.—N"  549. ' 

f  EDINGTON,  James  Chables. — {Proi>isional  protection  onli/.) 

I   — A  cylinder  fitted  with  a  piston  is  chafed  with   a  mixture  of 

carburetted  hydrogen  and  air.     A  light  is  applied  by  a  valve  at  the 

bottom,  and  the  piston  will  be  raised  by  the  expansive  power  of 

the  mixture,  and  after  opening  a  valve  at  the  bottom  will  descend. 

For  gtina  a  chamber  is  made  for  the  mixture.    Machinei;  may 

Ik  thus  worked,  vessels  propelled,  and  guns  fired. 

[Fiinted,  ^.   Ifo  Drawings.] 


A.U.  1864,  March  S.—S'  65/. 

k  AITKEN,   John.  —  (Provmonal  protection  only.)  —  ObtaintDg 

|kj>ower  by  lifting  and  lowering  weights  by  two  pulleys  between 

U  vliich  are  guides  for  the  weights  used.    "  The  lowest  pulley  is  »o 

"  formed  as  to  push  the  weiglits  in   succession  up  the  guides  to 

"  the  upper  pulley  over  which  it  posses  and  descends  by  the 

'  guide   on  the   opposite   side.     The  machine  is  set  in  motion 

■'  by  any  eiternal  power."     "  The  weight  of  the  balls  falling  and 

"  their   momentum  is  on  one  side  of  the  working  wheel,  the 

'  cog  wheel,  and  on  the  other  side  the  weight  of  the  ascending 

^  balls  lessened  by  their  momentum  ;   the  momentum  in  both 

*  being  in  proportion  to  their  velocity  and  the  difference  between 

'  tlie  two  is  the  working  power." 

I7rin(ed,u.   NoDiawiiiKiJ 
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A.D.  1854,  AprU  1.— N»  745. 

THOMAS,  F&BDEBicK  Samson.  —  Atmosplierio  air  is  made 
available  for  propelling  carriages  on  railways  by  coUecting  it  by  a 
series  of  fans  or  blowing  machines  attached  to  and  worked  by 
the  wheels  of  the  carriages  and  transmitting  it  through  flexible 
tubes  into  reservoirs  contained  in  the  atmospheric  tender.  From 
the  tender  the  air  passes  to  bellows  worked  by  motive  wheels, 
assisted  by  a  rotating  oscillating  disc  having  mercury  or  a  weighted 
ball  placed  in  a  hollow  chamber.  The  disc  gives  an  oscillating 
movement  to  the  top  part  of  the  bellows  and  causes  the  depres- 
sion of  one  of  the  bellows,  and  consequently  the  elevation  of 
the  other.  The  motive  wheels  are  a  set  of  metaUic  chambers  in 
which  are  set  balls,  rollers,  or  any  weighty  fluid.  The  form  of  the 
chamber  is  such  that  the  balls  receive  a  centrifugal  impulse  on. 
one  side  of  the  wheel  and  a  centrifugal  impulse  or  inclination  on 
the  other  side,  which  movement  is  assisted  by  a  spring  or  guide. 
The  air  is  forced  by  the  bellows  into  a  heid^d  chamber  whence 
the  heated  and  compressed  air  is  conveyed  into  a  cylinder  to 
act  on  the  cross  head  of  a  piston  and  thence  passes  into  the 
atmosphere.  . 

[Printed,  29. 2c7.   Drawings.] 

A.D.  1854,  April  6.— N«  799. 

NEWTON,  Alfred  Vincent. — {A  communication,) — Improve- 
ments in  hot  air  engines. 

These  are,  first,  cooling  the  piston  in  a  working  cylinder 
by  a  constant  stream  of  cold  water  which  is  made  to  circu- 
late through  its  interior,  2ndly,  an  auxiliary  heater.  The  hot 
exhaust  air  after  working  the  piston  is  used  to  supply  the  fur- 
nace which  surrounds  the  main  heater  and.  thence  passes  with 
the  smoke  and  gases  from  the  furnace  through  a  chimney  and 
a  series  of  flues  which  surround  a  series  of  chambers  commu- 
nicating by  tubes  furnished  with  valves.  The  air  required  for 
the  engine  is  pumped  into  the  first  and  proceeds  through  the 
other  chambers  and  through  a  tube  with  a  valve  at  the  end,  sur- 
roimded  by  the  chimney  of  the  furnace  into  the  main  heater  whence 
it  is  supplied  to  *'  the  hot  air  box  "  and  the  working  cylinder. 

fPrinted,  lOd.   Drawing.] 
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A.D.  1854,  April  22.— N"  1)30. 

I   GOODCHAP,  William. — (A  communication  from  Hume  Green- 

I  field.) — {Provisional  proteeiion  only.) — "  Obtaininti;  power  by  cax- 

"  bonio  scid  gas."    The  inventioo  is  the  aame  oe  that  described 

in  No.  2446,  A.D.  1853. 

The  liquified  gas    is  obtained  in  a,  series  of  tubes  called  the 

I    le&^gerator,  and  forced   into  a  series   of  tubes  cont^ned  in  a 

!B  of  reservoirs  filled  with  heated  oil,  by  which  the  liqiuGed 

gas  becomes  heated  and  expanded,  and  fvoin  these  passes  into 

one  or  other  of  two  chambera  fi-ied  at  the  ends  of  the  working 

I   cyhnder,  and  these  are  each  cqvial  in  capacity  to  the  working 

cylinder  and  are  filled  ivith  oil.     The  heated  liquified  gas  will 

press  on  the  oil  and  move  the  piston  to  the  other  end  of  the 

I    cylinder  and  drive  the  oil  into  the  chamber  at  the  other  end  of 

'    ^e  cylinder  which  wiU  cause  the  liquified  gas  previously  therein 

to  pass  a^ain  into  the  refrigeratorhy  the  use  of  a  suitable  valve 

and  pipe. 

[Printed,  W.    No  DrawlngB.] 


A.D.  1864,  May  6.— N"  1019. 
WALLER,  Richard. — Motive  power  is  obtwned  from  liquids, 
vapours,  gases,  or  air.  The  use  of  carbonic  acid  as  the  cheapest 
and  most  condensible  gas  is  preferred.  It  is  used  in  s  fluid  state 
and  at  first  received  into  a  strong  vessel  or  reservoir  from  which 
it  passes  to  one  or.more  generators,  where  it  is  heated  by  hot  water, 
■team,  the  residuum  of  the  gas,  or  heated  mercury.  The  gas  then 
passes  to  the  working  cyhnder  and  thence  to  another  vessel  called 
the  expander,  to  which  heat  is  also  applied,  and  afterwards  to  a 
series  of  condensers  into  whicli  it  falls  in  a  ^uld  state  by  being 
brought  in  contact  with  a  lower  temperature  by  pumps  which  force 
the  condensing  uiedium  through  jets,  or  by  other  suitable  mesjis. 
The  gas  then  enters  a  rectifier  where  the  condensing  medium  is 
separated  from  the  gas  by  its  greater  weight,  and  is  lastly  conveyed 
back  to  the  receiver  or  generator.  For  condensation  fluid  gsa, 
the  residuum  formed  from  producing  the  gas,  water,  mercury,  or 
any  suitable  matter  is  used.  The  vessels,  except  the  condensers, 
ue  kept  at  the  same  temperature  by  hot-water  jackets  supplied 
from  a  boiler  constructed  with  vertical  inverted  cones  or  tubes, 
and  furnished  with  taps  and  reversing  apparatus.  The  motive 
power  may  be  obtained  by  means  of  a  Heiible  piston  or  diaphragm 
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placed  within^  and  made  the  full  size  of  two  dises  with  projecting 
flanges  similar  in  shape  to  a  dinner  plate.  The  condensing 
medium  is  refrigerated  in  a  cold  water  tank  and  worked  oyer  and 
over  again.  In  one  arrangement  vessels  are  used  alternately  as 
condensers  and  generators  and  the  gas  is  reversed  in  the  passages 
leading  from  one  to  the  other,  but  not  in  the  expander  or  the 
pipe  leading  to  the  engine.  The  inventor  makes  use  of  a  special 
kind  of  valve  for  which  he  previously  obtained  Letters  Patent 
(No.  983^  A.D.  1854),  and  which  is  described  as  suitable  for 
steam  engines  and  other  specified  apparatus  or  ^^for  any  other 
"  purposes  where  great  pressure  results  from  fluids  or  aeriform 
"  bodies.*' 

[Printed,  2».  .  Drawing.] 

A.D.  1854,  May  13.— N»  1072. 

BARSANTI,  EuGliNE,  and  MATTEUCCI,  Felix.— (PrcwiMono^ 
protection  only,) — Applying  the  explosion  of  gases  as  a  motive 
power. 

Two  cylinders  are  used,  whose  pistons  move  in  opposite  direo* 
tions.  Each  cylinder  has  at  its  lower  end  two  openings  con* 
nected  l^  an  outer  passage,  one  opening  when  the  piston  is  at  its 
lowest  position  communicates  with  the  cylinder  above  the  piston 
which  is  open  to  the  atmosphere ;  the  other  with  the  cylinder 
below  the  piston.  When  one  piston  is  pushed  forward  by  the  last 
stroke  of  the  returning  course  of  the  other  the  quantity  of  air 
necessary  for  the  change  rushes  in  and  the  azote  is  discharged 
through  the  same  passage  when  the  piston  reaches  the  bottom. 
The  hydrogen  enters  in  due  proportion  after  the  air  by  a  third 
opening,  and  is  exploded  by  an  electric  sparkle  caused  by  the 
ascent  of  the  piston.  This  thrusts  forward  the  piston  whose 
return  is  caused  by  the  pressure  of  the  atmosphere.  When  it 
arrives  at  the  extremity  of  its  returning  course  explosion  takes 
place  in  the  other  cylinder.  The  force  may  be  applied  1st,  by  the 
action  of  piston  rods  in  the  course  of  their  return.  2ndly,  by 
closing  the  upper  parts  of  the  cylinders  by  a  lid  provided  with 
valves  and  a  conducting  tube  so  as  to  act  as  an  air  pump  to 
supply  condensed  air  to  an  engine.  And,  3rdly,  in  navigation^ 
by  connecting  a  series  of  plates  to  the  piston  rods  so  disposed  as 
to  meet  the  resistance  of  water  when  the  piston  is  ascending.     _^ 

[Printed,  4(2.  Ko  Drawings.] 


AIR    GAS.  AND  OTHER 
A.D.  1854,  May  13.— K-  1076.      (*  •) 


—Improvements   in   engines 


BURLEIGH, 

worked  by  gaseous  pressure  or  hy  et 

Instead  of  the  ordinary  cylinder  of  fixed  dimensions,  and  con- 
taining a  pistoD  moving  within  it  by  the  pressure  of  steam,  a 
Tease!  is  substitnted  which  has  no  piston  or  cylinder,  but  expiuids 
hy  the  pressure  of  the  steam,  and  collapses  when  that  is  shut  off; 
the  power  is  obtained  by  the  movement  of  the  vessel  itself  in 
which  the  steam  is  contained. 

The  vessel  is  formed  of  two  discs  of  thin  flexible  copper  ber- 
metrically  rii'etted  together  round  their  entire  margin,  and  have 
their  surfaces  corrugated  so  as  to  admit  such  a  change  of  form  bj 
the  flexure  of  the  metal  as  will  allow  the  discs  to  be  separated  bp 
internal  pressure,  and  to  return  at  its  removal  to  their  original  sixe 
without  distortion  of  form  or  unequal  protrusion  of  any  part  of 
their  surface.  The  engine  being  in  operation,  the  steam  is  ftd- 
mitted  through  a  valve  into  the  space  between  the  elaitic  discs, 
distends  them ;  when  the  discs  £11  a  certain  space,  the  eteam  ii 
shut  off  and  the  coDdenser  valve  opened,  the  discs  collapse,  the 
con&ecCingrod  on  the  exterior  of  the  discs  falls  and  moves  a  crank 
or  shaft  attached  to  it  and  the  strolte  is  complete.  Tbe  valves 
being  reversed,  the  elastic  discs  are  again  distended  by  steam, 
which  is  again  condensed,  the  rod  falls,  and  a  second  stroke  has 
been  made,  and  so  on. 

2,  Describes  an  engine  with  a  double  motion,  and  having  a 
diaphr^ini  placed  between  and  separatingthe  discs  us  a  substitute 
for  a  sliding  piston. 

3,  A  method  of  accnmulating  the  motions  of  a  series  of  discs 
into  one  stroke. 

4,  Adapts  the  eonibination  to  act  as  a  pump. 
[Prinlcd.lJ.  lOrf.    Drawing",] 

A.D.  18M,  June  5.— X"  1251. 
SPILLER,  Thomab.— {Provisional  protection  onlt/.)—ln  order  to 
propel  carriages,  air  is  collected  by  means  of  fans  whicb  give 
motion  to  an  axis  and  thus  to  pump  rods,  each  of  the  pumps 
communicating  with  a  chamber  with  a  trumpet  njouth.  The  fans 
are  set  in  motion  by  the  movement  of  the  carriage  and  the  air  is 
thereby  forced  into  a  receiver  lined  with  a  gutta  percha  or  other 
jfestt/le  bag.     The  condensed  air  is  then  conducted  by  a  pipe  to 
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a  he&ting  appuatus,  thence  it  passes  to  the  engine  to  act  on 
piston  or  pistons  and  Bftervuds  to  the  fiie  to  aid  the  combustion. 
[Printed,  *d.    NoDrawinBs,] 

A.D.  1854,  June  21.— N"  1360. 
SHAW,  Jambb  Whitworth.  —  (J  conmunieation  from  Dot 
Maniiei  Maria  Josi  TVmidarf  -WiiSono  y-Contillo.) — (Pnmrionol 
protection  only.) — "The  invention  consists  in  a  certain  arrange- 
"  ment  and  combination  of  an  axle  with  a  system  of  shifting 
"  radial  anns  or  levers  furnialiBd  with  weights,  and  maintaining 
"  a  motive  power  by  the  force  of  gravity  alone  without  any  other 
"  agent  thanmechanism." 

[FriDUil,U.    NnDnwiitga.] 


?en  by  steam, 
STB  fixed  op- 
Gide,  round  a 
of  the  abaft, 
or  univflTBoI 
to  a  central 
a,  and  alao  to 
IS  fitting  the 
crank  in  tho    ' 


A.D.  1854,  July  4.— N"  1466. 
BISHOPP,  Gbohge  Daniel.— Enf^nes  to  be  drii 
wr,  gas,  or  water  having  two,  four,  or  more  cylindi 
-poaite  or  near  one  end  of  the  main  shaft,  side  by 
centre  line  coinciding  with  the  centre  line  produced 
To  each  piston  or  rod  is  fitted  by  a  bole  and  socket, 
joint,  the  end  of  an  arm  whose  other  end  is  fixed 
universal  joint  or  link  which  is  fitted  to  all  such  arm 
one  end  of  a  strong  arm  jierpendicular  to  the  am 
piston  rods,  whose  other  end  enters  a  hole  on  the 
engine  shaft. 

EPrintod,!*   Di»wiiiga.] 


A.D.  1854,  July  4,— N"  1470.  (♦  •) 
JOHNSON,  John  Henry.  —  (A  conaimnication  from  Jaer/Ms 
Eugene  Armengaud.') — {Provisional  protection  only.) — Obtaining 
molire  power  by  the  application  of  an  entirely  new  principle  to 
the  driving  of  machinery,  or  propulsion  in  general,  based  on 
tbe  fact  that'"two  bodies  in  juxtaposition,  which  are  sepiottted 
"  \>y  any  elastic  force  and  driven  in  two  opposite  directions, 
"  will  mutually  form  the  fulcrum."  If  one  of  the  two  bodies 
be  constantly  replaced,  or  is  caused  "to  return  without  any  op- 
"  posing  force  or  ncutrslizing  the  movement  of  the  other 
"  body,"  so  that  "the  juxtaposition  of  the  two  bodies  maybe 
"  always  re-establiBbed,  and  the  elastic  force  tend  constantly 
^1^  separate  them,  a  constant  fulcrum  or  bearing  in  one  direc-> 
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"  tion  n-ill  he  obtained,"  To  oarry  out  this  principle  "  a  long 
"  cylinder  witb  a  piston,  which  ia  acted  upon  bj  steain  or 
"  compressed  air  on  one  side,  and  acted  against  by  a  column 
"  of  fluid,  which  is  also  acted  upon  by  compressed  air  eon- 
"  tained  in  a  vessel  in  connection  with  the  other  end  of  the 
"  cyUnder."  The  motion  is  communicated  to  a  crank. 
[Prinlad.  W.   No  Drawings.] 

A.D.  1864,  July  e.—N"  1481. 
ARROWSMITH,   John.— (Prorfisionoi  proUclion  oniy.)— Con- 
BUminn  smoke  and  ohtaining  motive  power  therefrom. 

The  smoke  and  heated  air  is  drawn  from  steam  boiler  and  other 
Aimaces  by  an  exhausting  force  pump,  and  is  made  to  pass  through 
and  over  coke  fires,  miied,  if  necessary,  with  more  air.  In  large 
manufactories  and  buildinf^  the  smoke  from  the  various  furnaces 
is  all  collected  into  alarge  central  tower  or  chimney,  and  in  towns 
large  towers  or  chimneys  sre  made  at  suitable  iotervalfl.  In  these 
towers,  not  only  no  pump  or  fan  is  necessary,  but  the  force  of  the 
ascending  current  of  heated  air  may  be  used  as  a  source  of  motive 
power  for  which  purpose  fans,  vanes,  or  other  suitable  machines 
aie  introduced  at  any  convenient  point  or  points. 

[Prinlod,  id.    No  Drawings.] 

A.D.  1854.  July  15.— N"  1662. 
KELSET,  George  Wadb, — This  eonaiats  in  expanding  the  air 
in  the  chamber  of  air  engines  by  means  of  a  flame  of  nas  inside 
the  chamber.  There  are  three  gas  pijies  and  three  steam  pipes 
placed  by  their  side  or  beneath  them.  The  form  of  gas-burner 
shown  is  an  ai^and  burner  with  ajet  of  steam  passing  up  the  centre. 
The  tubes  for  the  passage  of  gas  are  drilled  in  an  inclined  direction, 
so  that  the  jets  incline  towards  each  other  and  to  a  point  above 
the  burner.  Three  burners  are  attached  to  each  gas  pipe.  The 
chamber  ia  furnished  with  a  safety  valve  of  which  the  lever  must 
be  lifted  before  the  Ughttng  hole  can  be  opened. 

[PrinlBd,  W.    Diiwing,] 

A.D.  1864,  July  26.— N°  1641. 
PURNELLE,  John  Chillcott. — Thefiratpart  of  the  invention 
consists  in   a  cylinder  enclosing  a  piston  similar  in  oonstruotion 
to  those  employed  in  steam  engines,  and  worked  by  the  com- 
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pressed  sir  contained  in  '*  an  air-chest  which  is  connected  by  short 
^^  pipes  witii  a  pair  of  large  cylinders,  which  I  call  condensers/^ 
open  at  the  top  and  fitted  with-  air-tight  pistons.  The  air  is 
first  pumped  into  one:  of  the  condensers  by  manual  power, 
and  a  heavy  weig^  is  then  placed  on  its  piston.  The  engine  is 
made  to  woric  an  air  pump  which  fills  the  other  condenser  while 
the  first  is  being  discharged.  "  I  then  weight  the  pisfcon  of  tibe 
*'  other  condenser  by  which  the  weight  will  be  taken  off  the  first 
'^  condenser"  which  is  then  put  into  communication  with  the 
air  pump. 

The  second  part  of  the  invention  consists  of  air  pumps  for 
partially  exhausting  .air  alternately  above  and  below  the  piston  of 
a  cylinder.  The  piston  being  then  moved,  by  the  atmosphere. 
The  air  pumps  may  be  worked  by  a  small  steam  engine.  This 
invention  may  be  used  for  transmitting  power  &om  «  steam 
engine  in  cases  .where  it  is  necessary  to  have  the  ^le  at  a  con- 
siderable.distance  firom  the' works. 
[Printed,  lOtf.   Drawing.] 

A.D.  1864,  August  7.— N«  1728.    (*  *) 

KNIGHT^  John.— {ProvtsUmal  protection  only.)  — « Improve- 
"  ments  in  engines  to  be  worked  by  steam,  air,  or  other  fluids 
**  or  liquids.'^ 

By  a  new  arrangement  of  the  parts,  a  inoife  compact  engine 
is  produced.  The  cylinder  together  with  its  piston  is  momited 
so  that  it  miay  reciprocate  to  and  fiK>.  By  causing  them  to 
move,  and  connecting  them  to  the  same  shafts  by  cranks,  a 
double  motion  is  obtained,  which  is  transmitted  from  the  crank 
shaft  with  a  much  shorter  stroke  than  usual.  The  engine  may  be 
mounted  horizontally  or  vertically,  - 
[Printed,  4(i.   No  Drawings.] 

A.D.  1864,  August  9.— N«  1744. 

OULTON,  Plato. — Motive  power  is  obtained  from  two  or  mor^ 
main  wheels  actuated  by  a  stream  of  leaden  or  other  balls  which 
roll  down  an  inclined  plane,  each  ball  entering  a  bucket  on  the 
wheels.  The  balls  aftierwards  are  deposited  on  and  run  down 
another  short  indined  plane,  and  are  carried  on  to  screws  or  worm 
shafts  whidi  are  made  ta  revolve  by  gearing  from  the  main  wheels 
and  cany  tbe.balUi  up  back  to  the  first  pkae.   TbjsiA  ^ioa^^mvi 
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be  dUpensed  with  by  making  the  wheels  with  rew 
receive  the  balls  from  an  inclined  plane,  and  after  carrying  them 
round  drop  them  in  Buceeasion  npon  it.  The  wheels  are  in  this 
case  kept  in  motion  hy  the  combined  action  of  the  balls  at  the 
lower  part  of  their  periphery  and  of  those  at  other  points  of  tbe 
periphery  beyond  the  dead  centre  before  they  drop  from  the  wheels 
on  to  the  inclined  plane. 
[Prinied,  lOd.    Dnwinxe.] 

A.D.  1954,  AugUBt  26.— N"  1875.    (•  •) 
BROOMAN,  Richard  Archibald.  —  {A   communicatUm.)  — 
"  Improvements  in  obtaining  motive  power." 

This  invention  relates  to  "  obtftining  motive  power  from  the 
"  force  of  gravity;"  also  to  obtaining  motive  power  "from  the 
"  combined  forces  of  gravity  and  electro-magnetism." 

In  obtaining  motive  power  by  gravity,  two  wheels  placed 
vertically  aide  by  side  upon  separate  a.\eB,  "are  made  to  act 
"  alternately  upon  each  other,  so  as  to  keep  up  a  continuous 
"  motion."  For  this  purpose  each  wheel  is  "weighted  for  about 
"  one-sixth  of  its  circumference,"  the  weighted  part  of  one  wheel, 
when  in  a  vertical  line  with  its  centre,  being  opposite  to  the 
weighted  part  of  the  other,  "  When  one  wheel  has  performed 
"  half  of  its  revolution  by  gravity,  a  projecting  arm  takes  into  a 
"  corresponding  projection  or  other  suitable  mechanical  con- 
"  trivance  in  the  other  wheel,  and  is  carried  up  by  the  descent  of 
"  the  first,  and  so  on,  until  the  apparatus  is  stopped." 

To  regulate,  quicken,  or  slacken  the  speed  of  the  wheels,  "a  set 
"  of  semicircular  "  [a  semicircular  set  of!]  "  electro-magnets  "  is 
placed  over  one  or  both  of  the  wheels;  these  act  either  by  attrac- 
tion or  repulsion,  as  may  be  required,  and  are  eicrated  in  proper 
order  by  suitable  "  breaks  and  springs." 

Instead  of  having  a  second  wlieel,  the  heavy  part  of  one  wheel 
may  be  raised  through  half  a  revolution  by  a  semicircular  set 
of  electro-magnets,  excited  successively  by  suitable  "  breaks  and 
"  springs." 

[PriiiledpiW.   Drowiog-I 

A.D.  IS64,  October  4.— N°  2128. 
THOMAS,  Fredbkick  Samson. — (Provisonal  protection  onlg.) 
— "An  improves  locomotive  whereby  I  collect,  compress,  and 
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**  expand  atmospheric  air/*  **The  modeby  wliich  I  collect  the 
**  atmosphere  is  by  bellows  of  the  fan  construction,  which  I  affix 
'*  to  and  work  by  the  axles  of  wheels  of  the  carriages  of  the  train ; 
"  such  atmosphere  I  then  convey  into  reservoirs  and  box  bellows, 
**  which  I  compress  by  the  rotation  thereupon  of  a  laden  disk 
"  and  subsequently  expand  by  the  application  of  caloric,  in  which 
"  state  I  employ  it/* 

[Printed,  4(2.   No  Drawings.] 

A.D.  1854,  October  4.— N«  2129. 
THOMAS,  Fbbderick  Samson. — {Provisional protection  only.) 
— Motive  power 'is  obtained  from  awheel  in  which  are  formed 
arms  or  chambers.  Weighty  balls,  rollers,  or  fluids  are  placed  on 
or  within  these  and  approach  the  periphery  of  the  wheel  upon  the 
descending  side  and  the  center  or  vane  of  the  wheel  on  the 
ascending  side.  The  power  is  provided  by  the  greater  leverage 
on  the  descending  side. 
[PrintecU  4(2.   No  Drawings.] 

A.D.  1854,  November  7.— N»  2349. 

WORTS,  Jambs  King,  sen.,  WORTS,  Jambs,  jun.,  and  PAGE, 
Isaac. — {Provisional protection  only,) — It  is  proposed  to  use  a 
weight,  lever,  or  pendulum,  which,  being  set  in  motion  by  hand 
or  other  power,  will  by  its  power  of  gravity  (the  movement  being 
kept  up  by  hand  or  other  mechanical  means)  continue  to  swing. 
The  upper  part  is  attached  to  cranks  or  other  portions  of  ma- 
chinery which  require  a  turning  power,  and  is  applicable  to  the 
propulsion  of  vessels,  for  mill  or  thrashing  macbinery  and  other 
purposes  for  which  turning  is  usually  required. 
[Printed,  4(2.   No  Drawings.] 

A.D.  1854,  November  11.— N«  2398. 

THOMSON,  Jambs. — {Provisional  protection  only,) — Motive 
power  is  obtained  by  means  of  a  long  pipe  fixed  around  an  axis 
which  is  tree  to  rotate.  One  end  of  the  pipe  opens  into  a  vessel 
filled  with  compressed  air.  The  other  end  ^is  open  to  the  outer 
atmosphere.  By  reason  of  the  air  not  being  allowed  to  escape 
at  an  early  period  it  will  be  found  that  the  air  at  the  end  of  the 
pipe  "wiD  escape  only  slowly,  whilst  at  the  feed  end^tVi^^t^^'sssx^) 
a.  ^ 


w 
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and  conBequently  force  will  remun  the  samB.  And  the  rotation 
"  of  the  aiiB  will  depend  ou  that  force  as  if  it  were  an  ordinaiy 
"  Barker's  mill." 

[Printed,  4A   NoDnwiogs.] 

A.D.  1854,  November  16.— N"  2432. 
HANN,  William. — This  consists  in  propelling  Tessela  by  fixing 
upriRhts  which  may  be  lioiloiv  to  contain  vertical  shafts,  and 
which  each  carry  a  horizontal  shaft,  on  the  ends  of  which  are 
arranged  vanea  made  to  reyolre  within  a,  bell-mouthed  cylinder 
cairied  by  the  «pright,  bo  that  it  can  he  moved  to  the  wind.  The 
horizontal  shaft  givea  motion  to  the  vertical  shall  and  it  to  the 
propeller  shaft, 

[Printed,  Sit   Drawinft.] 

A.D.  1854,  November  28.— N=  2504. 
STAUNTON,  Thomas. — {A  cBmmvnication.) — (ProrirfoBoipro- 

teetion  only.) — Motive  power  is  obtained  by  compressing  air  by 
means  of  several  pistons  and  cylinders.  The  air  passes  into  the 
cylinders  successively.  Each  cylinder  is  of  proportionably  greater 
internal  dimensions  than  the  one  into  which  the  air  next  enters. 
A  drawing  b  given  of  a  locomotive  as  an  illustration,  in  which  the 
pistons  are  worked  by  a  rod  from  the  driving  wheel. 

[Printed,  W.    Drawing,] 

A.D.  1864,  December  9.— N"  2589. 
HALE,  Georob. — (Pronisionoi  protection  onlt/.) — Weights  are 
applied  to  or  connected  with  rotating  jointed  arms,  and  act  on  and 
drive  a  central  shaft.  The  arms  are  so  arranged  that  when  in- 
tended to  act  on  the  shaft  they  will  be  extended  outwards  to  their 
greatest  extent,  so  that  the  wcighta  act  with  iha  greatest  leverage. 
When  they  have  so  acted,  and  are  required  to  be  brought  up  agtun 
to  their  elevated  position,  the  weights  are  brought  nearer  to  the 
centre  of  the  shaft  so  as  to  dimmish  the  leverage. 

pirillieil,  «il.    NoDrnwings.] 

A.D.  1854,  December  .■».— N"  27G2. 
JOHNSON,   John   Hknby.^ — (J  communication  from  Jacques 
Euffeae  ArmfnyaiiJ.) — Motive  power  baaed  on  the  principle  that 


MOTIVE  POWER  ENGINES.  211 

two'  bodies  ib  juxta-position  which  are  separated  by  any  elastic 
force  and  driven  in  opposite  directions  will  mutually  form  a  ful- 
crum. If  at  the  same  time  an  arrangement  is  made  either  to  replace 
constantly  one  of  the  two  bodies  or  to  cause  it  to  return  witiiout 
any  opposing  efiPort  so  that  the  juxta-position  of  the  bodies  will  be 
^ways  re-established^  and  the  elastic  force  tend  constantly  to 
separate  them^  a  constant  fulcrum  or  bearing  in  one  direction  will 
be  obtained,  llie  principle  is  proposed  to  be  earned  out  by  em- 
ploying a  long  cylinder  fitted  with  a  piston  acted  on  one  side  by 
an  elastic  force  as  steam^  compressed  air,  or  gas,  and  on  the  other 
by  a  column  of  fluid  (mercury  or  other  dense  fluid),  which  fluid  is 
also  acted  on  by  compressed  air  or  other  elastic  power.  A  loco- 
motive engine  for  common  roads  is  described  where  steam  is  made 
to  act  on  one  side  of  the  piston  and  drive  it  forward,  and  is  during 
the  back  stroke  driven  into  the  reservoir  containing  the  dense 
fluid. 

[Priuted,  10<;.   Drawing.] 
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A.D.  1855,  January  1.— N»  3.    (*  *) 

SEGUIN,  Joseph. — "  Obtaining  motive  power  by  the  expansion 
"  of  air,  steam,  and  other  fluids.'' 

When  a  vapour  or  gas  has  been  expanded  to  produce  motive 
power  a  loss  of  its  heat  takes  place  proportionate  to  the  mechanical 
effort,  besides  an  accidental  loss  from  the  vapour  coming  in  con- 
tact with  the  sur^Etces  of  the  vessels  enclosing  it.  If  a  portion  of 
heat  equal  to  that  rendered  effete  by  its  mechanicsd  effort,  be 
added  to  the  elastic  fluid  it  will  be  capable  of  a  second  and 
successive  efforts.  Two  similar  engines  placed  side  by  side,  hori- 
zontally, have  their  two  pistons  connected  to  opposite  cranks  on 
the  same  shaft,  and,  therefore,  act  in  opposite  directions.  Two 
generators  corresponding  to  the  two  cylinders  are  set  in  a  furnace 
divided  into  two  parts  each  having  a  separate  fire.  Each  gene* 
rator  contains  water  which  is  to  be  converted  into  superheated 
steam.  One  of  the  generators  (the  first)  being  put  in  commum<« 
cation  with  its  cylinder,  piston  is  driven  forward  by  the  expansion 
of  the  steam,  the  crank  performing  half  a  revolution.  %  t\^&A3«^ 
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cylindew  acting  in  opposite  directions,  the  second  cylinder  makes 
its  stroke,  and  completes  the  revolution  of  the  shaft  ;  at  the  same 
time  the  piston  of  the  firat  cylinder  is  driven  back  by  its  crank 
and  forces  the  steam  into  the  generator  which  supplied  it.  The 
second  generator  supplies  steam  for  the  next  stroke,  that  of  the 
preceding  stroke  remains  confined  in  the  generator,  where  it  re- 
l^ins  as  much  heat  oa  it  had  lost  in  moving  the  piston;  "thus 
"  the  generators  alternately  furnish  ste&m  during  the  successive 
"  double  strokes  of  the  piston,  and  it  is  always  the  same  steam 
"  (without  changing  its  stttte)  after  producing  its  effect  that  re- 
"  enters  into  the  generator,  where  it  remains  confined  during  a 
"  complete  revolution  of  the  shaft,  and  becoming  again  heated 
"  acts  on  the  cylinder  during  the  following  revolution,"  and  the 
engine  acts  by  steam  without  the  necessity  of  losing  the  latent 
heat  which  is  consumed  in  other  engines  in  converting  the  water 
into  vapour. 

The  construction  and  operation  of  the  valve  gear,  and  some 
modifications  in  its  arrangement  are  also  described, 
[Printed.  Is.  W.    Drawinga.] 
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A.D.  1855,  January  6.— N"  30. 
GIRARD,  Louis  Dominique. — Applying  steam  fluids  and 
n  a  new  system  of  ejecti 

The  relative  velocity  of  the  fluid  must  not  he  altered  by  the 
pressure  resulting  from  the  resistance  of  the  channel,  but  these 
conditions  may  be  satisfied  without  using  fixed  or  disecting  vanes. 
The  fluid  is  made  to  enter  into  the  wheel  or  turbine  by  an  orifice  iu 
the  nave,  and  then  acts  on  the  vanes,  for  which  purpose  the  vertical 
section  of  the  passages  is  gradually  enlarged  from  the  inner  to  the 
outer  parts.  The  fluid  loses  a  portion  of  its  velocity  by  expending 
part  of  its  working  power,  and  is  ejected  into  an  annular  apace 
without  vanes,  whence  it  goes  to  a  second  compartment  with  vanes 
on  which  it  acts  aa  in  the  first  compartment.  After  a  succes- 
sion of  such  compartmenta  in  which  the  pressure  progressively 
diminishes,  the  fluid  is  disohai^ed  into  a  condenser  or  into  the 
atmosphere  .Apparatuses  for  condensini{,  forcing,  and  ruefTing 
liquids  are  described. 
[FriDted,  3d,    Diwrtng.] 
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A.D.  1855,  January  31.— N«  238. 

MALAY  AS,  Jacques  RouxDelguby. — Machinery  for  obtaining 
motive  power  composed  of  a  series  of  several  sets,  the  nmnber  of 
which  must  be  always  even.  The  principle  parts  in  a  set  consist 
of  an  escapement  balance  mounted  on  the  main  shaft  to  which 
all  the  escapement  balance  levers  are  fixed  spirally,  a  balance  lever 
furnished  with  a  detent  at  each  extremity,  a  carrying  beam 
mounted  at  its  right  extremity  on  an  axis,  while  its  left  rests  on 
a  fixed  point  in  a  mortice  or  slot  wherein  it  is  free  to  move  verti- 
cally iEbt  the  centre  of  the  balance  firom  the  left  hand  detent :  at 
the  point  of  gravitation  or  centre  of  the  beam  is  suspended  any 
suitable  weight.  Two  transmission  beams  linked  together,  of 
which  the  right-hand  beam  has  its  right  arm  connected  by  a  link 
to  the  small  arm  of  the  large  balance  lever,  and  the  left-hand 
beam  is  provided  at  its  left  arm  with  a  piece  which  moves  verti- 
cally upon  one  of  the  surfaces  of  the  carrying  beam.  And  an  elbow 
lever  which  facilitates  the  placing  of  the  left-hand  detent  so  as  to 
allow  it  an  easy  passage  to  the  right.  The  balance  lever,  trans- 
mission beams,  and  elbow  levers  have  their  gravitating  points  upon 
the  carrying  beam.  The  power  of  the  machine  depends  on  the 
difference  which  exists  with  the  same  weight  according  to  whether 
it  is  brought  nearer  or  further  from  its  point  of  gravitation. 

[Printed,  lOd.    Drawing.] 

A.D.  1855,  February  2.— N^  249. 

SOELMAN,  William. — (Complete  Specification,  but  no  Letters 
Patent,) — Ship  moving  machine  consisting  of  a  propeller,  also 
applicable  as  a  wind  mill  or  water  wheel. 

It  consists  of  a  disc  of  inclined  planes  attached  to  a  horizontal 
shatf.  The  lateral  edges  of  each  plane  must  coincide  or  be  in  the 
same  planes  as  the  lateral  edges  of  the  adjoining  planes.  All 
the  planes  should  have  an  inclination  of  forty-five  degrees,  and 
the  number  constituting  a  disc  should  be  at  least  three,  but  eight 
is  best.  For  wind  mills  the  disc  should  be  made  to  revolve 
within  a  cylinder  longer  and  wider  at  the  entrance  and  tapering 
inwards  to  create  a  draft.  A  wind  mill  of  the  same  form  as  the 
propeller  may  be  used  in  ships  as  an  additional  motive  power. 
[Printed,  &;.   Drawing.] 
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A.D.  1855,  February  7.— N°  265. 
FONTAINEMOREAU,  Pbtbb  Abmand  lb  Comtb  dz.~~(A 
comntunicatian.) — "Applying  as  motive  power  heated  air  combined 
"  with  the  vapor  of  ether,  or  of  any  other  Uquid  easily  vaporised." 
The  apparatus  used  consiata  of  four  cylinderB  with  pistons,  two 
large  and  two  small.  The  small  cyhndets  are  opposite  to  the 
large  cylinders,  and  have  piston  rods  in  common  with  them.  The 
two  rods  are  both  attached  to  a  cross  bar  working  on  nui^es,  and 
moving  the  shaft  by  coiinButin){  rods  and  cranks.  Each  pair  of 
oylindera  ia  provided  with  air  and  ether  slide  valve  boxes.  The 
ether  is  vaporised  in  a  hollow  screw  revolving  on  a  hollow  core  by 
the  hot  air,  which  after  it  has  expanded  in  the  large  cylinder  passes 
between  the  partitions  round  the  core,  and  thence  into  a  chamber 
furnished  with  wire  gauze,  where  it  deposits  its  heat  and  then 
escapes.  The  ether  is  condensed  in  an  apparatus  "  whiah  can  be 
"  constructed  on  the  same  principle  as  that  described  for  the 
"  evaporation,  substituting  cold  water  for  hot  air."  The  air  is 
forced  into  a  reservoir  and  heated.  "  It  then  passes  into  the  small 
"  cyUnders  through  theshde  valves,  then  the  ether  which  has  been 
"  brought  in  contact  with  the  hot  air  of  the  boiler  is  vaporised  and 
"  passes  into  the  ether  vapour  distributing  box,  where  it  finds  the 
"  slide  valve  in  a  position  which  permits  it  to  pass  under  the  am&ll 
"  pistons  to  recommence  its  course  m  an  opposite  direction,  the 
"  expanded  air  expelled  from  the  opposite  end  of  the  cyhnder 
"  repasses  by  the  shding  valve  provided  with  a  double  bottom, 
"  and  enters  a  canal  which  ojiens  a  communication  with  the  largo 
"  cylinder  where  it  expands,  thus  doubling  the  power  of  the 
"  machine.  The  ether  expands  also  by  the  same  means  in  the 
"  large  cylinder  at  the  aide  opposite  the  piston  rods,  afterwards 
"  passing  to  the  condenser," 

[Printed,  l«d.    Dnwings.] 

A.D.  1865,  February  23.— N"  402. 
ZAHN,  William  Henry. — [A  comtnanicaiitm.) — "Windmills," 

The  sails  are  attached  to  rotating  spindles  passing  radially 
through  the  rim  of  a  wheel,  and  into  its  hub,  and  by  means 
of  levers  connected  to  a  head  which  rotates  with  the  horizontal 
shaft  may  be  turned  more  or  less  obliquely  t«  the  wind.  The 
horizontal  shaft  has  a  crank  which  works  a  pump  and  forces 
n-ater  from  one  tank  at  the  base  of  the  mill  to  another.     In 
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general  the  water  flows  back  into  the  first  tank  through  a  pipe^ 
but  if  the  horizontal  shaft  revolve  too  rapidly  a  cock  is  some* 
what  turned.  The  water  is  then  forced  against  the  under  side 
of  a  piston  in  a  cylinder  and  raises  it.  By  a  series  of  levers  the 
motion  is  communicated  to  the  head  on  the  shaft  which  is  pushed 
Ibrward,  and  in  consequence  the  spindles  are  turned  and  the 
sails  moved  obliquely  to  the  wind.  When  it  is  desired  to  increase 
tiie  motion  of  the  mill  the  cock  is  opened^  and  the  sails  caused  to 
return  to  their  original  position  by  means  of  a  weight  on  one  of 
the  levers  connecting  the  piston  with  the  head  on  the  shaft;. 
[PrintecU  ^   Drawing.] 

A.D.  1855,  March  8.— N«  514.    (*  *) 
WALKER,  Thomas. — "  Rotary  engines  to  be  worked  by  steam 
"  or  other  fluid." 

The  inner  cylinder  is  mounted  on  the  main  shaffc,  which  has 
conical  bearings,  and  revolves  within  the  stationary  outer  cylinder. 
The  steam  abutment  is  carried  through  a  slot  in  the  fixed  cylinder, 
and,  during  the  eccentric  revolution  of  the  inner  cylinder,  rises 
and  falls  in  the  slot  to  maintain  contact  with  its  peripheiy,  and 
divide  the  vacuum  from  the  steam  space.  The  engine  may  be 
constructed  in  two  compartments,  and  the  two  pistons  firamed  on 
the  common  axle.  The  bearings  have  collars  or  linings  of  a 
'*  conical  figure"  to  correspond  with  the  conical  parts  of  the 
shaffc,  and  may  be  moved  and  turned  round  to  present  a  fresh 
surface  in  case  of  wearing.  The  abutment  valve  is  recessed  on 
one  of  its  surfaces  to  form  a  steam  passage,  and  steam  is  intro- 
duced behind  it,  to  keep  its  edge  up  to  the  surface  of  the  inner 
cylinder.  The  outer  cyHnder  is  nearly  surrounded  with  a  casing 
or  jadcet,  and  the  exhaust  steam  is  introduced  into  the  "  inter- 
space," and  as  it  condenses,  the  water  of  condensation  is  collected 
in  a  well. 

LPrinted,  8d.    Drawing.] 

A.D.  1855,  March  13.— N«  562. 

NEWTON,  Alfred  Vincent. — {A  commwUcation,) — Improve- 
ments in  engines  worked  by  "  explosive  mixtures." 

These  are, — ^An  apparatus  for  igniting  the  mixtures  of  gases  in 
working  cylinders,  consisting  of  a  thimble-shaped  piece  of  hard 
cast  iron  or  other  suitable  metal,  which  juts  into  openings  in 
the  cylinder^  and  is  kept  at  a  temperature  sufficient  to  explode 
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t^^f     the  gnees  by  a  blow  pipe  communicatinK  with  the  gaa  leiervoir. 

I  There  are  two  of  these  contrivaDces  placed  at  the  opposite  ends  of 

the  cylinder,  and  alternately  uncovered  liy  the  piston.  2ndly,  & 
manner  of  keeping  the  cylinder  and  piston  cool  by  cold  water 
made  to  paas  into  a  jacket  surrounding  the  cylinder,  thence 
through  a  &ied  tube  on  which  the  piston  slides  into  the  piston 
and  piston  rod. 

The  gaaea  are  obtained  in  the  proper  proportion  by  harinff  a 
pump  both  for  the  supply  of  the  engine  and  ihe  blow  pipe,  with 
proper  valves  opening  respectively  into  a  pipe  conveying  the  gas 
to  be  exploded  and  the  atmosphere. 

^^^  [Prtnli'4  lOd.   DniBiiig.] 

^^M  A.D.  1855,  March  l?.— N'GOO. 

^^f      JOHNSON,   John   Henby.  —  (^  communicalion  f/om   JosfpA 
^^^       GhilUano  and  Henri  Crislin.)—"  Carbonic  acid  gas  is  generated 
from  the  liquid  acid  and  applied  to  generate  motion. 

The  main  feature  is  the  generation  of  the  gas  by  the  aid  of  a 

water  bath  whereby  a  uniform  heat  and  nearly  ucifomi  pressure  is 

kept  up.     It  takes  place  in  a  cast-iron  vessel  with  curved  top  and 

flat  bottom  fitted  with  a  number  of  tubes  closed  at  the  bottom, 

but  open  at  the  top  and  projecting  alittle  into  the  interior  of  the 

vessel,  and  extending  down  into  the  hot  water  bath.     The  acid  is 

forced  into  thia  vessel,  and  the  water  kept  boiling.     The  gas  is 

conducted  alternately  to  one  of  two  single-acting  cylinders  or  to 

I  a  double-acting  cylinder,  and  after  acting  on  the  piston  to  a  con- 

^^^V       denser  consisting  of  a  serpentine  tube  or  worm  completely  im- 

^^^1      mersed  in   a  cold  liquid,  such  apparatus  being  similar  to  that 

^^^B      known  in  France  aa  Thilorier's  apparatus.     The  condensed  add 

^^^       is  ptmiped  back  into  the  generator.    The  generator  commiuii- 

cates  with  a  vessel  containing  carbonate  of  soda,  intA  which 

sulphuric  acid  may  be  made  to  Row.     Certain  ingredients  may 

I  be  added  to  the  water,  or  some  other  liquid  may  be  employed  in 

^^H^      order  to  obtain  a  uniform  temperature  higher  or  lower  than  that  of 

^^^H     boiling  water. 

^^^P  D'Tinted,  lOd.   Elnwlng.] 

^^  A.D.  1855,  March  23.— N»  692. 

PEABODY,  JosBPH.— (^  communication  from  Francis  Peabody.^ 
"  Machinery  for  obtiuning  motive  power  by  the  action  of  tl)9       , 

^^^     "  mnd."  '^^^^J 
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The  shaft  which  cairies  the  wind  wheel  runs  in  hoxes  upon 
the  top  of  an  annular  table^  which  hj  means  of  rollers  is  made  to 
run  over  a  similar  fixed  table  placed  below  it^  the  two  forming  a 
complete  turntable,  down  the  centre  of  which  a  pump  rod  descends. 
The  wind  wheel  is  kept  in  the  wind  by  a  vane  fastened  to  the 
opposite  side  of  the  shaft.  The  force  of  the  wind  is  graduated 
by  a  disc  of  wood  or  sheet  metal  secured  to  the  shaft.  The  wind 
wheel  has  the  inclined  vanes  permanently  secured  to  the  rim  and 
hub,  and  is  fitted  to  the  shaft  with  a  feather,  so  as  to  slide  along 
the  shaft.  It  is  usually  kept  some  distance  in  £ront  of  the  disc 
by  a  helical  spring,  but  when  the  force  of  the  wind  increases, 
the  wheel  is  made  to  approach  the  disc,  and  the  passage  for  the 
air  between  the  two  is  contracted,  and  the  velocity  of  the  wheel 
is  thus  checked. 

JTrinted,  lOd.   Drawing.] 

A.D.  1856,  AprH  25.— N»  942. 
HUDDARD,  George  Augustus.  —  {Provisumal  protection 
only.) — Power  is  obtained  from  two  sets  of  buckets,  one  earned 
by  endless  chains  set  up  vertically  or  nearly  so,  and  the  other 
attached  to  the  periphery  of  a  wheel,  the  first  set  being  worked 
by  the  discharge  of  an  overshot  stream  of  water,  spherical  or  other 
weights,  whereby  greater  power  is  obtained  than  if  the  stream 
were  caused  to  act  on  an  ordinary  bucket  wheel.  This  power 
is  employed  to  work  a  bucket  wheel  which  carries  the  water 
discluurged  from  the  endless  chain.  When  it  has  attained  the 
required  elevation  it  is  discharged  and  used  again  as  the  motive 
power.  The  power  of  the  descending  water  or  weights,  minus 
that  required  to  work  the  bucket  wheel,  is  applied  to  drive 
machinery. 

[Printed,  4(1.   No  Drawings.] 

A.D.  1855,  April  28.— N«  959. 
WARREN,  Daniel. — ^The  mode  of  obtaining  motive  power 
shewn  in  this  invention,  consists  in  having  a  cylinder  with  a 
suction  pipe  having  a  valve  at  the  bottom,  in  which  a  vacuum  is 
formed  by  exhausting  the  air  in  the  cavity  between  the  piston  and 
the  top  of  the  cylinder  by  any  suitable  means  through  a  cock  fixed 
into  the  upper  part  of  the  cylinder.  The  acting  principle  in  tiie 
machine  is  the  upward  flow  of  the  water  forced  up  the  suction  i^^ 


w 
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by  the  atmoflpherio  presaure.  The  re-acting  principle  is  the  weight 
of  the  wnter  aided  by  b  spiral  spring  placed  aboTe  the  piston. 
This  mode  of  obtaining  motive  power  is  applied  to  giving  rotary 
motion  by  placing  two  such  machinea  aide  by  side,  the  piston  rod 
of  each  acting  alternately  against  expanded  cogs  or  projecting  leaves 
of  a  mill,  and  presMng  each  up  to  the  extent  of  the  rods'  ascent, 
when  a  ratchet  wheel  prevents  the  descent  of  the  cogs.  The  rod 
having  attained  its  fall  height  presses  a  wire  or  rod  in  communi- 
cation with  a  valve  between  the  barrel  and  suction  pipe,  cuts  off 
the  communication,  and  stops  the  upward  pressure  of  the  water. 
The  piston  then  ainka,  and  at  the  bottom  touches  a  spring 
which  opens  the  valve.  This  arrangement  is  preferred  to  the 
other  mode  of  worlting  by  the  pressure  of  the  spring.  The 
same  principle  is  applied  to  the  construction  of  pumps,  packing 
presses,  fire  engines,  and  other  machines  which  are  actuated  by 
sitemstely  exhausting  and  re-admitting  air,  or  by  forcing  in  and 
compresaiog  air  on  one  side  of  the  piston  of  a  cylinder, 

[Printod.  1».    DrawiHR.J 


A.D.  1855,  May  1.— N"  974. 
KNOCKEB,  Gbobck  Wiozbll. — "Improvements  in  motive 
"  power  by  meana  of  ur  and  water." 

"  Water  unsupported  by  a  base  falling  from  the  force  of  gravity 
"  it  not  prevented  by  a  vacuum  above  it.  This,  which  is  seen  in 
"  the  common  occurrence  of  a  vessel  full  of  water  inverted,  is 
"  accompanied  with  the  phenomenon  of  the  air  rising  up  to 
"  restore  the  equilibrium  as  fast  as  the  water  falli,  With  regard 
"  then  to  an  inverted  cylinder  from  which  the  water  is  withdrawn 
"  the  merits  of  the  prinriple  consist  in  producing  a  momentary 
"  suspension  to  there-eatablishment  of  the  equilibrium  and  isola- 
"  ting  from  the  vacuum  those  parts  necessarily  connected  in  the 
"  working  of  the  mechanism."  There  are  two  tanks,  an  upper 
and  a  lower,  each  with  two  cylinders  whose  pistons  work  two 
horisontal  crank  shafts,  connected  by  a  vertical  abaft  and  bevet 
wheels.  Two  vertical  cylinders  are  also  connected  with  the  lowec 
tank,  and  fkim  each  tank  pipes  lead  to  a  reservoir  placed  above 
them.  Air  tubes,  with  weighted  covers  moveable  on  hinges,  ara 
screwed  into  the  tanks.  In  the  covers  are  spindle  valves  opening 
in  vessels,  and  small  tabes  are  fixed  at  the  bottom  of  the  air 
tabes.     The  water  in  the  vertical  cylinder  falls  from  the  force  of 
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gravity,  and  that  in  the  air  tube  rushes  down  to  restore  the  equili- 
brium, but,  before  it  has  run  out,  tiie  piston  of  the  vertical 
cylinder  has  reached  the  bottom,  and  the  water  is  taken  up  by 
the  enlarged  capacity  of  the  horizontal  cylinder.  The  valve  of 
the  tube  to  the  reservoir  then  opens,  the  tank  is  filled,  but  the 
pressure  of  the  ur  in  the  head  of  the  column  fh>m  the  reservoir 
is  unsustained  with  respect  to  the  vertical  cylinder.  When  the 
engine  is  once  set  in  motion,  there  is  no  reason  why  it  should 
not  go  for  ever. 

CPrintecU  10<2.   Drawing.] 

A.D.  1855,  May  5.— N»  1008.  (*  *) 
PECOUL,  Henri  Gustavb  Adrien. — Generating  the  vapour 
of  sulphuric  ether  and  applying  it  as  a  motive  power  in  place  of 
steam.  Spiral  copper  tubes  within  the  cylinder  ti^'o-thirds  of  an 
inch  in  diameter  are  coiled  three  or  four  times  and  fixed  to  each 
end  of  the  cylinder  ;  a  current  of  steam  flows  through  the  spiral 
tubes  from  the  boiler  beneath  the  cylinder.  The  ether  drawn  by 
a  force  pump  from  the  condenser  is  conveyed  into  the  receiver 
heated  by  steam  from  the  boiler ,  by  means  of  a  spiral  tube  or 
worm  a  part  of  the  ether  is  vapourized,  the  pressure  of  which 
forces  the  ether  through  a  tube  placed  at  its  lowest  part  into  the 
two  slide  valves  of  the  cylinder,  which  work  in  a  steam  chest, 
with  ports  for  the  ingress  and  egress  of  the  ether.  When  one  of 
the  ingress  ports  come  opposite  the  tube  it  conducts  the  liquid  to 
the  spiral  tube  inside  the  cylinder.  An  alternate  motion  com- 
municated to  the  slide  valve  by  an  eccentric  each  time  the  educ- 
tion port  comes  opposite  the  conducting  pipe  a  quantity  of 
ether  enters  the  cylinder,  and  coming  in  contact  with  the  heated 
surfEKse  of  the  spiral  tube  is  reduced  to  vapour,  which  propels  the 
piston  with  a  force  corresponding  to  its  temperature ;  and  then 
enters  the  condenser,  which  consists  of  a  series  of  inch  tubes  fixed 
to  the  top  and  bottom  of  the  cylinder,  as  in  tubular  boilers,  and 
which  are  kept  cool  by  water  pimiped  through  the  tubes. 
[Printed,  Sc^.    Drawing.] 

A.D.  1855,  May  7.-- N*  1011.    (*  *) 
BALESTRINO,  Henri,  Marquis    de. — (A    communication.)-^ 
(Letters  Patent  void  for  want  of  Pinal  Specification,) — "  Improve- 
*'  ments  in  obtaining  motive  power  by  the  aid  of  explosive 
**  gases/' 
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This  inventioa  is  carried  out  "  b;  ioEerting  alternately  at  eacb 
"  end  of  the  cylinder  containing  a  piston  a  small  qnantity  of 
"  mbtes  gases,  and  exploding  the  same  by  means  of  a  current  of 
"  electricity  froBi  n  galvanic  battery,"  the  piston  will  thus  "be 
"  driven  alternately  from  end  to  end  of  the  cylinder."  Atmo. 
Bpheric  air  and  hydrogen  ifua  in  certain  propottions  are  drawn 
into  and  mired  in  the  cylinder  by  means  of  cut-off  valves  at  each 
end.  "  A  suitable  arrangement  of  niechaniam  is  employed  for 
"  making  and  breaking  the  electric  circuit,  and  thereby  ensuring 
"  the  explosion  of  the  geses  immediately  the  supply  is  cut  off 
"  from  the  cylinder." 

[Printed,*-/.    NoDfimnRB.] 


■owfl^^ 


A.D.  1855,  May  B.—'S"  1033. 
NEWTON,   Ai-FRED  Vincent.  —  (A    cotamvnicaliott  fn 
BriciKM.) — "  \a  engmB." 

The  application  of  the  caloric  is  identical  with  that  in  the 
air  engine  described  in  the  Speci&cation,  No.  6409,  A.D.  1S33. 

In  thia  invcation  there  are  two  single  acting  engines  connected 
by  a  crank  sh^ft.  The  working  cylinder  of  each  engine  has  two 
pistons,  the  outer  or  "  working  piston,"  having  a  self-acting 
valve  opening  inwards.  At  the  end  of  the  outward  stroke  the 
inner  or  "supply  piston  "  is  made  by  means  of  a  cam  to  move 
backwards  with  coasiderable  rapidity  to  the  end  of  the  cylinder, 
where  it  remains  stationary.  The  working  piston  then  moves 
backwards,  and  in  bo  doing  compresses  the  air,  which  has,  during 
the  motion  of  the  supply  piston,  entered  through  the  valie  in  the 
working  piston.  At  the  commencement  of  the  outward  stroke 
of  the  supply  piston,  a.  portion  of  the  compressed  ait  is  driven 
through  a  valve  into  a  regenerator  heated  by  the  hot  exhaust  air 
ttosa  the  cylinder,  and  thence  passes  to  an  air-heating  apparatus 
heated  by  a  furnace.  The  hot  air  from  this  apparatus  supplies 
the  cylinder. 

[ITintcd,  SJ.    Drawlnjt.] 

AD  1855,  May  25.— N°  1186. 
ALDRIDGE,  Eowabd,— "  Improvements  in  meters  for  measur- 
"  ing  the  flow  of  Uquids  and  fluids,  winch  can  also  be  employed 
"  for   obtaining    motive   power,"  consist  "  in  the   employment 
"  of  a  flexible  diaphragm  fitted  inside  of  a  spherical  or  cither 
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*^  suitably  shaped  vessel^  into  which  water  or  gas  is  alternately 
"  admitted  and  expelled,  through  a  slide  similar  to  the  slide 
'^  valve  of  a  steam  engine,  and  which  is  worked  by  a  rod  passing 
^^  through  a  stu£Qing  box  at  one  side  of  the  vessel,  and  connected 
^'  to  the  flexible  diaphragm."  '^  To  employ  this  meter  as  a  motive 
^'  power  engine,  the  rod  passing  through  the  side  of  the  vessel 
'^  continuing  the  diaphragm  has  to  be  connected  to  the  machinery 
*'  to  be  worked.  An  engine  may  have  two  rods  "  passing  through 
opposite  sides  of  the  vessel. 
[Printed,  lOtf.   Drawing.] 

A.D.  1855,  May  28.— N«  1216.    (*  *) 

DE  M0Rl6S,  FidfeD^Ric. — (Provisional  protection  only.) — ''Im- 

"  provements  in  obtaining  motive  power." 
"  The  machinery  I  use  for  this  purpose  consists  in  the  main 

^*  parts  of  a  vertical  shaft;,  with  a  lever  or  arm  that  is  loaded  with 

"  a  given  weight,  the  upper  portion  having  a  trunnion  which  turns 
in  a  circular  iron  bearing.  By  turning  the  lever  a  motive  power 
is  imparted  to  the  trunnion,  which  will  be  in  proportion  to  the 
weight  hung  on  the  lever,  and  is  communicated  by  means  of 
cranks,  a  connecting  rod,  and  racks  to  bevel  gearing,  which 

*'  sets  in  motion  a  recipient  engine  of  any  kind  with  a  fly-wheel." 
tPrinted,4d.   No  Drawings.] 

A.D.  1855,  June  26.— NM454.    (*  *) 

BELLFORD,  Augusts  Edouard  Loradoux. — {A  communica" 
turn.) — A  rotary  engine. 

A  drum  revolves  within  a  shell  or  case,  the  action  of  which  is 
placed  eccentrically  to  the  axle  of  the"  drum.  There  are  three 
longitudinal  slits  across  the  periphery  of  the  drum,  in  each  of 
which  is  a  fan  or  sliding  piston. 

These  sliding  pistons  are  upon  an  independant  axis  inside  the 
drum,  and  excentric  to  the  axis  thereof,  so  that,  as  the  drum  is 
revolved,  they  are  projected  beyond  the  surface  of  the  periphery 
of  the  drum  across  the  steam  or  air  space  to  form  a  fan  or  piston 
whilst  traversing  the  compartment  between  the  induction  and 
eduction  openings  for  the  motive  fluid. 

The  machine  may  be  applied,  as  a  blowing  machine,  as  a  pump 
to  raise  water,  and  as  a  fluid  meter. 
IPrinted,  6({.  Drawing.] 
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A.D.  1855,  June  27-— N"  146?. 
SWINBURNE,  Thomas. — "  Obtaining  and  applying    motive 
"  power." 

Tlie  improvementa  in  applying  motive  power  consist  in  pro- 
viding  oert^n  meana  for  applying   rectilinean  impulses  in   one 
direction  only  to  the  same  recipient  for  the  production  of  rotary 
motion,  which  is  effected  by  toothed  wheels  and  clutches ;  also  in 
applying  motive  power  to  the  circuraference  of  a  wheel  by  impact. 
The  motive  power  is  obtained  in  vessels  by  a  pair  of  paddles  driven 
by  the  momentum  of  the  vessel  against  the  water,  and  till  the 
vessel  gels  under  way  allowed  to  be  turned  freely.     The  shaft  of 
the  paddle  has  a  wheel  with  small  projections,  which  impinge  on 
a  wheel  on  a  second  shaft.      This  shaft  is  cranked,  and  works  ei- 
hausting  or  compressing   cylinders,  of  which  the  pistons  at  first 
move  freely,  but  when  the  vessel  is  under  way  valves  are  turned, 
and  the  compression  or    exhaustion  commences.     In  railway 
trains  the  axle  of  the  driving  wheels  has  a  heavy  impact  wheel, 
which  impinges  on  a  weighty  fly-wheel,  the  shaft  of  which  is  fur- 
nished with  compressing  or  exhausting  apparatus.     "  By  proper 
management  not  only  will  the  current  expenditure  of  power  be 
in  great  measure,  if  not  entirely,  replaced,  but  the  enormous 
am.ounts  of  momentums,  now  always  wasted  and  thrown  away 
every  time  a  train  is  stopped,  will  be  saved  and  treasured  up,  or 
used  again  in  starting  the  train." 

[Printed,  Is.    Drawing.] 


A.0. 1855,  July  11.— N"  1544. 
PRATT,  Hkney. — {Partly  a   communication  from  Edward' 
rison.)—  Improvements  in  steam  flour,  wind  and  water  miUs. 

The  wind  mills  have  an  op eninf(  about  the  middle  of  their  wind 
aide,  which  aperture  extends  over  the  whole  breadth.  The  parts 
of  the  side  abm-e  and  below  the  aperture  are  slanted  inwards'  to 
direct  the  wind  to  the  aperture.  After  passing  in  the  wind  is 
collected  and  pressed  through  a  large  central  induction  opening 
at  the  bottom  of  a  wheel  or  resen'oir  which  turns  on  an  axis, 
which  is  also  the  axis  on  which  the  stone  works.  The  hollow 
wheel  has  four  eduction  vertical  openings  on  the  periphery  formed 
by  the  sides  of  the  wheel  which  are  curved  spirallf  and  constitute 
vanea,  against  which  the  wind  presses  and  escapes  through  the 
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openings^  the  angle  given  to  the  sides  regulating  the  velocity  as  in 
windmill  sails  or  turbines. 
LPrinted,  Ss.  ed.    Drawings.] 

A.D.  1855,  July  12.— N*  1560. 
EDWARDS,  Frederic  Ho  worth. — ^The  heated  air  and  gases 
derived  from  a  close  furnace  inclosed  in  a  casing  or  boiler  are 
forced  into  the  lower  part  of  the  boiler  by  a  wide  valve,  and  so  as 
to  deposit  the  dust  at  the  bottom  of  the  boiler,  where  it  may  be 
from  time  to  time  blown  off  by  sludge  cocks.  The  heated  air 
rises  and  meets  with  wire  gauze  or  a  prorated  diaphragm,  which 
divides  it  into  a  multitude  of  fine  streams  or  bubbles  and  brings 
it  into  intimate  contact  with  the  water.  The  temperature  of  the 
air  and  gases  is  thus  reduced  so  as  to  prevent  them  acting  in- 
juriously upon  the  working  parts  of  the  engine,  and  a  portion  of 
l^e  water  is  converted  into  steam  which  passes  with  the  air  and 
gases  into  the  engine.  On  leaving  it  the  steam  and  products  of 
combustion  are  conducted  through  a  refrigerator,  consisting  of  a 
series  of  tubes  passing  through  a  vessel  traversed  by  the  fresh  air 
in  its  passage  from  the  air  pump  to  the  furnace,  and  from  the  re- 
frigerator the  steam  and  products  pass  under  a  diaphragm  of  wire 
gauze  in  a  vessel  which  contains  the  feed  water  for  the  boiler, 
which  is  thus  warmed.  The  furnace  is  supplied  with  fuel  from  a 
close  box  by  means  of  an  archimedean  screw  regulated  by  the 
rising  and  frUing  of  the  grate  which  is  effected  by  the  weight  of 
the  fuel  or  the  grate,  and  by  a  counter  weight. 
[Printed,  10(f.   Drawing.] 

A.D.  1855,  July  20.— N«  1642. 

JOHNSON,  John  Henry. — {A  comnmnication  from  Andre 
Koechlin,  NapoUon  Joseph  Vtcomte  Duchatet,  and  Joseph  Antoine 
Auguste  de  Perpigna), — Machinery  worked  by  air,  whether  com- 
pressed or  rarefied,  or  other  fluids,  composed  of  two  revolving 
cylinders  fitted  each  with  spiral  grooves  and  projections  which 
gear  together.  One  or  both  spirals  may  be  made  to  project  while 
the  other  spiral  is  a  groove,  or  they  may  be  made  in  the  form  of  a 
series  of  teeth,  the  curves  of  the  hollows  of  which  are  drawn  care- 
fully from  the  curve  traced  by  making  two  primitive  circles  roll 
one  over  the  otiber  so  as  to  prevent  any  escape  between  the  threads 
and  the  casii^«    The  cylinders  rotate  in  a  chamber  fitted  cUma^ 
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the  air  or  other  fluid  being  admitted  at  one  end  and  allowed  to 
pass  off  at  the  other  after  having  acted  on  the  spirals.  The 
entrance  port  may  be  momentarily  oorered  by  a  pinion,  so  as  to 
make  the  engine  n-ork  expansively,  or  thia  may  be  eB'eoted  by  the 
helices  being  made  at  first  to  present  a,  small  surface  to  the  action 
of  the  steam,  which  surface  gradually  increaaes  till  it  is  a  masi- 
mum  at  the  completion  of  the  revolution. 
CPrintod,  Is,  W.    Drawinga.] 

A.D.  1865,  July  26.— N"  1693,    (♦  *) 
SCHIELE,  Christian. — "  Improraments  in  obtaining  and  ap- 
"  plying  motive  power." 

This  invention  relates  principally  to  improvements  on  the 
rotary  engine,  described  in  the  inventor's  previous  Specification, 
Ko.  13.965,  Old  Law. 

A  "runner"  or  wheel  fixed  on  the  mwn  axis  of  the  engine  has 
on  its  external  periphery  a  series  of  channels  or  ducts.  The 
mnner  revolves  within  an  annular  chamber  in  steam-tight  contact 
with  its  internal  periphery.  The  steam  entering  the  annular 
chamber  from  the  regulating  valve,  passes  through  the  induction 
apertures  and  thence  into  the  channels  formed  in  the  periphery 
of  the  runner,  and  wherein  tbe  force  of  the  steam  is  expended ; 
and  it  then  passes  laterally  out  of  the  channels  into  the  interior  of 
the  casing,  in  which  a  vacuum  is  maintained  by  a  communication 
with  the  condenser.  The  runner  axis  and  propeller  are  thus  put 
into  rapid  motion,  at  the  some  time  water  is  supplied  to  the  con- 
denser, and  the  heated  water  and,  air  are  evacuated  by  the  rotary 

The  formation  of  the  tangential  aperture  and  methods  of  ad- 
justment of  several  modifications  of  the  preceding  are  described. 

"  Friction  contact  wheels  "  are  applied  to  transmit  rapid  motion 
from  the  engine  so  that  tbe  pressure  for  adhesion  is  nearly  balanced 
by  opposite  pressure.  Air  is  evacuated  or  propelled  by  combining 
or  intermixing  it  with  water  in  its  passage  througli  a  fan  or  eentri- 
ftigal  pump. 

Printed.  1«.  S4I.   Drawing.] 

A.D.  1858,  August  6.— N"  V(5. 
GEDGE,  John.— (,<  eimmunieatioKfi-om  Arixtide  RaUe.)—{Pro- 
ei^oaol  protection  on/y.) — An  apparatus  for  employing  "jur  as  a 
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motor/'  composed  of  wings  placed  in  a  horizontal  position 
round  a  vertical  shaffc.  Each  pair  of  wings  are  placed  on  a 
horizontal  axle.  To  tiiis  axle  is  adapted  two  frames  intended  to 
act  in  a  rectangular  direction^  and  separated  by  the  upright  shaft 
aforesaid. 

The  framings  are  to  be  so  made  that  those  wings  which  are 
not  acted  upon  by  the  wind  shall  always  maintain  a  horizontal 
position^  and  ofPer  no  resistance  thereto  while  the  rest  are  in 
"  course  of  action." 

[Printed,  4(1.    No  Drawings.] 

A.D.  1865,  August  7.— N»  1/89.    (*  *) 

MURPHY,  William  Jeremiah. — {Prcmisumal  protection  onfy.) 
— Obtaining  motive  power. 

The  application  of  the  vapour  or  steam  produced  from  spirits 
of  wine,  or  any  other  spirituous  hquors,  as  a  moving.power  in 
''  the  boilers  of  marine,  locomotive,  aiid  other  steam  engines,  and 
'^  the  condensation  of  such  vapour  or  steam,  after  having  been 
*'  used,  and  feeding  the  boilers  therewith,  thereby  preventing' 
"  incrustations  in  boilers." 
[Printed,  4c{.   No  Drawings.] 

A.D.  1865,  August  24.— N«  1919. 

RADIGUET,  ToussAiNT  Augustb.  —  {Provisional  protection 
only,) — ^A  motor  wheel  with  square  cases  all  round  its  circum- 
ference is  fed  through  a  distributor  by  a  feed  wheel  containing 
heavy  iron  balls.  There  is  a  supplementaiy  distributor  to  regu- 
late the  feed  of  the  balls,  and  to  contain  a  reserve  of  them  while 
discharge  distributors  convey  the  balls  back  from  the  motor  wheel 
after  having  made  it  rotate  to  the  feed  wheel. 
[Printed,  4d.   No  Drawings.] 

A.D.  1855,  September  26.— N^  2148. 

NASMYTH,  James.  —  Motive  power  is  obtained  from  the 
pressure  of  the  atmosphere  by  means  of  a  piston  travelling  in  a 
circular  tube  provided  with  two  valves  to  admit  the  air,  two  other 
valves  communicating  with  air  pumps,  and  two  divisional  valves 
which  ordinarily  divide  the  tube  into  two  chambers,  but  which 
may  be  pushed  back  by  the  piston.  The  piston  is  connected  by 
an  arm  or  plate  passing  through  a  slit  in  the  tube  to  the  shafii^ 

A.  -« 
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wbich   works  the  air  pump.     To  work  the  engine  air  must  be 
exhausted  in  front  of  the  piaton,  and  the  admiBsion  valve  behind 
it  opened.     The  pumps  are  then  made  continually  to  e:(haii8t  the 
air  in  iront  of  the  piaton . 
[Printed.  U.W.    DrawiiiBB.] 

A.D.  1856,  September  29.— N"  2173. 
CHADWICK, David;  FROST,  Hjjbbbrt;  HANSON,  George, 
and  CHADWICK,  John*.  —  Improvements  on  the  iovention 

comprised  in  the  Specification,  No.  77^,  A.D.  1853. 

The  improvements  consist  in  two  methods  of  using  the  Seiible 
bag.  In  the  first,  a  rectangular  piece  of  flexible  matenal  is 
attached  hj  its  sides  and  one  extremity  to  a  plate  nithin  a  cuing. 
The  fluid  or  gas  to  he  measured  entera  hy  a  tube  between  the 
plate  and  the  flexible  material,  and  by  its  pressure  causes  rollen 
to  revolve  which  are  mounted  between  two  discs  on  the  some 
axis.  There  ore  three  of  these  rollers  which  bear  on  the  surface 
of  the  flexible  material.  The  second  method  consists  in  wrapping 
the  flexible  material  round  a  hollow  cylinder  contained  in  the 
cyUnder.  Aroller  is  mounted  by  its  axis  in  slots  of  two  standards, 
and  bears  by  its  gravity  on  the  material.  The  fluid  enters  the 
cylinder,  and  thence  the  space  between  it  and  the  flexible  material. 
This  material  is  closed  or  fastened  at  one  end  to  the  cylinder  by 
a  ring  of  metal,  is  but  open  at  the  other  end.  The  fluid  presung 
on  the  roller,  which  acts  as  an  abutment,  causes  the  cyUnder  to 
levolve.  The  anangements  are  applicable  to  motive  power  engines 
to  be  worked  by  water  or  other  means, 
ffrinteiiorf.   Drawing,] 

A.D.  1855,  October  3.— N"  2205. 
GREAVES,   Thomks.  ~  {Procisioiwl  protection   oaJy.)— This 
relates  to  improvements  on  the  invention  described  in  the  speci- 
fication. No.  283,  A.D.  1852. 

Only  one  shaft  is  used,  which,  run 
through  two  large  beyil  wheels.  Ont 
shaft  for  two  pinions  rivetted  together,  which  gear  into  the  bevil 
wheeb,  each  of  which  has  two  half  rims,  one  rim  gearing  into 
one  of  the  pinions,  and  the  other  forming  an  outer  or  larger  circle 
and  gearing  into  the  other  pinion,  the  two  half  circles  forming 
a  complete  drcle.     By  the  arrangement  the  weights  are  brought 
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up  on  the  krge  whed  exaotly  perpendieulir  with  eadi  otiiear,  bn6 
stoaight  down,  and  the  other  straight  np  at  each  half  revolution, 
and  going  in  contrary  directions,  and  balancing  each  other.  Two 
spur  wheels  are  used  instead  of  the  water  wheel;  one  on  the  same 
shaft  as  the  large  wheels,  and  rivetted  to  one  of  them ;  the  other 
on  a  shaft  worked  by  a  crank  connected  with  the  end  of  the  beam 
opposite  the  pinions.  The  weights  are  drawn  in. by  a  connecting 
rod  £rom  an  eccentric,  and  are  thrown  out  as  they  descend. 

Two  sets  of  the  wheels  are  used,  one  working  at  half  centre, 
while  the  other  is  at  quarter  centre,  and  thus  completing  the 
revolution  of  the  crank  shaft. 
|Tri]ited,4d.   No  Drawings.] 

A.D.  1855,  October  12.— N*  2287. 
STAADT,  Adolph.  —  {Partly  a  communication  from  Bernard 
Schroeder.) — {Provisional  protection  only,) — ^Two  or  more  cylin- 
ders are  fixed  to  a  suitable  axis  which  turns  in  bearings.  In 
each  cylinder  is  a  weighted  piston,  and  steam  or  other  elastic  fluid 
is  alternately  admitted  to  the  two  ends  of  the  cylinders,  so  as  to 
lift  the  pistons  from  the  ends  of  the  cylinders  below  the  axis  of 
motion  to  the  ends  for  the  time  uppermost,  so  that  as  the  cylinders 
pass  the  vertical  position  the  pistons  may  be  at  the  highest  point, 
and  by  gravity  cause  the  end  of  the  cyhnders  which  are  uppermost 
to  descend,  by  which  a  constant  rotatory  motion  is  obtained. 
[FrintecU  4dL   No  Drawings.] 

A.D.  1855,  October  15.— N«  2304.    (*  *) 

BENTON,  RoBKRT.— (Lerter*  Patent  void  for  want  of  Final 
Specifteation.) — ^'^Improvements  in  obtaining  motive  power  by 
"  leverage.*' 

'*  This  invention  has  for  its  object  the  means  of  keeping  a  barrel 
'^  or  wheel  in  oontmuous  motion  by  the  successive  application  of 
"  any  even  number  of  levers  acting  entirely  independent  of  each 
"  other,  and  in  eccentric  instead  of  the  customary  circular  orbits ; 
"  for  which  purpose  eccentric  planes  are  employed,  and  each  lever 
"  on  successively  coming  in  contact  with  such  eccentric  plane  or 
"  planes  is  for  the  time  being  elongated  and  rendered  a  long  lever 
*^  with  a  short  shank;  and  having  passed  through  or  over  sudi 
plane  or  planes  it  immediately  becomes  neutralised  on  the  rising 
side  of  the  barrel  or  wheel  to  which  it  is  attached^  by  being  so 
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'  fixed  as  to  form  one  ude  of  s  cube  Sfcvxe,  either  aquue  or 
'  oct^onal,  and  in  that  position  it  is  curied  round  the  moving 
'  barrel  or  wheel  untii  its  pivot  petuins  to  the  point  from  whence 
'  it  waa  flrat  placed  againat  the  face  of  the  eccentric  plane." 
[Printed,  4i/.    NoDrawingB.] 


A.D.  1855,  November  3.— N"  2461. 
COOPEB,  Thomas  Robert. — (Provisional  protection  only.) — 
"  Obtuning  motion  with  power  and  velocity  by  purely  mechanical 

"Motion  is  obtained  by  a  certain  combination  and  position  not 
"  hitherto  known  or  adopted,  and  according  to  the  strUctnre  of 
"  the  said  machinery  the  reqoiaite  power  and  velocity  are  alao 
"  obtained." 

[Printed,  id.    NoDrawingB.] 


A.D.  1855,  November  13.— N"  2551. 
WILSON,  FiscHKK  Alexanoer. — "  Improvementa  in  engines, 
"  machinery,  and  apparatus   for  exhausting,  forcing,  and  liflin|c 
"  for  propelling  in  land  and  water." 

Part  of  the  invention  coneista  in  a  method  of  raising  water 
in  large  quantitiea.  A  vacuum  may  be  obtained  from  the  gravi- 
tation of  the  water  thus  raised.  And  thia  hydro-pneumatic  power 
is  used  to  work  a  stationary  trngine  with  a  fixed  cylinder  having 
a  short  stroke  and  large  diameter.  The  packing  is  made  of 
lignum  vitx  or  other  hard  orcompresaed  wood,  which  ia  also  used 
for  the  bearings,  bushes,  and  other  wearing  surfacea. 

For  propelling;  a  train  a  continuous  valve  box,  divided  into 
sections  of  one,  two,  or  three  hundred  feet  by  transverse  plates, 
and  communicating  with  the  hydro-pneumatic  exbaustinff  appa- 
ratus bj  separate  junction  tubes  furnished  with  valves  which  open 
only  while  the  train  is  passing  is  placed  in  the  centre  of  each  line 
of  rails.  The  engine  consiata  of  a  travelling  vacuum  with  an 
eduction  boi  raised  and  lowered,  so  that  ita  mouth  may  enter  the 
valve  box  below  or  be  lifted  out.  When  the  eduction  pipe  ia  con- 
nected with  the  continuous  vacuum  the  air  is  admitted  into  the 
cylinders,  and  by  its  pressure  on  the  pistons  propells  the  trun- 
Eaoh  engine  baa  2,  4,  or  6  cylinders. 

rPrlnted,  1».  */.   Drnvriiuts.] 
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A.D.  1855,  November  19.— N<»  2607.    (*  *) 

GILARDEAU,  Michel  Pierre  Alexis. — {Provisional  protec- 
tion only.) — "  A  new  motive  power." 

''The  invention  consists,  first,  in  using  a  certain  quantity  of 
"  liquid,  equal  to  a  weight  of  at  least  three  atmospheres,  to  com- 
"  press  the  air  alternately  into  two  parallel  pumps,  thereby  obtain- 
"  ing  a  power  equal  to  the  weight  employed;  secondly,  to  make 
''  use  of  the  compressed  air  for  propelling  a  horizontal  cylinder  in 
"  which  a  vacuum  is  produced ;  and,  lastly,  to  compel  the  weight 
"  employed  for  compressing  the  air  to  pass  from  one  side  of  the 
''  apparatus  to  the  otiier." 
[Printed,  4(f.   No  Drawings.] 

A.D.  1855,  November  23.— N»  2640. 

TUCKEY,  Thomas.  —  Steam,  vapour,  or  gas  are  used  more 
conveniently  and  suitably  for  locomotion  on  common  roads  by 
replacing  the  ordinary  cylinder  and  piston  by  flexible  bags  alter- 
nately dilated  and  contracted.  In  one  form  of  the  invention  there 
are  two  terminal  fixed  discs  and  a  moveable  central  piston  disc 
connected  with  the  other  two  discs  by  flexible  belts  or  tubes.  The 
two  chambers  are  alternately  expanded.  The  central  disc  may  be 
fixed  and  the  end  ones  moveable.  Motion  may  also  be  obtained 
from  cylinder  bags  longer  collapsed  than  when  distended,  so  that 
the  distension  of  it  will  enable  a  rope  to  drag  a  crank.  It  may 
also  be  obtained  from  a  hollow  belt  or  bag  pressed  between  rollers 
like  those  of  a  rolling  press,  which  bag  will,  if  inflated  at  each 
end  alternately,  tend  to  pull  itself  out  from  between  the  rollers 
and  give  them  an  oscillating  rotary  motion,  or  if  the  bag  be 
passed  loosely  round  one  of  the  rollers,  and  the  ends  fastened 
together,  a  direct  circular  motion  may  be  obtained. 
[Printed,  Bd,   Drawing.] 

A.D.  1855,  November  28.— N<»  2689.    (*  *) 

WOLFF,  Sajmuel. — {Provisional  protection  only,) — "  Improve- 
"  ments  in  obtaining  motive  power." 

This  invention  is  based  on  the  law  that  a  body  placed  in  a 
fluid  of  greater  specific  gravity  than  itself  will  tend  to  rise  and 
one  in  a  less  specific  gravity  to  fall.  An  endless  hollow  or  light 
chain  is  constructed,  the  links   of  which  when  put  together 
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preeent  the  sppeatance  of  a  pflindrical  cord  or  band  of  a  uni- 
form diameter  throughout  its  length.  "This  chain  I  mount 
"  upoD  a  pur  of  guide  wheels,  which  axe  capable  of  Bdjnatment 
"  to  bring  the  chain  to  tension,  and  1  cause  the  chain  to  travene 
"  through  one  or  two  vertical  (flinders.  The  cylinder  through 
"  which  the  chain  travels  upwards  I  fill  with  mercury,  water,  or 
"  other  heavj  fluid,  and  I  cause  the  chain  to  enter  at  the  bottom 
*'  of  the  cylinder,  which  I  close  with  a  proper  valve  or  stuffing- 
"  boi  to  keep  in  the  fluid;  and  when  I  employ  two  cylinders 
"  1  pasa  the  chain  down  the  second  cylinder,  which  I  fill  with 
"  hydrogen  gas,  and  close  it  at  its  ends  to  retain  the  gaa  in  the 
"  cylinder."  A  continuous  rotary  motion  is  imparted  to  the 
endJesB  chain,  by  the  tendency  of  the  mercury  or  other  fluid  in 
the  first  cylinder  to  force  it  up  while  the  hydrogen  aliows  the 
graritating  principle  to  take  effect. 

ITrinled,  W.    Ko  Drawings.] 


A.D.  1865,  December  10.— N°  2;85. 
FONTAIXEMOREAU,  Peter  Abmand  Le  comtb  DJt.~(A 
eommunieatiiM.) — Heated  compresEed  air  engine,  which  consiste  of 
a  closed  furnace  lined  with  refactory  earth,  or  clay,  and  supplied 
with  compressed  air  by  a  force  pump,  and  with  fuel  from  a  hopper 
with  two  slides  worked  by  handles  attached  to  rods,  working  in 
stuffing  boxes  by  which  the  escape  of  the  air  during  the  intro- 
duction of  the  fuel  is  prevented.  A  compartment  of  the  fomaoe 
is  formed  by  a,  partition  also  lined  with  refactory  eartb  or  clay 
Bnd  receives  the  products  of  combustion  which  afterwards  pasB 
tiiroDgh  a  conducting  pipe  in  which  are  zig-zag  partitions  to 
atop  solid  partioles.  Theyentera  motive  cylinder  widi  an  internal 
cylinder  in  which  the  piston  works.  The  waste  air  circulatea  in 
the  space  between  the  two  cylinders  and  escapee  to  a  regeneratot 
Auiiiahed  with  a  number  of  tubes  through  which  the  air  from  the 
force  pump  is  driven  to  the  furnace  and  in  which  it  is  heated  by 
th«  waste  air.  The  waste  air  is  finally  discharged  into  the  atmo- 
sphere. A  right  is  reserved  to  add  an  additional  cylinder,  to 
employ  chloroform  or  sulphuret  of  carbon,  and  also  to  add  water 
in  the  n^enerator  to  charge  the  hot  air  with  vapour. 

[Printed,  Sd.    Dnirii«.] 
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A.D.  1855,  December  13.— N»  2820. 

JOHNSON,  John  Hbnry. — {A  communication  from  the  Com-- 
pdny  "John  CockerilV*) — ^Apparatus  for  containing  and  distri- 
buting aeriform  fluids,  whereby  such  flidds  will  be  supplied  to  a 
motive  power  engine  at  or  near  an  uniform  pressure. 

It  consists  of  two  parts ;  a  receiver  composed  of  a  number  of 
tubes  closed  at  their  ends  and  opening  by  branch  pipes  fitted  with 
stop  cocks  into  a  box  from  which  a  pipe  leads  to  the  bottom  of 
the  distributor,  and  a  distributor  which  is  a  strong  vessel  having 
a  plug  or  rod  whose  lower  end  acts  as  a  valve  to  the  opening  of 
the  pipe  leading  from  the  receiver,  and  whose  upper  end  passes 
through  a  stuffing  box  in  the  cover  of  the  vessel  and  terminates 
in  a  piston  fitted  into  a  small  cylinder  closed  at  the  top.  The  rod 
has  a  passage  fSor  air  to  pass  into  the  small  cylinder  from  the 
receiver  and  the  two  ends  are  made  of  equal  diameter  so  that  the 
rod  is  not  affected  by  the  pressure  of  the  fluid  from  the  receiver. 
The  rod  may  be  raised  or  depressed  by  a  lever  acted  on  by  a 
second  rod.  This  rod  also  terminates  in  a  piston  fitted  to  a  small 
cylinder  to  which  fluid  passes  from  the  vessel  distributing  and 
serves  to  depress  the  rod.  A  spring  which  can  be  regulated  by  a 
nut  to  bear  a  given  amount  of  pressure  serves  to  raise  the  second 
rod  when  the  pressure  of  the  fluid  in  the  second  small  cylinder 
and  the  large  vessel  sinks  below  the  given  amount  and  by  this 
means  raises  the  plug  from  the  opening  of  the  tube  from  the 
receiver. 

[Printed,  10({.   Drawing.] 

A.D.  1855,  December  13.— N»  2821. 
JOHNSON,  John  Hbnry. — {A  communication  from  the  Com' 
pany  "  John  CockerilL") — "  Apparatus  for  containing  compressed 

air  or  gases,  and  supplying  the  same  to  prime  movers  (in  Ueu 

of  steam)  at  a  constant  and  regular  pressure." 

One  or  more  receivers  are  connected  with  the  generator  of  the 
compressed  air  or  gases  by  a  pipe  at  their  upper  sides,  and  an 
extension  of  the  pipe  conducts  the  air  or  gases  to  the  prime 
mover.  The  lower  part  of  the  receiver  communicates  by  a  pipe 
with  stop  cocks  with  a  tank  or  water  reservoir  which  is  placed  at 
a  considerable  elevation  above  the  receiver,  and  has  a  capacity 
greater  than  all  the  receivers  combined.  By  admitting  a  head 
pressure  of  water  inside  the  receiver  from  the  tank  the  compressed 
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ab  Is  kept  and  supiilied  to  the  prime  mover  8>t  a,  constant  and 
regular  pressure.     The  apparatus  may  he  applied  to  railway  loco- 
motion hy  a  propulsion   tube   beneatii  the  line   eonatiucted   to 
receive  tie  compressed  air. 
[PrinUd.  M.    Dmwlnit.] 

A.D.  1856,  December  22.— N"  2907. 
ZAHN,  William  Henrv.  —  {Protdsional  protection  only.)  — 
Windmilla  are  made  self-regulating  by  causing  the  wind  to  act 
on  movable  or  rotating  spindles.  A  wheel  ia  rigidly  attached  to  a 
shaft  supported  ot  mounted  on  siiitable  bearinfjg,  tlirough  the  rim 
of  which  wheel  the  spindles  pass  to  the  boaa,  and  are  prevented 
from  returning  by  collars.  Two  heads  fitted  loosely  on  tJie  abaft, 
one  on  each  side  of  the  wheel,  are  connected  by  rods  :  on  the 
outer  head  are  levers  fastened  to  the  eoda  of  levers  attached  to  the 
spindles.  On  a  forked  lever  fitting  in  a  groove,  in  the  inner  headie 
a  weight  sufficiently  heavy  to  cause  tbe  sliding  heada  to  move 
forward  and  present  the  edges  of  the  sails  to  the  wind.  A  long 
lever  provided  with  a  weight  to  counterbalance  that  on  the  beat 
lever  acts  on  this  lever  and  causea  the  sliding  head  to  move  back. 
Springs  may  be  used  instead  of  the  weights  and  levers,  or  a  ball 
governor  may  be  adopted.  Another  mode  may  be  adopted  by 
fixing  on  the  spindles  small  cog  wheels  or  pinions  worked  by 
racks  connecting  the  two  sUding  heads. 

Another  mode  is  of  attaching  one  end  of  a  spring  of  vulcanized 
indian-rubber,  caoutchouc,  or  metal  to  the  swls,  and  the  other 
end  to  the  shaft  or  wheel  before  mentioned,  so  that  when  the 
wind  exceeds  a  given  power  it  shall  cause  the  surface  of  the  sails 
to  be  lessened. 

[Printed,  4<I.    No  DrawEnfn J 


1856. 


A.D.  ISaG,  January  *J.— N»  170.     (*  •) 
PORTEOUS,  DvsDAS  Smith.— Rotatory  engine. 

'Vhe  enclosing  cylinder  ia  stationary.  It  is  parted  between  it( 
end  plates  into  three  compartments  by  two  partition  platcB.  Eadt 
Aonpartoient  has  a  "wyper"  or  rotatory  piston  framed  on  the 
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mtiin  asle,  and  placed  at  equal  distances  round.  Three  "  flaps," 
Of  abutment  valves  placed  round  the  innet  periphery  at  equal 
distances  from  each  other,  are  hinged  at  one  end  to  the  encloaing 
cylinder,  and  fail  into  recesses  in  order  to  allow  the  rotaty  pietons 
or  wipers  to  pass  over  the  back  of  the  abutment  valves  and  con- 
tinue their  rotation.  A  hollow  cylindrical  roller  extends  the  leogth 
of  the  three  cylinders,  and  paraLel  ivith  their  oonunon  axle.  The 
roller  has  three  ports  on  its  circumference  and  acts  as  a  valve. 
One  port  before  each  cylinder  placed  at  equidistant  parts  round  it 
and  the  valve  ia  moved  by  a  spur  wheel  on  the  abaft  driving 
another  on  the  valve,  is  opened  and  shut  by  the  rotary  piston 
passing;;  the  orifice,  "when  one  of  the  cylinders  ia  inactive,  the 
"  wyper  having  passed  the  port  of  discharge,  and  not  having 
"  arrived  at  the  port  from  which  it  is  to  be  again  supplied  for 
"  the  neit  revolution,  the  other  two  cylinders  being  under  the 
"  pressure  of  the  steam  "  gas,  or  other  propelling  agent  are  in 
operation. 

[Printed,  lOd.    Drawing.] 

A.D.  18M,  January  ae.—N"  211. 
JOHNSON,  John  Hbnby. — {A  ctnamunieatitm  from  Jean  Pierre 
liouis  FhrimondDatichy.) — [PTovi^onalpToleetiononly.) — "Com- 
"  pressed  air  locomotive  engines." 

"  A  etuall  steam  engine  and  boiler  to  be  carried  on  the  muD 
"  framing  of  the  locomotive  for  the  purpose  of  working  two  or 
"  more  doable  action  au-  pumps,  which  compress  the  axt  into  a 
"  receiver  "  whence  it  is  delivered  to  the  "  main  actuating  cylindara 
"  of  the  locomotive." 

"  By  this   arrangement  a  smaller   engine  and  boiler  will  be 
"  required,"  fuel   sai-eil,  and   motive   power  increased  "by  the 
"  working  of  the  air  pumps  duiing  the  stoppages  at  stations." 
[Printed,  id.    So  Drawings.} 

A.D.  1856,  February  1.— N"  271.  (*  *) 
MACPHERSON,  AlLan.— (^  communicaiion.)— (ProoisioBai 
protection  only.) — Obtaining  and  applying  motive  power  by  com- 
bining "  the  eipanaive  forces  of  steam  and  air,  and  with  this 
"  combination"  obtain'mg  "as  much  power  from  twenty-five 
"  pounds  of  coke,  as  is  now  produced  in  the  locomotive  or  other 
"  engine  by  the  burning  of  one  hundred  pounds  or  more  of  that 
"  article," 


w 
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The  patentee  further  "  propoaea  to  form  a,  teBervoir  for  com- 
pressed air  near  and  below  the  furnace,  and  under  the  usuai 
"  cylinder  and  pipes  to  pass  the  air  through  the  fumBce,  from 
"  whence  it  will  proceed  through  conduits,  and  form  a  Junction 
"  with  the  steam,  and  will  be,  thus  combined,  need  as  a  motor 
*'  much  in  the  ordinary  manner;  but  with  some  meohanicftl 
"  additions  to  facilitate  the  working." 
EPrtnted,  4d.    Kn  Drawinga  J 

A.D.  1856,  Februnry  l.-N°  286.    {♦  *) 
JOUBERT,  Charles    Cathekine,  and  BORDIER,    Lboh 
Andr£. — "Improvements  in  motive  power  enginea." 

The  invention  consiats  in  "  the  application  of  a  multiplex  thread 
"  screiv  to  a  driving  shaft  for  transmitting  motion  so  aa  to  inul> 
"  tiply  the  power  of  action."  A  threail  screw  forming  the  exten- 
sion of  a  ahaft  upon  which  a  piston  paddle  (rotating  piston)  is 
lieyed,  worhs  into  a  cylinder  having  openings  for  the  ingress  and 
egress  of  the  steam,  and  also  a  fixed  inner  partition  or  diaphgram. 
When  the  engine  is  in  action  the  steam  is  admitted  between  the 
piston  handle  and  the  fixed  partition  or  abutment.  It  acts  on 
the  paddle  and  carries  it  into  a  circular  motion,  The  steam  is 
then  introduced  into  the  other  compartment,  and  impels  the 
paddle  into  the  opposite  direction;  these  movements  produce 
vibrating  motions  in  the  crank,  which  transmits  the  same  vibra- 
tions to  the  screw,  but  this  being  supported  by  its  journals  the 
female  screw  or  nut  is  compelled  to  effect  between  slide  bars  the 
to-and-fro  motion  of  common  engines,  and  the  connecting  rod  and 
crank  transmit  circular  motion  to  the  driving  shaft  carrying  the 
fly  wheel. 
"  A  modification  of  the  same  kind  of  apparatus  ot  mecha- 
nism may  be  introduced  between  the  motive  agent  whether 
water,  wind,  manual,  or  other  power,  aifd  the  drinng  purpose  to 


^^^^         "  which   such  power  is  applied,  modified,  and  arranged  as  ram^lj 
^^^^  be  required."  ^^^^^M 

^^^1  CFrinted,  lOiI.     DmrlneO  ^^^^H 

^^f  A.D.  1866,  February  U.—N"  353.  d^^H 

■  ZABN,  WibLiAM    Hbnbv,    and  WELLS.    Joseph  Hukiit     II 

George. — Windmills  are  made  with  the  spindles  of  the  soils 
I  paanng  through  beaiings  on  the  side  of  the  lim  of  a  whed  oa  tha     ■ 

m M 
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On  the  spindles  are  small  annSj  to  the  estreme  enda  whereof 
pieces  ofvulcunized  india-rubber  acting  as  springs  are  attached. 
The  other  enda  of  these  pieces  are  fixed  to  a  sliding  head  on  the 
shaft  which  can  be  made  to  turn  with  it  by  a  key  fixed  on  the 
shaft,  fitting  into  a  corresponding  cavity  in  the  head.  The  head 
can  be  moved  nearer  orfurtherfrom  the  sails  by  means  of  a  forked 
lever  worked  through  a  vertical  rod,  by  which  means  the  snils 
may  be  set  for  any  velocity.  When  the  wind  increases  beyond 
that  velocity  the  springs  will  act  on  and  lessen  the  surfiice  of  the 


P        JO 


tPrtated,  ad.   Drawine.] 
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A,D.  1866,  February  21.— N"  441.    (*  *) 

JOTEUX,  Lovis  AuGusTB. — (Pronisional  protection  only.) — An 

apparatus  in  which  the  combined  use  of  steam  and  dilated  tui, 

or  easily  evaporating  liquids,  produces  motive  power  at  a  small 

Steam  is  mixed  with  dilated  air  and  produces  a  vapour  of 
moderate  pressure,  which  is  brought  to  bear  on  the  engine  in  the 
usubJ  manner.  "  When  this  vapour  has  worked  in  the  atmospheric 
"  machine  it  is  sent  into  another  machine  containing  the  liquid 
"  to  be  evaporated,  ether  for  instance;  the  water  condenses  in 
"  this  apparatus,  and  the  air  deprived  of  a  portion  of  its  heat ; 
"  the  ether  is  thus  brought  to  a  state  of  evaporation  without  cost 
"  of  fiiel,  and  of  which  the  steam  when  brought  to  a  suitable 
"  pressure  feeds  the  cylinder  of  another  (the  ether)  machine;  the 
"  condensed  water  that  still  retains  a  certain  portion  of  heat  is 
"  made  to  return  to  the  boiler,  and  receives  the  stirplus  heat  re- 
"  quired  for  its  evaporation."  "The  supply  of  air  in  ifa  generator 
"  is  made  by  a  special  apparatus  which  feeds  the  cold  sir  by 
"  absorption,  and  sends  the  air  arrived  at  a  certain  degree  of  heat 
"  into  the  machine  forvolalilizing  ether.  The  apparati  for  dilating 
"  the  air  and  evaporating  water  are  placed  over  the  same  furnace, 
"  the  ascending  flames  reach  the  sides  of  the  atmospheric  appa- 
"  ratiiB,  pass  into  the  chimney  after  having  traversed  a  flue 
"  where  its  combustible  gases  are  burnt,  and  through  the  ethei 
"  volatilizing  apparatus  where  it  loses  the  remaining  portion  of 

its  beat." 

CPrinted,  4d.    No  Drawings.J 
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A.D.  185fi,  February  23.— N»  463.     (*  •) 


1 


JONES,  David.— {Utters  Patait  void  for  want  affinal  specifica- 
tion.)— "  Obtaining  motive  power  hj  the  combined  uction  of  air, 
"  water,  or  other  fluids  on  each  other." 

"An  important  feature  in  this  invention  consists  in  so  con- 
"  structing  and  operatin);  with  the  apparatus  that  there  is  no 
"  appreciable  friction  of  the  principal  parts  thereof,  and  con- 
"  Mquently  no  wear  of  the  material  of  wliidi  they  are  made, 
"  thereby  effecting  economy  in  the  expense  of  the  apparatus; 
"  the  power  generated  and  maintained  in  the  apparatus  for  an 
"  indefinite  period  is  also  attended  with  no  expense." 

The  machine  consists  of  two  vessels,  one  open ;  the  other  is 
cyhndrioal  closed  at  one  end,  and  placed  upright  in  the  former, 
ivith  the  open  end  downwards,  butb  being  filled  with  water.  A 
hollow  collapsible  sphere  filled  with  air  is  placed  within  the  up- 
right vessel.  Tubes  furnished  with  cocks  lead  from  the  upright 
vessel  and  the  sphere  to  the  air,  and  also  from  the  sphcie  to  the 
upright  vessel.  Tiiig  vessel  is  connected  to  the  bent  arm  of  a 
vibrating  lever  and  to  aweight.  The  upright  cylinder  moves  up 
and  down  by  the  water  in  it  being  successively  displaced  by  air,  and 
by  the  hollow  sphere  alternately  expandin<(  and  contracting,  the 
Mcks  which  admit  and  emit  the  air  and  ivater  can  be  actuated 
by  the  motion  of  the  machine  itself, 
[Printed,  id.    No  DrBWinK? .] 

A.D,  1866,  February  ;i5.—N°  481. 
ARNIKR,  Louis. — "Condensing  hot  air  and  obtaining  motive 
"  power  therefrom." 

The  apparatus  consists  of  "a  rarefier,"  "in  which  the  atmo- 
"  Bpherio  air  is  heated."  It  is  made  of  cast  iron  placed  over 
a  fire-place,  and  surrounded  by  vertical  flues.  Secondly,  of  a 
cylinder  and  piston.  Thirdly,  of  "  a  condenser  which  aucka  the 
"  air  out  of  the  eylindBr  "  into  tabes  surrounded  by  cold  water. 
And  fourthly,  of  the  an  air-pump  which  pomps  the  air  out  of  the 
condenser.  ITie  atmospheric  air  passes  to  the  rarifier  through 
small  tubes  placed  within  the  tubes  conducting  the  hot  air  out  of 
the  oy Under. 

Drawings  arerefeired  to  in  the  Specification,  but  none  were  filed. 
[Primed,  »d.    HoDrawinBa.] 
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A.D.  1856,  March  6.— N°  561. 
JACKSON,  Luke  Duncam,  and  MYERS,  Hbnry.— (Proi*- 
atonal  prolecHon  only.) — "  Combininf;  air  and  water  aa  a  power." 
"  Cylinders  ore  placed  on  a  bed  pbte  as  low  as  possible  ta 
"  obtain  the  greatest  amount  of  density,  each  cylinder  having 
"  two  inlets  and  two  outlets,  or  more  if  required,  eaeb  inlet  bdng 
"  arranged  so  as  to  be  as  near  as  possible  to  head  of  water  to 
"  avoid  friction,"  "In  the  bottom  part  of  piston  packing  ia 
"  placed  to  collapse  piston  object."  The  piston  contains  con- 
densed air  supplied  from  a  condenser,  in  a  sufficient  quantity  to 
overcome  atmosphere,  on  up)>er  part  of  piston  so  as  to  give  first 
motion  if  density  of  water  is  below  atmospheric  preaaure.  The 
upper  part  of  the  downward  pistons  extracts  air  from  the  upper 
part  of  the  upward  piatoa.  "  The  plunger  so  made  to  form  a 
"  vacuum  under  piston  of  engine  on  the  downward  stroke,  and  at 
"  the  extremity  of  stroke  to  get  rid  of  ivater  in  a  simple  way 
"  by  means  of  a  cam  working  the  eccentric  opening  the  plunger 
succession." 
lilted,  m.   No  DrsnliiKS.] 


A.D.  1866,  March  22.— N°  678.  (* 
JONES,  John,  and  SHIRREFF,  ALBXANDSBCtiNNi 

"  Rotatory  motive  power  engines  capable  of  being  worked  by  1 
"  steam  or  other  fluid  pressure." 

This  engine  consists  of  a  fixed  externa!  steam  cylinder  having 
its  sjiis  in  a  horizontal  direction,  and  enclosed  by  two  end  covers 
through  which  the  rotating  power  shaft  is  carried ;  within  this  is 
another  but  smaller  cylinder  or  "rotating  drum,"  with  its  axis 
jiiaeed  axcentrically  to  that  of  the  outer  cylinder,  and  with  three 
slots  in  its  periphery  radiating   to   its  centre ;  three  pistons  or 
"  working  diaphrsgma  "  fitted  with  spring  pressed  plates,  work 
steam  tight  in  and  out  of  the  slots  against  the  concave  sur&cea 
oE  the  cylinder.      A  roUer  placed   horizantally  forms  a  bearinff   i 
Burtaoe  to  the    inner  ends  of  the    pistons  which 
tinuai   contact  with  it,  and  their  outer   ends  bear  against   tha  J 
concave  periphery  of  the  outer  cylinder.     The  ingress  and  cgres)  I 
passages  are  on  opposite  points  of  tliis  cylinder.     The  stean^  I 
enters  by  one  of  these  passages,  and  acts  on  each  piston  in  succes-  I 
louiid;  "the  dead  or  reacting  surface " being  \ 


I 
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obtuned  hy  the  steamtight  sliding  contact  of  the  rotating;  drum, 
with  the  concave  surface  of  the  fiied  cylinder.  The  inner  being 
eiceotric  to  the  outer  cylinder  a  space  of  a  crescent  form  is  left 
between  tlie  two,  the  ateam  acts  upon  the  SKa  of  the  pistons 
Euqiosed  in  this  crescent  shaped  space  and  B£  each  piston  comes 
round  to  the  narrow  part  of  the  crescent,  the  side  of  the  cylinder 
forces  it  into  its  slot,  until  it  is  wholly  inserted  within  the  peri- 
phery of  the  rotating  drum.  This  inward  movement  maintains 
the  roller  in  its  concentric  position,  and  as  the  pistons  move 
round  they  are  pressed  into  or  withdrawn  trom  the  slots  con- 
tinually. 

The  rotator;  engine  is  applied  to  move  cranes,  and  other  lifting 
and  lowering  apparatus,  and  to  pumps. 
[PrinlfllM.    IJrairiuga.] 

A.D.  1856,  Mamh  28.— N"  7S1. 
NEWTON,   Alfrbd   Vincbnt.  —  (iJ    communication   from   J. 
EricMon.)— (LeHfrs  Patent  void  for  want  affinal  spec^eation.)— 
"  An  improved  air  engine  for  producing  motive  power  by  heated 

This  invention  relates  to  the  air  engine  described  in  the  Spedfi- 
eations.  No.  6409,  old  law,  and  No.l033,  A.D.  1855,  and  "  consists 
"  in  operating  with  one  piston  within  a  cylinder  in  such  a  manner 
"  that  one  side  of  it  shall  compress  the  cold  air  which  on  the 
"  previous  stroke  entered  one  end  of  the  cylinder,  and  cause  it 
"  to  pass  through  the  regenerator  and  heater,  or  either,  at  the 
"  same  time  that  the  other  side  of  the  said  piston  ia  receiving 
"  the  motive  force  of  the  heated  air  entering  the  cyUnder  from 
"  the  opposite  direction."  By  this  means  the  friction  other 
than  that  caused  by  the  differential  pressure  of  the  hot  and  cold 
r  will  be  avoided,  and  the  "  leakage  through  the  packing  of  the 
piston  will  not  occasion  any  loss  of  air."  Two  or  three  engines 
may  be  used  together,  "  but  the  use  of  four  is  preferred." 

[Priuted,  id.    No  Drawicgs.] 

A.D.  1866,  April  1,—N"  784. 
BERBELOT,  Armand  Louib  A.SDHi.— {Provisional  protection 
only.) — This  is  for  obtaining  "a  continuri  motive  power"  by 
compressed  air  or  other  gas    introduced  into  an  air-tight  case, 
which  contuns  a  shaft  or  spindle  that  bas  fixed  thereto  a  helix 


MOTIVE  POWER  ENGINES.  239 

or  thread  of  uniform  breadth  and  thiokneas.  The  gas  or  fluid 
by  exerting  unbalanced  pressures  on  abutments  formed  either  at 
the  extremity  of  1^  helix,  or  otherwise  communicates  rotary 
motion  to  the  aforesaid  shaft  or  spindle,  and  by  means  of  it  to 
an  external  shaft,  by  which  machinery  may  be  driven. 
[Printed,  4({.   VoDrawingsJ 


A.D.  1856,  April  2.— N«  801.    (*  *) 

SAMUEL,  James,  and  NICHOLSON,  John.— *' Improve- 
**  ments  in  steam  and  other  vapour  engines.'' 

This  improvement  consists  **  in  employing  three  cylinders  into 
^  one  only,  of  which  the  steam  or  vapour  is  directly  admitted ; 
'*  and  after  having  been  partially  expanded  in  that  cylinder,  is 
*^  admitted  simultaneously  into  the  other  two  cylinders  where 
*'  expansion  may  be  carried  out  in  its  follest  extent."  The  steam 
from  the  main  cylinder  enters  above  the  piston  in  one  expansion 
cylinder  and  below  the  piston  in  the  other. 

The  pistons  in  each  cylinder  are  framed  to  a  shaft  with  three 

cranks,  the  central  crank  being  about  at  right  angles  to  the  other 

two. 

[Printed,  <kf.   Drawings.] 


A.D.  1866,  April  26.— N»  1003.    (*  *) 

ARNAUD,  Claude  Antoinb. — (A  communication.) — '*  Obtain- 
ing motive  power  from  steam  and  other  fluids,  and  in  pumping 
and  forcing  water  and  other  fluids.'^ 
A  rotary  engine  is  described  capable  of  being  worked  by  steam 
or  other  fluids.  It  is  composed  of  two  stationary  cylinders,  en- 
closed in  a  casing  formed  by  the  portions  of  two  cylinders  con^ 
centric  with  the  revolving  cyhnders.  At  the  two  lines  of  meeting 
or  contact  of  the  casing,  pipes  and  valves  are  placed,  one  to 
admit  the  ingress  steam,  and  the  other  to  open  a  way  to  the 
exhaust.  Each  cylinder  has  two  ''  great  teeth  "  projecting,  at 
opposite  points  of  its  diameter,  from  its  periphery,  "  and  which 
"  are  provided  with  an  appendage  (or  spring)  of  metal "  to  form 
a  steam-tight  rolling  junction  at  their  line  of  contact,  or  when 
the  great  teeth  in  their  rotation  come  in  contact  with  the  inner 
concave  surface  of  the  cylinders ;  the  steam  from  the  ingress  valve 
flowing  into  the  channel  of  rotation  presses  a  great  tooth  fonrae:^ 
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until  it  reaches  the  exhaurt,  and  paBsing-  over  shuts  it,  opens  the 
opposite  eihaust  and  the  egress  steam  orifices,  and  the  rotation 
continues ;  the  channel  of  rotation  increasing  and  decreasing  in 
its  capacity.     The  engine  may  be  worked  expansively. 

The  exterior  meehaniam  for  working  the  valvea,  reversing  the 
movementa  of  the  cnpne,  and  workinff  the  air  and  force  pump 
are  deacrihed. 

[Printod,  li.  2d,    Drowinss.J 


A.D.  1856,  June  G.—X°  1.^15. 
LANG,  DoNCAN.— (Le»«-s  Patent  void/or  want  of  Finn/  Spaciji- 
cation.) — Motive  power  is,  according  to  tliia  invention,  ohtained 
from  "the  compressed  air  of  the  common  atmosphere  dispensing 
"  with  coal,  coke,  fire,  and  water  by  means  of  a  cylindrical  vessel 
"  with  hemispherical  ends,  having  a  revolving  screw  shaft  passing 
'  longitudinally  through  its  center." 

"  On  it  the  air  presaer  travels,  having  valvea  opening  to  either 
■'  aide  according  to  the  direction  of  its  movement  for  r^fulating 
'  the  pressure  by  a  release  of  the  surplus  power  into  the  space  it 
"  leaves  by  its  travel  on  whatever  side  it  may  be  working  from. 
'  The  shaft  is  turned  by  a  ratchet  lever  or  ratchet  levera  at  each 
''  side  of  its  ends  for  alternating  the  action  of  the  preaser  as  either 
e  of  the  vessel  becomes  in  turn  emptied  of  the  air  for  the 
le  acted  on.  With  the  two  they  are  so  arranged  that  while 
"  one  is  tuminj;  the  shaft,  causing  the  pressure,  the  other  vibrates 
■'  loose  tUl  the  presser  requires  to  be  traversed  in  the  opposite 
'<  direction,  when  the  latter  is  brought  into  action,  and  the  former 
■'  released.  They  ate  wrought  either  directly  from  the  ordinary 
'  abaft  of  the  engine  by  an  eccentric  connection,  or  from  any 
'  of  the  other  moving  parts  in  the  eamc  relation  according  to 
'  the  construction  of  engine  with  an  arrangement  for  revers- 
'*  ing  the  levera  and  alternating  the  travel  of  the  air  presser. 
'  "ITie  cylinder  and  its  arrangements,  or  any  other  reciprocating 
'  or  rotatory  machinery  with  its  necessary  connections  for  com- 
'  pletiog  tlie  engine,  commuuicatea  with  the  air  holder  by  pipei 
r  passages  in  which  valves  are  placed,  so  thot  while  one  mmn- 
"  tains  an  open  communication  fiflm  the  the  pressure  to  the 
'  machinerj',  the  other  is  kept  closed  by  the  same  means,  till  the 
■'  alternate  action  of  the  presaer  reverses  their  position,  Valvea 
"  also  are  mounted  on  the  enda  of  the  air  holder  for  supplying  it 


MOTIVE  POWER  ENGINES.  2Jl  | 

"  from  the  external  atmosphere,  and  otheca  {or  the  eaccipemen^ 
"  of  any  extra  pressure," 
[Printed,  4il,   NoDnwinEtO 


A.D.  1856,  June  !).— N»  1363.     (•  •) 
SIEMENS,  Charles  William— Regenerative  engine. 

1.  "In  this  improved  ste&m  engine  the  same  stewn  is  made  to  I 
"  exercise  its  elaatic  forca,  over  and  over  again,  for  Rn  indefiaitB  M 
"  number  of  timea,  by  being  alternately  compreaaed,  heated,  I 
"  expanded,  cooled,  and  compressed  again,  and  of  which  ths  1 
"  regenerative  engines  No.  13,006,  A.D.  184?,  and  No.  326, 

"  A.D.  1852,  may  be  eonaidered  the  type." 

2.  The  power  of  the  engines  depending  cbietly  upon  the  1 
inereSiSe  of  temperature  the  steam  acquires  during  iti  passage  I 
through  a  "  respirator  "  and  over  the  surfaces  of  the  heated  vessel,  I 
it  ia  of  importance  to  raise  the  temperature  of  the  steam  to  I 
the  highest  practicablp  limit,  and  to  reduce  it  immedir.tely  after,  ^ 
as  near  as  possible  to  the  point  of  saturation,  avoiding  partial 
condensation  from  a  too  great  reduction  of  temperatifte. 

3.  In  the  improved  engine  the  heating  surface  of  the  heated 
vessel  is  increased  by  corrugating  its  surfaces.  2.  The  cast-iron 
heated  vessel  ia  rendered  more  tenaoious  and  durable  by  sub' 
jecting  the  material  to  any  process  of  steel  making  previous  to 
founding  it.  3.  Protects  the  vessel  opposite  the  fire  where  it  is 
first  struck  by  the  flame,  by  a  shield  of  iron  or  Steel,  which  is 
coated  with  a  layer  of  fire-clay.  4.  In  the  previous  engine  a 
boiler  surrounded  the  working  cylinder,  and  a  wall  of  brickwork 
intervened  between  the  two;  that  is  now  dispensed  with.  5.  Forma 
close  chambers  about  the  extremities  of  the  working  cylinder, 
round  the  regenerative  boiler,  and  the  passages  connected  with  it, 
which  communicate  with  the  boilers  and  contain  hot  water  and 
saturated  at«am.  The  large  heated  plunger  is  filled  with  powdered 
charcoal  or  other  non-conducting  material. 

6.  lUlieves  the  working  crank  of  the  regenerative  cylinder 
from  strains  produced  hy  compression  and  expansion  of  the 
steam,  by  a  weight  attached  to  ita  piston. 

7.  Describes  certiun  peculiar  arrangements  of  "  regenerative 
"  steam  engines  "  applicable  to  vessels  moved  by  a  screw  pro- 
peller, by  which  a  continuity  of  driving  power  is  obtained  by 
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means  of  one  engine  having  two  heating  cjlinders  and  funiaces 
placed  in  a  bne  with  the  working  shaft. 

Deaeribes  several  extensiona  and  modificationa  of  parts  of  the 
enpne, 

[Ptinled.U.  lUd.    Drawingi,] 


A.D.  I8S6,  June  23.— N"  1470. 
LONGRIDGE,  James  Atkinson.— Motive  power  in  minea. 

The  invention  consists  in  the  use  of  compressed  ail  forced  into 
reservoirs  by  means  of  a  head  of  water,  or  by  suitable  machinery 
above  ground.  Its  expansive  force  is  sometimes  augmented  by 
heat.  The  air  ma;  be  compressed  by  an  engine  actuated  by  prea- 
sure  of  watetj  afterwards  again  lifted  by  the  pumpinff  engine, 
or  by  steam  or  animal  power;  or  by  hydraulic  presses  driven 
by  a  eolunm  of  water  obtained  from  the  rising  column  of  the 
ordiDuy  mine  pumps.  The  Bit  is  stored  up  in  station  reservoiis, 
&nd  thence  conveyed  by  portable  reservoirs  to  the  places  where  it 
is  required,  fts  pressure  may  be  rendered  uniform  by  a  valve 
formed  by  a  piston  which  works  in  a  cylinder,  and  is  forced  by  s 
spring  down,  so  that  a  pendent  part  having  lateral  opeainga  is 
H  made  to  embrace  a  pipe  also  provided  with  openings,  which  eoin- 

^^■^       cide  with  those  of  the  pendent  part  when  the  pressure  sf  the  air 
^^^H       is  below  a  fixed  amount. 

^^^1  [Printed.  iDd.    Irniirings.] 
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AD.  1856,  June  26.— N'  1496. 
SCHELLER,  Throvilo.— {Provisional  protection  on/j/,)— Two 
shafts  or  spindles,  free  to  revolve  in  suitable  bearings,  one 
vertical  and  the  other  inclined,  are  employed.  On  the  upright 
shaft  a  pinion  gears  into  a  weighted  toothed  wheel  on  the  inclined 
shaft.  Over  the  pinion  is  a  wheel  larger  than  it,  which  comes  In 
contact  with  and  forces  back  one  of  four  weights  on  and  near  the 
periphery  of  the  toothed  wheel.  The  weight  opposite  to  that 
forced  back  ia  connected  with  it  and  so  pushed  up,  thus  altering 
the  centre  of  gravity  of  the  weighted  wheel  and  making  it  to 
revolve,  and  so  to  bring  the  next  weight  in  contact  irith  thevhwl 
n  tUc  vertical  shaft. 

[PrlDted.ed.   Ka  Drawings.] 
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A.D.  1856,  Jnly  2.— N"  1561. 
NEWTON,   Alprbd    Vinobnt.  —  {A    cominanication.)  — 
"  enginee." 

There  are  two  working  cylinders,  each  conaiating  of  a  pur  of 
oylinderB,  one  placed  vertically  aboTe  the  other,  with  a  third  cylin- 
der of  some  badly  conducting  material  between  them.  The  lower 
oylinderB  are  kept  coJd  by  water  and  the  upper  heated  byafumace. 
A  pipe  pasaes  from  the  upper  to  the  lower  cylinder,  and  has  at 
one  part  a  "lung  "or  chamber  interposed  "  filled  with  a  rolled 
"  sheet  of  wire  gauze "  put  len^hwiee.  The  working  piston 
works  only  in  the  lower  cylinder.  Above  it  ia  a  "  dumby  piston  " 
composed  of  two  cylinders  with  closed  ends  which  work  in  the 
hot  and  the  cold  cylinders.  At  the  beginning  of  the  upward 
stroke  of  the  working  piston  the  "  dumby  piston  "  is  forced  up 
by  meBTiB  of  a  cam  on  the  crank  shaft,  leaving  a  partial  vacuum 
between  it  and  the  working  piston,  and  driving  tlie  air  from  the 
hot  into  the  cold  cylinder  through  the  pipe  and  lung.  The 
working  piston  is  then  forced  up  by  the  pressure  of  the  at- 
mosphere on  its  surface,  thus  impelling  the  crank  shaft.  "The 
"  cam  by  thia  time  will  have  passed  round,  so  that  the  dumby 
"  piston  rests  on  the  working  piston,  and  as  the  working  piston 
'■  is  forced  up  by  the  preaaure  of  the  atmosphere  on  the  other 
"  side,  this  one  is  forced  down  as  the  air  expands  in  the  hot 
"  cylinder "  "  by  reason  of  the  calorie  which  it  has  absorbed  in 
"  passing  in  the  reversed  direction  through  the  appropriate  lung 
"  and  through  the  heated  pipes,"  In  this  way  the  pistons  ara 
alternately  operated. 

CPrintod,  lOd.    DmwlnB.] 

A.D.  1856,  July  11.— N-  IHl. 
DEMBINSKI,    Henri.— (Prooiiiona;   proteclioa   onJy.)  —  Self- 
acting  motive  power. 

Two  wheels  connected  by  gearing  or  endless  chains  are  moved 
by  weights,  one  suspended  inside  the  wheel  by  an  eccentric,  with  a 
bolt  in  contact  with  the  wheel  ;  the  other  suspended  outside  the 
wheels  between  their  peripheries  with  an  aperture  to  slide  o 
small  bolts  fastened  to  the  wall. 

Or,  secondly,  by  elasticity.     In  this  case  pumps  are  used,  the  ' 
rods  of  whose  pistons  are  made  to  press  against  the  periphery  of 
the  wheels.    To  give  strength  a  globe  is  placed  in  any  convenient 
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position  and  a.  vessel  filled  with  water  or  other  fluid.  In  the  globe 
is  placed  a  second,  containing  compressed  air  or  gas.  To  give 
"  life  and  motion"  water  is  forced  by  gearing  connected  with  the 
wheeU  tbrouRn  a  seriea  of  vessels,  some  containing  a  compressive 
globe,  and  is  made  to  return  to  work  agdn  in  tubes  in  the  circum- 
ference of  the  wheels. 

[Printed,  (W.   Drawinit.] 

A.D.  1856,  April  21.— N"  1/21. 
GEDGE,  JoHK. — (A  comnmnication  from  Viclor  Cantillon.) — 
(Prorisional  protection  only.) — A  dymanic  effect  four  or  five  times 
greater  than  is  at  present  obtained  in  steam  en|;ines  is  obtained 
from  burnt  coke,  first,  by  "  permitting  compressed  air  to  dilate  or 
"  expand  while  passing  through  the  fuel  (in  the  furnace)  in  u  state 
"  of  combustion,  and  carrying  it  iiom  thence  to  act  as  a  motive 
"  power  by  its  pressure  upon  a  piston,  and  next  by  obtaining  a 
"  i)uantity  of  steam  proportionate  to  the  burnt  coke  by  the  heat 
"  given  out  by  the  air  dilating  or  expanding  in  its  passage 
"  through  tubes  or  conducts  forming  the  heating  surface." 
"  All  parts  of  the  machine  in  contact  with  fire  or  hot  air  will 
"  be  surrounded  by  water." 

[Printed,  W.    No  Drawirgs.] 

A.D.  leSG,  July  23.— N"  1740. 
BERTHIEZ,  Samubl  FredSeic— Engine*  to  be  worked  by  a 
noF  elastic  fluid  derived  from  sulphuric  ether  diluted  with  water 
maliiiung  other  substances.  The  best  relative  proportions  are 
eeventy  pounds  of  sulphuric  lether,  nine  pounds  of  empyreumatic 
oil,  one  of  animal  fat,  four  gallons  of  water,  sixty  druchms  of 
soda,  and  fifty  of  potosb.  The  two  last  facilitate  the  condensation 
of  the  I'a;  our.  In  some  cases  a  quarter  of  an  ounce  of  bicar- 
bonate of  soda  and  the  same  amount  of  tartaric  add  moy  be 
added.  The  boiler  in  which  this  composition  is  placed  is  heated 
either  directly  or  by  being  placed  in  an  outer  veassel  containing 
water,  on  which  the  heat  jilaya.  The  vapor  passes  from  the  boiler 
to  the  cylinder,  where  it  acts  on  the  piston  in  the  usual  way,  and 
thence  into  a  tank  where  it  expands  and  loses  part  of  is  heat,  and 
then  into  a  winding  tube  where  it  is  condensed  and  is  pnmped 
back  into  the  boiler.     Fresh  mixture  may  be  added  from  a  little 
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To  prevent  leakage  a  rich  mastic  of  limeund  white  of  eggi 
may  be  used,  or  waahera  of  wash  leather  applied, 
[Priated,  Brf.   DrawlnK.] 

A.D.  1856,  July  24.— N»  1?53. 
PETSCHLER,  Helmoth  Carl  Friedrich  Martin.— (Pi-ouf-  I 
tional  protection  onl^.) — Motive  power  is  obtiuned  by  employing 
an  inner  Bpni"  wheel  gearing  into  an  outer  rim  with  teeth  on  its 
inner  surfaee,  and  each  rotating  on  its  proper  centre.  A  aeries  of 
these  wheels  are  placed  loosely  on  a  stationary  shaft,  upon  which  a. 
heavy  weight  is  fixed,  the  gravitating  centre  being  somewhat 
eocentric.  The  downward  pressure  of  the  abaft  pteaaes  upon  the 
inner  spur  wheel,  whose  teeth  press  on  those  of  the  outer  wheel 
and  carry  the  wheel  round.  The  toothed  periphery  of  the  outer 
wheel  is  connected  to  a  train  of  gearing  to  actuate  machinery. 
Imprinted,*;.    No Drawinga.] 

A.D.  1856,  July  31.— N°  1807.    {•  *) 
TORASSA,   CoNSTANTiNE   John   B.^ptist.^" Improvements 
"  in  obtaining  motive  power  by  the  aid  of  explosive  gaaea." 

A  mixture  of  hydrogen  gas  and  air  is  admitted  alternately  o; 
opposite  sides  of  the  piston  of  a  cylinder  and  piston  arrangement  | 
similar  to  that  of  an  ordinary  steam  engine,  and  is  exploded  a 
proper  time  by  a  spark,  or  red-hot  platinum  wire  "  obtained  by  a 
"  galvanic  battery;"  motion  ia  thus  produced.  The  hydrogen 
may  be  obtained  ftom  the  decomposition  of  water,  either  by  means 
of  a  galvanic  battery,  or  by  passing  ateam  through  a  red-hot  tube 
containing  iron  scraps.  This  part  of  the  invention  is  intended  bi 
a  substitute  for  steam  power. 

"The  above-described    power  of  exploding  gases"   may   be  J 
applied  "to  every  description  of  ateam  engine." 

The  first  method  is  by  "  removing  the  boiler,  the  furnace,  andl 
"  the  chimney,"  and  making  the  requisite  alternations,  " 
"  ticularly  in  the  cyUnder,"  so  "  as  to  make  it  answer  for  uainfil 
"  explosive  gases  instead  of  steam," 

The  second  method  conaista  "  in  removing  only  the  furnace  and  1 
"  chimney  and  the  water  from  the  boiler,"  and  forcing  a 
the  boiler  by  the  explosion  of  gases  according  to  the  method  abovdl 
Bet  forth ;  the  air,  thus  compressed,  works  tlvft  eti^fflft  \n.^«ffl&.4r 
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To  iiicnase  the  pressure,  the  tor  in  the  boiler  may  be 


heated. 

[Printed,  lOd.    Dnwi 
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A.D- 1856.  Augnat  9.— N"  1880. 
MARCH,  Chapman.  —  This  conaista  in  propelling  Teasels  by 
the  agency  of  a  horizontal  wind  wheel  placed  on  the  deck,  and 
attached  to  a  vertical  shaft  connected  by  gearing  with  the  screw 
propeller.  The  wheel  overhangs  the  deck  on  each  aide.  The 
vanes  are  inclined  or  curved,  and  may  be  fixed,  or  moveable  bo  aa 
to  open  out  on  the  acting  wind,  and  close  on  the  other  side,  or  a 
shifting  wind  cover  may  be  used.  The  wheel  may  be  alto  used 
fbr  hoisting  aaila  and  effecting  other  arduous  oper^ions. 

[Printed.  &J.    Drawing.] 


A.D.  1856,  August  15.— N°  1910. 
DE  KIS-GERESD,  Stephen  Szabo,— {Proemonoi  protectifflt 

on/y.) — Motive  power  is  obtained  from  o  wheel  or  cylinder  partly 
or  altogether  immersed  in  a  heavy  fluid,  and  having  a  number  of 
holes  or  borings  parallel  to  the  axis,  in  which  are  moveable  bata 
or  ploga  exactly  fitting  them.  The  surface  of  the  bar  at  the 
uppermost  part  of  the  cylinder  is  level  with  its  aurface,  but  in  Bob- 
■equent  positions  the  bar  recedes  till  a  quarter  of  a  revolution  hai 
been  made,  and  thus  allows  liquid  to  eater.  Afterwards  the  bar 
■gain  advances,  go  that  at  the  lowest  point  its  surface  is  again 
level  with  that  of  the  cylinder,  and  afterwards  projects  beyond. 
After  three  quarters  of  a  revolution  the  bar  begins  again  to  recede. 
The  rotation  of  the  cylinder  is  thus  produced.  The  directions  of 
the  holes  and  fingers  may  be  radial,  and  holes  and  projecting 
fingers  are  not  both  necessary. 
CPiinted,  td.   DniriiiKO 

A.D.  1856,  August  16.— N"  1921.    (*  •) 
JOYEUX,   Louis   Augustb. — Obtaining   motive   power  1^  a 
mixture  of  steam  and  air;    one  part  of  steam  to  five  of  air;    the 
atearn  being  introduced  at  the  pressure  of  six  atmospherea. 

"  This  invention  comprises  three  apparata;    the  generator,  the 

"  en^e,  and  the  regenerator,"     The  generator  is  composed  of  a 

fOmace  built  of  fire-brick,  and  of  an   ordinary  cylindrical  steam 

L  ttaJer,  and  a  series  of  six  cylindrical  tubes  or  worms  independent 
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^noL  otiier,  which  heat  the  mixture  of  air  and  gaa  producing 
the  motive  power.  The  engine  consiBta  of  an  ordinary  engine 
reoeiving  the  "  motive  gaaes  "  and  actuating  a  blowing  apparatus 
which  ituects  the  air  into  the  "tubes  placed  in  the  furnace." 
"  The  regenerator  is  formed  of  a,  metallic  cylindrical  chimney,  and 
"  ascending  screw-like  passages  or  fluea  to  the  top,  throug-h  which 
"  the  air  passes  and  enters  the  blowing  apparatus  to  feed  the  hot 
"  mr  appuratUB."  "  On  the  exterior  of  those  pipes  the  gaaeons 
"  miitnre  circulates  which  has  acted  upon  the  piston.  The  con- 
"  densed  water  of  the  mixture  which  escapes  is  returned  into 
"  the  boiler,  and  the  recooled  air  spreads  itself  outside  the  fiir- 
"  nace  chimney,  and  through  the  centre  of  the  regenerator,  to 
"  heat  still  more  the  air  entering  by  the  suction  of  the  blowing 
"  apparatus," 

CPiiiited,  lod.   Drawing.] 

A.D.  1856,  August  30,— N"  2017- 
HERBELOT,  Armand  Louts  AndbS— (Proewiona/  proUcCion 
oniy.) — Motive  power  ia  produced  by  introducing  gas  or  fluid  into 
an  air-tight  case  containing  a  abaft  having'  one  or  more  helices 
or  threads  of  uniform  breadth. 

"The  gas  or  Unid  by  exerting  unbalanced  pressures  on  abut- 
"  ments  formed  either  at  the  extremities  of  the  helix  or  helices, 
"  or  otherwise  communicates  rotatory  motion  to  the  aforesftid 
"  shaft  or  spindle,  and  by  means  of  it  to  an  external  shaft." 

KttAfid.    Na  Drawings.] 
A.D.  1856,  September  1?.— N"  2179.    (*  *) 
IDER,  CA.RL  HetNRicH. — "  An  improved  rotatory  engine    . 
"  to  be  worked  by  steam  or  other  elastic  fluid,  which   invention 
"  is  also  applicable  as  a  rotatory  pump  for  raising  and  forcing     ' 
"  fluids."  ' 

"The  principal  feature  of  novelty  in  this  invention  oonaistB  ' 
"  in  placing  the  working  cylinder  or  steam  space  (in  which  the 
"  piston  and  shaft  revolve)  (vith  its  axis  at  an  angle  of  mo« 
"  leas  inclination  to  the  axis  of  the  engine  shaft,  instead  of  their 
"  axes  being  coincident  or  parallel,  as  is  usually  the  case,  the  said 
"  steam  space  being  divided  into  two  equal  parts  in  a  diagonal 
"  direction  by  means  of  a,  circular  division  plate  or  diaphragm 
"  placed  at  right  angles  to  the  axis  of  the  alwft,  Mii  ■porAti  I 
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"  with  &D  opening  througti  which  a  solid  pUton  (fittinj^  the  steam 
"  space)  works."  This  novel  principle  of  conatructiou  may  he 
carried  into  effect  in  a  variety  of  ways. 

The  cylinder  may  he  statioaary,  and  placed  with  its  axis  at  an 
angle  of  inclination  to  that  of  the  shaft,  with  the  diaphr^rni  fixed 
to  and  revolving  with  it,  Or  the  cylinder  and  diaphragm  may  he 
both  atationary,  or  the  whole  of  the  engine  and  cylinder  may 
revolve  together,  A  drawing  of  the  second  modification  of  this 
ini'ention  ia  described  arranged  as  a  rotatory  engine  to  be  driven 
by  steam ;  also  a  method  of  reversing  the  engine  and  converting; 
it  into  a  rotatory  lift  or  force  pump. 
[Pruited,  8if.    DrawiuB.] 

A.D.  1856,  October  1.— N-SaOS.     («  *) 
JONES,    David. — (Provisional  prolection    only.) — "  Obtaining 
"  motive  power  by  the  combined  action  of  air,  water,  or  other 
"  fluids  on  each  other." 

"  An  important  feature  in  this  invention  consists  in  so  con- 
"  atructing  and  operating  with  the  appamtua  that  there  is  no 
"  appreciable  friction  of  the  principal  parts  thereof,  and  conse- 
"  quently  no  wear  of  the  material  of  wliich  thoy  are  rande,  thereby 
"  effecting  economy  in  the  expense  of  the  apporatua  ;  the  power 
"  generated  and  maintained  in  the  apjiarotua  for  an  indefinite 
"  period  ia  also  maintained  at  no  e.ipenae." 

The  machine  consists  of  two  vessels,  one  open  the  other  cylin- 
drical and  closed  at  one  end  being  placed  upright  in  the  former, 
and  both  being  filled  with  water.  A  hollow  sphere  filled  with 
air  ia  put  in  communication  with  these  vessels.  The  upright 
cylinder  can  be  made  to  move  up  and  down  by  the  water  in  it 
being  fluceesaively  displaced  by  air,  and  by  the  hollow  sphere 
alternately  expanding  and  contracting ;  the  cocks  which  admit  and 
emit  the  air  and  water  are  actuated  by  the  motion  of  the  machine 
itself. 

[Printed,  id.    No  Drawuiea.] 

A.D.  1856,  October  6.— X"  2332.    (•  •) 
SILVESTER,  J  ami. —{Provisional  prolection  onli/.) — "A  novel 
"  mode  of  applying  steam  or  air  on  one  end  of  the  piston  of  steam 
"  or  air  engines,  while  a  vacuum  is  simultaneously  being  formed 
n  the  other  end,"  for  which  purpose  an   citra  shde  valve  o 
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peculiar  conBtmetion  is  used.  "  The  improved  slide  valve  is  placed 
"  under  the  praaetit  ordinary  slide  valve,  and  is  bo  eonstructed, 
"  that  while  the  piston  is  at  work,  the  valve,  by  cuttinf[  off  the 
"  air,  allowa  a  vocuuni  on  the  end  of  the  piston  oppoElte  to  that 
"  mailing  the  forward  stroke,  or  vice  versA.  It  is  requisite  also, 
"  to  have  at  least  one  otr  valve  at  each  cnil  of  the  cylinder,  to  I 
"  allow  the  requisite  escape  to  maintain  the  vacuum." 

[Frintsd,  *;,   KoDrBwinEs.] 


A.D.  1856,  Octoher  11.— N"  2388.  (•  •) 
NEWTON,  Alfrbd  Vincent.— (^  commvnicalion.)—" A  new  ] 
gaseous  liquid,  to  be  used  in  generating  motive  power." 
"  This  liquid  may  consist  of '  one  part  of  coal  tar,  three  parts  of  I 
oil,  and  eight  parts  of  hisulphuret  of  carbon,'  to  which  is 
added  sufficient  cold  oil  of  vitriol,  or  hypochlorous  acid,  to  de- 
compose the  bisnlphuret  of  carbon  into  liquid  carbonic  add. 
This  compound  (which  is  to  be  kept  in  a  tight  vessel)  is  what 
the  inventor  denominates  'aulphoil  carbonic  acid.*  Another 
vessel  containing  carbonic  acid  gas  [at  about  36  atmospheres^i  , 
and  the  vessel  containing  the  sulphoil  carbonic  acid,  are  then 
connected  together,  and  the  carbonic  acid  gas  thoroughly  im 
pregnates  the  sulphoil  carbonic  acid  liquid,  and  forms  a  gaseous 
liquid,  which  represents  the  totality  of  the  motive  power,  i 
is  then  ready  for  use,  being  about  in  the  proportion  of  three 
of  the  liquid  to  one  hundred  of  the  carbonic  acid  gas  in  com- 
bination." 

"  To  apply  this  medium  or  agent  to  propel  machinery,  a  copper 
worm  should  be  used,  one  end  of  which  is  connected  with  the 
vessel  containing  the  sulphoil  carbonic  acid,  and  the  other  with 
the  cylinder  of  the  engine,  serving  as  the  supply  pipe,  which, 
together  with  the  cylinder,  is  submerged  in  an  oil  bath,  which 
is  heated,  in  order  to  expand  the  gaseous  liquid,  on  its  pa: 
itam  the  reservoir  to  and  in  the  cylinder,  to  work  the  engine^  J 
and  is  thence  exhausted  into  any  suitable  condensing  appa-,  [ 
ratus,  where  it  is  immediatelycondensed  by  injecting  it  int 
resen-oir,  containing  the  same  hqviid  for  re-use." 
"  On  the  application  of  heat,  the  preBsura  will  increase  in  thar  I 
ratio  of  one  pound  per  square  inch  to  every  degree  of  inoreaaed,  I 
heat  (Fahrenheit)." 

I  EPrinteil,  W.    No  Drawingt] 
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A.D.  185G,  October  17.— N°  2420. 
COMMANDEUK,  Josbph.  —  (Provisumat  prolecHon  oniy.J— 
"  TluB  invention  oonaiata  of  two  upright  cylinders  fonned  of 
"  helical  spitea,  between  which  heavy  iron  balis  run,  and  cause 
"  by  their  weight  the  cyhnder  to  oacilat*  on  its  pivot  or  axia. 
"  There  are  as  many  balls  as  spirea  of  the  helic  or  Aichimedes 

[Printed,  M.   Drawing,] 

A.D.  1856,  October  17.— N"  2421.    (»  •) 
FOGGI,  Fkedinando. — "  Improvements  in  the  manufacture  of 
"  engines  driven  bj  ateara  or  other  vapour." 

"This  invention  effects  the  conversion  of  the  reciprocating 
'*  motion  of  a  piston,  or  plunger  wrought  by  steam,  within  a 
"  cylinder  (whether  such  motion  be  rectilinear  or  otherwise)  into 
"  a  continuous  rectilinear  or  rotary  motion,  and  without  the  use 
"  of  cranks,  upon  the  principle  of  action  and  re-action,  by  adapt- 
"  ing  to  the  cylinder,  and  to  the  rod  of  the  piston  workin);  therein, 
"  palls  or  catches  acting  against  racks  or  ratchets,  so  that  the 
"  cylinder  and  rod  shall  impart  a  progressive  action  to  each  other 
"  and  which  is  maintained  by  the  racks  being  either  fonned  upon, 
"  or  fijced  to  the  machine  to  be  put  in  motion;"  ai  else  serving 
as  the  resistance  against  which  the  power  of  the  cylinder  is  to  be 
exerted  to  give  a  continuous  motion  to  itself. 

The  inventor  describes  a  modification  of  the  foregoing,  and 
adaptations  of  the  engine  to  be  used  aa  a  motive  power  generally, 
and  to  locomotives,  common  road  carriages,  ships  and  floating 


[Printed,  StI.   DrawineO 


A.D.  1856,  October  20.— N"  2455. 
BARROW  BoBBRT  Gborgs. — A  self-sustaining  motive  powfflis 
derived  from  a  double-acting  force  pump,  attached  to  which  is 
a  receiver.  Water  or  air  is  forced  into  the  receiver  until  the 
required  pressure  is  obtained.  The  pump  is  then  connected  to 
the  engine.  A  supply  pump  leads  to  the  cylinder  in  which  is  a 
piston,  which,  however,  ia  made  only  to  oscillate  or  rotate.  This 
is  e^cted  by  means  of  a  central  box  or  ring,  with  bearings  that 
carry  a  shaft  on  which  a  main   lever  or  beam  is  placed  so  as  to 
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16love  on  B  imiversal  centre.  Toothed  wheels,  bands,  and  chains, 
aad  inteninl  or  Bemi-iDtemal  sun  and  planet  wheels  or  segmentA 
of  wheels  receive  the  foice  or  power  derived  from  the  piston,  and 
trarflinit  it,  to  the  opposite  end  of  the  main  lever  from  the  cylinder. 
The  main  lever  is,  by  these,  caused  to  move  in  the  opposite  direc- 
tion of  the  force 

[Pnntod,  It.     Drawinga.] 

A.D.  1856,  November  11.— N"  2652. 
LEADBETTER,  3 A.vt,s.  —  (Provisional  protection  only.) — To 
obtain  motive  power  the  inventor  uses  a  wheel  fixed  in  a  vertical, 
horizontal,  or  other  position,  on  the  shaft  of  which  are  loosely 
flsed  a  series  of  jointed  levers,  whose  outer  arms  are  fixed  by 
HcrewB  to  a  series  of  bow  springs  on  crossed  levers,  bearing  down 
against  each  of  the  outer  ends  of  the  Jointed  levers.  A  series  of 
jnnfi  fixed  on  the  arm  of  the  wheel  run  in  short  slots  in  the  outer 
levBF9  to  prevent  the  le^'ers  from  assuming  a  straight  position,  and 
also  to  cause  the  motion  of  the  wheel  to  he  reversed,  by  which 
means  the  levers  will  tend  to  verge  into  a  straight  position,  and 
cause  the  wheel  to  travel  round. 

[Printed,  4il.    NoDntvitimJ 

•AJ).  1856,  Novembffl  28.— N"  2816. 
TISSOT,  Cauille  Auguste, — Motive  power  is  obttoned  from 
the  vapour  of  the  substance  produced  by  adding  one  part  of  fatty 
oil,  and  thirty  parts  of  ether  to  water  slightly  alkaline.     The 
generator  or  boile-P  is  traversed   by  a  number  of  tubes  filled  with 
hot  water.     The  vapour  passes  jrom  the  cylinder  to  a  reservoir 
and  thence  into  a  condenser,  and  iidls  in  a  liquid  state  into  the    i 
cistern  from  which  the  feed  pumps  take  their  supply.    The  hot    i 
water  is  conducted  into  the  casing  of  the  cylinder  to  prevent  tha 
rapid  condensation  of  the  motive  vapour.     A  composition  of  talc   J 
one  third,  and  lubricating  oil,  two  thirds  is  used  to  lubricate  tha   1 
engine. 

[PrintBd,  lOd.    Drawlnp;.] 

A.D.  1866,  December  1.— ^"2843. 
PEABODY,  Francis.— This  is  an  improvement  on  his  former 
invention.  No.  692,  A.D.  1855,    The  rej^ulfttinj  ^w;  »  it»*I 
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inged  portiona  in  gates,  which  may  he  folded  back  to  allow 
"  the  air  to  pass  freely'in  light  bceeies."  The  wind  whed 
in  drawn  awajr  from  theae  gatea  by  a  seriea  of  weights  which 
sre  Buccesflivdy  lifted  when  the  force  of  the  wind  hecomea  great. 
Instead  of  using  a  turntable  the  whole  mill  is  made  to  rotate  by 
Tollers  ronning  on  a,  rail,  or  in  fixed  buildings  two  wind  wheels 
and  Kates  are  placed  at  the  opposite  ends  of  the  buildings,  and 
"  each  wheel  with  the  parts  immediately  connected  therenith  ia 
"  secured  to  a"  moveable  "platform,"  "whereby  each  wheel  is 
"  enabled  to  traverse  an  arc  of  ISO  degrees." 

[Printed.  Ij.  lUi.   Drawings-J 


1857. 


A.D.  1857,  January  2.— N"  21 . 
GRAS,  AvavsTis.— {Provisional  prolection  only.) — "  Obtuning 
"  motive  power  "  "  by  means  of  a  steam  engine  forcing  air  by  a 
"  suitable  air  pump  into  a  reservoir  "  "  connected  with  a  worm  or 
"  coil  of  tubes  placed  In  the  furnace  of  the  steam  engine  boiler. 
"  The  air  is  admitted  to  the  coil  by  means  of  a  suitable  cock  or 
"  valre.  It  becomes  heated  and  highly  elastic  in  the  coil,  whence 
"  it  passes  into  an  air  engine." 

[Trinted.U.    NoDrawlnga,] 


m 


A.D.  1857,  January  2.~N"  25. 
HARRIS,  James. — In  this  invention  air  ia  compressed  by  means 
of  pumps  worked  by  steam  engiuea  or  any  prime  mover,  and 
forced  through  tubes  to  serve  aa  a  source  of  motive  power  to  an 
engine  at  a  diatance.  It  is  proposed  to  transmit  power  in  this 
way  to  mines,  shafts,  and  undei^sronnd  workings,  and  also  to  the 
"  houses  of  operatives."  The  axe  instead  of  being  compressed 
may  be  exhausted,  and  thus  work  atmospheric  engines. 
[Printed,*!.    No  Drawings.] 

A.D,  1857,  January  22.— N«  196.    (*  ♦) 
LUEDEKE,  Ernht.— {Provisional  protection  on/ji.)— Improve- 
menta  in  obtaining  power. 
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"gas  (obtained  in  a  suitable  vessel  from  zinc 
acid,  and  water,  and  other  materials  as  is  well  understood)  or 
"  air  (in  poaBin^t  front  a  generatoi-}  enters  the  regulating  appa- 
"  rstus,  and  then  enters  and  works  the  engine,  which  may  be  a 
"  rotatory  or  reciprocating  engine.  The  regulating  epparatua  is 
"  composed  of  a  vessel  or  enlargement  of  the  ateam  gas  or  air 
"  supply  pipe,  in  which  it  acts  on  a  piston  in  a  suitable  cylinder." 
The  piston  rod  is  by  suitable  apparatus  put  in  communication 
with  a  throttle  or  other  valve  in  the  steam,  gaa,  or  air  supply  pipe, 
BO  that  when  the  pressure  of  the  steam,  gas,  or  air  increases  it 
will  by  acting  on  the  piston  also  act  to  move  the  throttle  or  other 
valve ;  and  it  may  also  be  arran(red  tii  act  on  the  damper  of  the 
boiler  flue  by  thus  acting  on  the  throttle  valve  ;  the  extent  of 
the  opening  leading  to  the  engine  will  be  reduced  when  the  pres- 
sure and  supply  increase,  and  thus  will  the  steam,  gas,  or  air  to 
the  engine  be  regulatrd  by  its  own  pressure. 

[Printod, «.    So  DrawingB.] 


A.D.  1857,  February  I?.— N"  465.    (*  *) 
PASCAL,  Jban    Baptistb.  —  "  Improved  engine  with  rotary 

The  rotary  cylinder  is   placed  eccentrically  to  the  enclosing   I 
cylinder  or  shell.     Sliding  plates  or  pallets  are  arranged  round   I 
the  periphery  of  the  inner  or  eccentric  cylinder,  and  slide  into  or   I 
out  of  radial  recesses  made  in  the  inner  cylinder,  and  extending  I 
its  whole  length,  and  rest  at  the  bottom  of  their  guiding  rei 
on  elastic  packings  of  hemp,  silk,  metal,  asbestos,  india-rubber, 
"  or  springs.     The  rotary  cylinder  is  constructed  in  two  parts, 
"  and   in  the  space  between  are  introduced  large  movable  pal-   1 
"  lets,  which  act  as  pistons  and  propel  the  engine,  and  are  sepa-   ' 
rated  in  the  middle  by  an  elastic  packing.    The  six  other  radial   | 
"  leaves  project  a  little  beyond  the  periphery  of   the  cylinder, 
and  in  the  revolution  of  the  cylinder  one  of  them  is  always  ii 
contact  with   the  surface  of  the  moving  cylinder,  and  acts  a: 
packing,  and  also  to  prevent  the  shock  which  takes  place  betweeal 
the  piston  pallets  and  the  steam  abutment.     The  induction  ai  '' 
eduction  orifices  are  at  opposite   points  in  the   diameter,     The'1 
motive  shaft  bears  on  roller  bearings  to  change  the  sliding  into  I 
a  rolling  iriction ;  the  rollers  are  in  one  piece  with  thur  axis  q 
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i  turn  in  the  body  of  the  bearing,  which  forms  a  reservoii'  for 
oil  to  lubricate  the  axea. 

A  method  of  packing  the  jointa  is  deacribed. 
[Printed,  lOrf.    Drawingj J 

A.D.  185?,  March  7.— N"  669. 
TABOURIN,GKottQK8  Aktoinb.— (PropwiDnoIprofecrioHonilj/.) 

— "An  improved  rotative  engine,"  which  runs  in  a  closed  cir- 
cular chamber  or  vaagel  under  the  conatant  pressure  of  some 
elastic  fluid  which  does  not  escape  after  its  action  ;  atmospheric 
aif  compresBedto  3,  4,  or  5  atmospheres  in  a  separate  vessel  is 
conveyed  through  a  pipe  and  sliding  valve  into  an  empty  apace 
over  the  circular  chamber.  A  wheel  compoaed  of  separate  cells 
ia  keyed  on  a  shaft.  The  motive  fluid  has  to  paaa  through  the 
apertures  of  a  thick  grate  to  which  the  mouths  correspond,  and 
the  wheel  is  driven  by  the  pressure  exerted  on  the  aides  of  the 
cells  opposed  to  them. 
[Prtatod,  W.     Dortring.] 


A.D.  1857,  March  23.— N"  814.    {♦  *) 
SMITH,  JoBN. — Aeriform  fluid  expansion  engine. 

This  invention  consists  in  the  use  of  an  expansion  chamber  in 
conjunction  with  every  two  cylindera  in  a  series  of  cylinders,  H 
that  the  steam  in  passing  from  one  cylinder  to  another,  Bhall  put 
throngh  and  he  accumulated  to  a  certain  extent  in  the  expansion 
chamber. 

In  the  drawing  of  an  engine  on  this  constructioa  "two  cylin- 
'  ders  are  represented  with  their  va)ves  and  pistons,  and  two 
*  expansion  chambers  with  their  appeodagea.  The  first  cylinder 
'  receives  steam  &om  a  common  boiler  instead  of  exhausting; 
'  into  the  atmosphere,  or  into  a  condenser ;  the  vapour  flows 
'  into  a  receiver.  This  £rat  receiver  as  well  as  the  second  re- 
'  ceiver  is  partially  filled  with  water,  and  placed  in  contact  with 
'  the  heated  air  passing  from  the  boiler  through  the  flue.  The 
'  Bteam  from  the  first  receiver  is  conducted  through  a  pipe  to 
'  the  second  cylinder,  which  ia  of  larger  capacity  than  the  first 
'  cylinder.  The  exhaust  steam  from  the  second  cylinder  pro- 
'  ceeds  to  the  second  receiver,  and  this  second  receiver  supplies 
am  to  a  third  cylinder,  and  so  on,  increasing  the  size  of  the 
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laion  veasels  wbateyer  be  the  number  of  cylinders  and 
leceivera  contained  in  a  series,   until  the  steam  be    finallf 
"  exhausted  into  the  atmosphere  or  into  a  condenser." 

Urinted.Srf.    Drawing,] 

A.D.  1857,  Mawh  27.— N"  857. 
HOCHSTETTER,  Edouard.—  (Partly   a  communicaHon  from 
Augustas  Seiiferth.) — {Provifional  proteelion   on?y.)— This  "con- 
"  aists  in  the  employment  of  the  vapor  of  the  sulphucet  of  carbon 
"  as  a  motive  agent." 

*'  We  prefer  to  obtain  the  vapours  in  a  generator,  the  whole 
■'  surface  of  which  should  be  covered  with  water." 

[PrintBd,  W.    No  Drawings.] 

A  D.  1857,  April  4.~No  935. 
BOtrRNE,  John.— Power  is  obtuned  from  the  products  of  eom- 
buation  of  coal  dnat,  or  liquid  fuel  drawn  or  injected  into  acloaed 
combustion  chamber  heated  very  hot.  The  products  may  be  used 
to  move  machines  resembhng-  a  Barker's  mill,  smoke  jack,  or 
turbine,  which  may  be  immersed  in  liquid  or  not,  or  may  be  used 
to  propel  vessels  by  escaping  through  orifices  m  any  suitable  posi- 
tion. The  orifices  may  be  given  a  circular  or  other  motion  so  as 
to  cause  the  escaping  fiuid  to  act  every  moment  in  a  different  line 
or  circle,  or  may  be  made  with  a  trumpet  mouth.  The  dust  may 
be  introduced  into  the  combustion  chamber  with  the  air  by  a  fktt, 
or  by  a  wheel  or  circular  valve  revolving  continuously  with  pouchea 
filled  with  coal  dust  as  the  buckets  of  a  water  wheel  are  with 
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ited.  id.    No  SrawingB.] 


A.D.  1857,  AprU  18.— N"  1103.    (*  *) 
.  OBMAND,  CHARtEB  Bbnjamin. — This  invention  relates  to 
motive  power  engines  operated  either  by  heated  air,  steam,  or  gas, 
expanded  by  high  degrees  of  heat;  the  improvements  are  chiefly 
applicable   to  those   engines    into  which    successive  volumes  of    . 
heated  fluid  are  admitted,  mixed  or  unmixed  with  steam,  to  operate    i 
the  pistons  of  such  engines  by  their  expansive  force,  such  ttuida 
being  drawn  and  compressed  bf  pumps.    In  order  to  emplof  I 
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without  inconvenience  Suids  heated  to  high  temperatures  even  by 
direct  contact  with  burning  fuel,  the  engine  cjUndn  is  increased 
to  about  tbre«  timea  the  lenjirtU  of  the  stroke;  this  additional 
length  is  occupied  by  a  drum  attached  to  each  side  of  the  piston ; 
these  drums  fit  easily  into  the  cylinder  without  rubbing,  excepting 
on  two  annular  projections  situated  just  beyond  the  movements  of 
the  piston ;  the  ends  of  the  drums  and  the  ends  of  the  cylinder, 
both  of  which  are  eijHDaed  to  the  hot  gases,  are  protected  from 
the  extreme  heat  by  fire  clay,  and  the  ends  of  the  cylinder  are 
surrounded  by  space  for  the  same  pxtrpose,  wherein  water  is  kept  in 
a  boiling  state  by  the  heat  which  passes  through  the  meta],  whilst 
the  central  part  of  the  cylinder  wherein  the  piston  operates  be- 
tween the  projections  is  kept  comparatively  cool  by  the  sleara 
which  is  generated,  and  which,  through  suitable  pipes,  finds  its 
way  into  the  cylinder  on  each  side  the  piston,  and  is  constantly 
issuing  towards  the  cylinder  ends  between  the  projections  and  the 
suHace  of  the  drums,  and  so  tending  to  reduce  the  temperature 
of  those  ports.  The  piston  rod  stuffing  box  is  disposed  at  the  end 
of  a  long  neck  cast  to  the  cylinder  end.  The  valves  and  rods  are 
hollow  as  well  as  the  walls  of  the  valve  box,  so  that  through  them 
there  is  a  constant  circulation  of  water  in  connection  with  the 
water  spaces  round  the  ends  of  the  cyhnder.  The  Aimace  is  en- 
closed in  a  cylindrical  iron  casing  of  adequate  strength,  if  necea- 
Bary  made  double  to  form  surrounding  water  space;  it  is  lined 
with  fire  brick  or  clay,  and  the  steam  generated  therein  may  or 
may  not  be  allowed  to  commingle  with  the  heated  air;  sometimes 
water  is  introduced  into  the  furnace  and  a  rotating  agitator  used 
to  disseminate  the  steam;  the  fuel  is  spread  over  the  sole  of  the 
furnace,  and  the  compressed  air  is  admitted  through  pipes  at  the 
aides  in  order  that  the  comminuted  fuel  may  not  rise  and  be 
carried  off  in  the  draught ;  those  particles  which  do  obtain  motion 
arc  deposited  in  a  chamber  formed  beyond  the  bridge,  or  checked 
by  a  screen  or  veil  of  wire  gauze,  platinum,  or  asbestos  cloth 
interposed  between  the  furnace  and  the  engine.  An  apparatus 
called  a  heat  transmitter  is  provided  for  imparting  the  heat  con- 
tained in  the  exhaust  fluids  to  the  current  of  compressed  tit. 
Modifications  of  the  parts  comprising  the  invention  are  fully 
described.  The  applications  extend  to  engines  worked  by  steam 
highly  surcharged  with  heat. 
D'riiited,  2>.    Brairiiif!!.^ 
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A.D.  1857,  April  20.— N«  1108. 

« 

BARLOW^  Charles. — {A  communication  from  Joseph  Comman-' 
deur,) — {Complete  Specification  but  no  Letters  Patent.) — Apparatus 
for  regenerating  the  impulsive  force  of  any  motive  power. 

This  consists  of  two  cylinders  having  helical  spiral  troughs, 
along  which  heavy  iron  balls  travel  and  give  an  oscillating  rotatory 
motion  to  the  cyHnders  whose  axes  generate  conical  surfaces  of 
revolution.  The  upper  parts  of  the  shafts  are  attached  to  cranks 
while  the  lower  work  in  suitable  bearings.  The  spirals  of  the 
cylinders  have  a  reverse  action,  the  one  (represented  in  the  draw- 
ing as  of  less  diameter)  serving  as  the  motive  power,  and  the 
other  to  cany  up  the  balls  running  out  ^m  the  spiral  of  the 
first. 

Bucket  wheels  may  be  substituted  for  either  cylinders,  or  both 
may  be  used  to  feed  such  a  wheel. 
[Printed,  8tf.    Drawing.] 

A.D.  1857,  May  21.— N«  1436. 

BEECH,  William. — {Provisional  protection  only,) — "  Improve- 
"  ments  in  generating  and  applying  motive  power." 

A  piston  working  in  a  cylinder  is  acted  on  by  an  exhauster 
producing  a  vacuum  in  one  side  and  by  the  atmospheric  pres- 
sure or  the  pressure  of  confined  and  rarified  air  on  the  other 
side.  Two  pistons  may  be  employed  to  work  upon  a  through  rod 
within  the  same  cylinder  which  is  made  with  an  air-tight  division 
dividing  its  length  into  two  parts.  The  rod  passes  through  thia 
division. 

[Printed,  4d.    NoPrawing.] 

A.D.  1857,  May  23.— N«  1460. 
DE .  LA  BARRE,  Gautisr  Olivier.  —  {A  communication,)  — 
Motive  power  is  derived  from  the  action  of  wind  on  pieces  of 
wood  or  metal  which  may  be  upright  or  fiat  or  curved  in  a  spiral, 
direction  from  top  to  bottom,  and  which  are  fixed  to  a  vertical 
shaft,  the  whole  being  placed  within  a  pavillion  with  moveable 
sliding  blinds  or  shutters  of  wood  or  metal.  These  are  raised 
or  lowered  according  to  the  velocity  of  the  wind  by  means  of  a 
moderator  placed  on  the  top  of  the  pavillion  which  the  wind 
causes  to  rotate  more  or  less  on  its  axis  and  thereby  vixvl  ^t 
a.  ^ 
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^^^^H  unwind  cords  or  chains  wliich  act  on  the  blinds  or  shutten, 
^^^^B  collapsible  vesed  used  for  n  pump  is  ulao  dcBcribed. 
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A.D.  1857,  June  12.— N°  1655.    (*  *) 
BARSANTI,    EuGKNE,    and    MATTEUCCI,    Fblix,  — Thio 

invention  is  entitJed  "  Improved  apparatiia  for  obtaining  motive 

"  power  irom  gaaea ;"  it  "  relates  to  the  means  of  obtaialng  motive 

power  from  the  explosive  force  of  a  mixture  of  atmospheric  air 

and  hydrogen,  or  any  other  inflammable  gas.     The  exploatoa  d 

the  mixed  gases  is  effected  by  means  of  an  electric  spark  applied 

"  to  the  under  part  of  a  piston  working  in  a,  cylinder." 

According  to  the  first  method  of  carrying  out  thia  invention, 
only  "  the  vacuum  produced  underneath  the  piston  by  the 
"  explosion"  is  made  available;  in  this  cose,  therefore,  "it  is 
"  simply  atmospheric  pressure  acting  upon  the  outer  aurfaea  of 
"  the  working  piston,  which  communicates  the  requisite  motion 
"  thereto  in  one  direction,  the  return  atroke  being  effected  by  the 
"  piston  rod."  In  this  arrangement,  besides  the  main  piston, 
there  is  a  smaller  "  counter  piston,"  whose  ofBce  "  is  to  draw  in 
"  the  charge  of  gas  which  is  to  be  exploded,  and  also  to  clear" 
a  small  chamber  (at  the  bottom  of  the  aiam  cylinder  and  of  the 
same  diameter)  of  the  products  of  combustion.  In  this  engine 
the  main  piston  only  exerts  its  power  on  the  fly-wheel  shaft  during 
its  descent  by  the  pressure  of  the  atmosphere  as  it  acts  on  the 
said  fly-wheel  shaft  through  the  intervention  of  a  rack  (fixed  to 
the  piston  rod),  spur,  and  ratchet-wheel  gear,  which  does  not  act 
during  the  rising  of  the  piston  by  the  "  explosive  force."  The 
gas  and  air  are  admitted  by  a  slide  valve  connected  to  the  fly-wheel 
shaft  by  means  of  a  cross-head,  rods,  and  cxcentrica.  The  charge 
is  fired  by  an  "  electric  spark  "  from  "a  small  cyhndrioal  circuit 
"  breaker,"  which  rubs  against  a  steel  spring ;  thiscircuit  bnafcer 
kept  in  continual  rotation  by  a  band  and  pulleys  in  connection 
witb  the  fly-wheel  abaft.  The  electric  circuit  is  only  completed 
when  the  slide  valve  is  at  the  extremity  of  its  travel.  "  A  Bunsen's 
battery"  and  "  De  la  Rive's  multiplier"  fumiah  the  electrin 
power.  Two  cylinders,  operating  alternately,  are  employed  when 
this  method  is  adopted. 

"According  to  the  second  arrangementtheforceof  theexplosiort 
and  the  vacuum  produced  are  both  utlliied,  the  one  force  being 
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"  made  to  act  on  one  side  of  the  piston,  and  the  other  force  on 
"  the  opposite  side.  In  this  case  the  pistons  and  their  cylinders 
'*  diff^  but  sMghtly  from  those  ordinarily  employed  in  steam 
'^  engines  as  r^^ds  their  constmction  and  the  mode  of  operating 
•*  them/' 
Loccmiotive  engines  on  this  principle  consist  of  four  cylinders 
one  on  each  of  two  pairs  of  driving  wheels,  the  main  shafti 
being  made  io  drive  these  wheels  by  means  of  connecting  rods, 
*^  or  gearing  combined  in  such  a  manner  as  to  change  the  direction 
of  rotation  by  means  of  clutches/'  The  locomotive  carries  a 
reservoir  "  of  gas,  between  which  and  the  feed  pipe  is  a  regu- 
lating apparatus,  consisting  of  a  small  gasom^tier,  and  of  a  cyliiider, 
piston,  and  slide  valve ;  this  arrangement  supplies  the  gas  to  tiie 
working  cylinders  at  an  uniform  pressure. 

When  the  direct  action  of  the  explosion  is  used  as  a  percussive 
force,  the  extremity  of  the  piston  rod  is  applied  to  the  work ;  in 
this  case  the  rotating  shaft  of  the  engine  merely  works  "the  supply 
"  of  the  mixed  gases  to  the  cylinder,  and  the  discharge  therefirom 
"  of  the  products  of  combustion/' 
[Printed,  Is,    Ihrawings  J 

A.D.  1867,  June  13.— N«  1662. 

MARCH,  Chapman. — {Letters  Patent  void  for  want  of  Final 
Specification,) — ^The  invention  "is  based  upon  the  theory  that 
the  sun  is  the  grand  central  power  of  repulsion  and  attraction 
of  the  universe,  possessing  alternated  drifts  or  lines  of  repulsive 
and  attractive  movement,  which  lines  act  upon  the  earth  in 
"  such  manner  as  to  cause  the  revolution  of  the  latter.  The 
"  special  apparatus  by  means  of  which  this  power  is  taken  ad- 
"  vantage  of  consists  of  a  vertical  first  motion  shaft  carrying  a 
"  horizontal  wheel  round  the  periphery  of  which  are  disposed 
"  a  set  of  thirty-t^ro  natural  magnets  interpolated  with  corr&- 
"  sponding  pieces  of  steel,  the  whole  series  being  dovetailed  with 
"  each  other  to  form  a  complete  ring,  the  whole  being  held  down 
"  by  a 'ring  of  copper  plates." 

The  anrangement  is  particularly  useful  in  conjunction  with  the 
inventor's  former  invention  (No.  1880^  AJ).  1856).    In  this  can 
the  magnetic  wheel  is  disposed  upon  the  wind  wheels  flayer  c€ 
caoutchouc  being  interposed  between  ih&  two* 
[Printed,  4d.   No  Drawings.] 
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A.D.  1857,  June  23.— N"  1754.     (• 
ROUSSELOT,  JosBt'H  SciriON.— "  An   improved   method  of 

'  obtaining  motive  power,  and  engine  for  apply  the  same." 

"  An  oxyhydrogen  flame,"  the  gases  for  which  are  generateiJ 
from  water  by  a  magneto- electric  inaohine,  is  made  to  heat  air ; 
the  expanaion  of  the  air  gives  "  motion  to  pistons,  and  thence 

'  throujjh  rods,  crankd,  etc.,  to  any  apparatus  and  foe  any  purpose 
"  required." 

The  magneto-electro  machine  employed  haa  its  horse-shoe  per- 
manent muj^nets  bolted  "  in  a  vertical  position  "  on  to  a  horizontal 
platform ;  the  polar  fkces  of  the  suid  magnets  are  thus  enabled  to 
be  in  the  same  plane,  and  Sfranf^ed  in  the  circumference  of  a 
circle,  with  the  line  joining  the  eontrary  poles  of  the  same  magnet 
Htdiating  from  the  centre  of  the  said  circle.  The  armatures  are 
Arranged  in  aa  exactly  similar  manner  to  the  permanent  magnets, 
with  the  polar  faces  of  their  cores  opposite  to  the  polar  faces  of 
the  magnets,  but  are  fixed  to  a  rmg  which  is  mounted  on  a  vertical 
shaft  carrying  a  commutator,  by  which  the  various  induced  electric 
ourrenta  are  made  aioilahle.  From  the  commutator  conducting 
wires   are   led   to  a   voltameter,  in   which  the  mixed  gases  are 
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The  general  arrangement  of  the  engine  consists  of  "  gasometers  " 
attached  to  the  voltameter,  a  "  dilating  vessel "  in  which  the  ex- 
pansion of  the  air  takes  place,  a  "  distributing  box  "  tu  admit  the 
dilated  air  to  the  "  motive  cylinder,"  and  the  "  motive  cylinder  " 
itself,  containing  pistons  which  transmit  the  power  uf  the  engine 
to  the  machinery  to  be  driven. 

The  action  of  the  engine  is  as  follows  ; — Before  starting  the 
engine,  a  "compressed  air  reservoir"  and  "the  oxybydrogen 
"  reaervoira"  are  filled.  After  being  expanded  in  the  "  dilating 
"  vessel,"  the  air  passes  to  the  "  distributing  box,"  thence  into 
one  of  the  "  motive  cylinders,"  producing  motion  of  its  piston ; 
«t  the  return  stroke  of  the  piston,  the  exliausted  air  is  forced  into 
K  supply  cylinder,  "  whence  it  is  returned  to  the  dilating  veesei. 
"  A  little  air  is  supplied  by  a  small  pump,  to  compensate  for  the 
"  waste  which  may  occur  in  the  working  of  the  engine."  When 
the  engine  has  been  started  in  the  manner  just  described,  it 
drives  the  magneto-electric  machine,  and  "proceeds  without  the 
"  aid  of  the  supplementary  arrangements  which  are  required  to 

*«tMtii." 
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Electricity  is  also  employed  to  light  the  gas  in  the  "  dilating 
"  vessel,"  which  it  does  by  "  an  electric  spark  "  passing  between 
"  platinum  wire  points"  "in  front  of  a  gas  jet."  In  "the 
distributing  box  "  "  an  increase  of  dilatation  "  is  given  "  to  the 
air  by  the  action  within  it  of  a  series  of  electric  sparks,  which 
are  made  to  pass  between  two  copper  rods  terminated  by 
platuium  points,  from  a  battery  or  from  the  magneto-electric 
"  machine."  » 

A  peculiarly-constructed  valve  closes    "each  of  the  several 
**  openings  "  into  the  "  motive  cylinder." 

To  avoid  explosions,  the  pipes  connecting  the  "  gasometers " 
with  the  "  dilating  vessel "  are  furnished  with  "  wire  gauze  par- 
"  titions,"  and  "  with  a  small  cylinder  filled  with  sand,  through 
"  which  the  gas  can  but  the  flame  cannot  pass." 
•     [Printed  lOd.    Drawings.] 

A.D.  1867,  Jime  23.— N«  1766. 
NEWTON,  William  Edward. — {A  communication  from  WiU 
liam  Montgomery  Storm,) — {Provisional  protection  only,) — Motive 
power  is  derived  from  an  elastic  vapor  obtained  by  the  action  of 
heat  on  water  or  other  liquids  in  a  highly  subdivided  state,  in 
suspension  in  an  elastic  medium,  which  is  itself  expanded  by  the 
heat. 

The  liquid  in  suspension  is  heated  in  a  vessel  called  the  flasher 
by  steam  or  water  heated  under  a  pressure  of  steam  without  the 
flasher  being  directly  exposed  to  the  fire  or  products  of  combus<' 
tion.  There  should  be  a  diflPerence  of  about  30°  Fahr.  between 
the  steam  within,  and  that  without  the  flasher.  If  water  be  used 
as  the  suspended  liquid,  the  pressure  within  the  flasher  should 
be  less  than  that  in  the  boiler,  but  if  more  volatile  liquids,  as 
naphtha,  are  used,  this  is  not  necessary.  The  vehicle  may  be 
steam  or  air,  but  it  is  best  to  use  a  gaseous  body  permanent  at 
ordinary  atmospheric  temperatures,  and  over  which  water  has 
a  self-acting  power  of  condensation  ;  carbonic  acid,  or  better 
ammonia,  are  the  best  suited.  The  ammonia  and  water  after  act* 
ing  on  the  piston  are  cooled  and  re-combined  in  the  form  of  gas- 
charged  water.  Cylinders  with  absorbing  wicks  draw  up  the  fluid 
into  the  injecting  pump.  The  stuffing  boxes  have  spaces  between 
gaskets  connected  with  the  cold  receiver  to  absorb  any  gas  that 
may  pass  through  the  stuffing  box. 
[Printed,  4d.    No  Drawings.] 
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A.D.  185?.  July  )1.— N"  1938. 
LAMY,  HippoLYTR. — Kngines  baaed  on  hutnaa  organtiatton 
■nd  presentiiiK  aU  the  pheDomeiia  of  a  regular  drculAtioa. 

They  may  be  actu&ted  hj  steam,  gas,  or  heated  uir,  and  consist 
of  two  cylinders.  Four  madificBtiona  are  described,  aooording  as 
&E  engine  works  at  full  preeaure,  or  ia  expansive,  and  aooording 
as  it  is,  or  is  not  provided  with  metallic  gauze  for  resumption  of  the 
caloric.  In  the  first  modification  tile  escape  of  sleam  ttoia  the  slide 
valves  of  the  second  cylinder  is  suppressed,  and  clack  volveB  are 
fitted  on  the  lower  buttoms.  Between  the  cylinders  the  steam. 
pasBes  throuf;li  a  relrigeratory  apparatus  containing  wate^  kept 
Bt  lOIV.  This  water  may  be  need  to  -vaporise  ether  or  ohloroform 
or  other  liquid.  The  expansiou  of  steam  may  ulao  be  used  for 
working  another  engine,  the  piston  rods  of  which  are  an  ezten- 
sion  of  those  of  the  principal  engine.  From  the  second  cylinder 
the  steam  or  air  proceeds  to  the  re-heatjng  cylinder. 
tPriiited.  lOif.    Drawinn.] 


A.D.  185/,  July  11.— N"  1939. 
D^PINAY-PRliHAMON,  Alkxandrb  Amand  Noel, (Pro- 
visional proieciion  onli/.) — "  Improvements  in  windmills," 

"The  improved  mill  consists  of  a  wheel  or  drum  mounted  on 
"  a  vertical  axis,  and  having  a  number  of  blades  or  levers  on 
"  which  the  wind  takes  cilcct.  It  ia  enclosed  within  aoase  bavinif 
"  a  movement  concentric  with  the  asis  of  the  wheel,"  and  "  fiir- 
"  niahed  with  two  air  passages,  one  for  the  inlet  of  air  or  wind," 
which  ia  "  funnel  shaped,"  and  "  kept  in  the  eye  of  the  wind  by  a 
'*  vane  or  other  apparatua."  "  The  other  for  the  escape." 
[Printed,  id.    So  DiawingB.] 


A.D.  1 85?,  July  27 ^No.  2040. 
BROOMAN,  Richard  Archibald. — (A  commumeatioa  from 
P,  and  L.  Lorocliette.) — Motive  power  engines  to  be  worked  by 
steam,  sir,  or  water,  consisting  of  a  series  of  tubes  or  cylinders, 
in  each  of  which  is  placed  a  vane  or  set  of  vanea  or  other  con- 
tsvance  for  receiving  motion  from  a  fluid  in  motion.  These  tubes 
are  combined  so  that  the  fluid  passes  successively  through  the 
whole  of  tbem  impressing  a  rotary  motion  npon  each  of  their 
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t^entral  shafts,  or  upon  one  common  shaffc,  from  whidi  the  moiaon 
is  transferred  to  the  driving  shaft;. 
[Printed,  6d.   Drawing.] 

A.D,  1857,  July  30.— N»  2076. 
IVORY,  Thomas. — Rotary  and  reciprooofciDg  engines. 

The  fluid  or  aaiform  body  is  used  to  cause  a  recoil  of  one  or 
more  bent  arms.  It  enters  at  the  centre  of  motion,  and  is  allowed 
to  impinge  at  the  outer  end  against  a  fixed  ring  or  solid  abuttal 
opposite  and  dose  to  the  orifice  of  the  arm,  and  then  escapes 
through  an  orifice  on  the  side  nearest  the  centre.  Another  set  of 
arms  is  used  to  reverse  the  rotary  motion,  or  to  produce  recipro- 
cating motion.  A  tail  or  continuation  of  the  arm  in  which  ihe 
steam  may  expand  and  escape  more  gradually  may  be  added. 
The  recoil  principle  may  be  combined  with  that  of  Barker's  mill, 
or  that  of  impulses  upon  vanes. 
fPrinted,  l(kr.   Drawing.] 

A.D.  1867,  July  31.— N«  2090.    <*  *) 
BEALE,  John. — Improved  construction  of  rotary  raigine. 

In  this  arrangement  of  the  parts  of  the  engine  the  shell  is  made 
cylindrical  and  stationary,  and  set  excentric  to  the  revolving  axle ; 
through  this  a  slot  or  perforation  is  cut,  to  allow  a  single  slide  or 
piston  to  move  freely  backwards  and  forward  within  it  as  the  axle 
rotates.    Both  ends  of  the  rotary  piston  work  alternately  against 
the  concave  periphery  of  the  cylinder  during  a  part  of  the  revolu- 
tion, and  the  touching  surfaces  form  a  line  in  steam-tight  sliding 
contact  that  acts  as  a  constantly  moving  lineal  division  between 
the  vacuous  space  on  one  face  of  the  piston  and  the  steam  on  the 
other  face.    The  piston  has  ''  guide  pieces ''  on  its  ends,  which 
project  into  ''  guides  "  made  in  the  end  plates  for  their  reception ; 
and  the  edges  of  the  guides  are  packed,  and  bear  closely  against 
the  edges  of  the  recesses  in  which  they  run.     The  engine  may 
be  packed  endways  by  adjustable  end  plates.    The  machine  has 
a  reversing  slide. 

[Printed,  8<^.    Drawing.] 

A.D.  1857,  August  6.— N«  2126. 
GILMOUR,  William. — {Promsiondl  protection  only,) — Con- 
tinuously acting  motive  power  obtained  from  weights  acting  on 
combinations  of  levers. 


i 
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One  of  the  simplest  modrfic&tions  consists  of  a  pair  of  weighted 

parallel  levers,  eaeh  Eet  on  a  fulcrum  neat  one  end,  while  to  the 

other  enil  is  attached  a  weight.     The  shorter  end  is  connected  to  a 

crank  or  axis  having  a  longer  crank  at  the  opposite  end.     To  the 

longer  c^rank  is  attached  one  end  of  an  equal  armed  lever,  whose 

other  end  is  attached  to  a  transverse  shaft  with  four  cranks.     The 

second  crank  is   linked  to  the  longer  arm  of  another  lever,  to 

which  is  hung  a  weighted  lever  one  half  that  of  the  weight  on 

the  main  lever.      The  shorter  end  of  this  lever  is  linked  to  a 

crank  on   a  seoondaiy  horizontal  trauHverse  shaft  having    four 

raanks,  the  external  one  next  to  that  last  referred  to  heing  linked 

I   -to  the  weighted  end  of  the  main  horizontal  lever.     The  remaining 

bitwo  cranks  on  the  main  four  central  shafts  operate  on  a  eorre- 

1  .ponding  series  of  parts  in  connection  with  the  other  main  hori- 

jjontal  weighted  levers,  so  that  there  are  two  main  weighted  levers, 

which  as  the?  descend  alternately  elevate  the  two  lighter  weighta. 

And  these  lighter  weights   in   turn  descenaing   raise  the  main 

weighted  levers,  and  cause  the  main  horizontal  crank   shaft  to 

I    revolve  continuously. 

[Printed,  Id-   NoDntwliisa.] 

A.D.  1867,  September  1" N-  2408. 

P  ^UEDEKE,  JoHAN  Ernst  Fridsich. — (Provisiovat proiection 

''only.)  —  A  new  motive  power  engine  which  consists  of  three 

parts. 

In   the  first  hydrogen  is  generated  by  the  action  of  wnc  or 

'dilute  sulphuric  acid.     The  hydrogen   gas  is  transmitted  to  the 

■econd  part,  mixed  ivith  a  Buitable  quantity  of  atmospheric  air, 
i  jtnd  exploded.  After  the  explosion  a  partial  vacunm  is"iiro- 
^^  duced,  which  is  made  to  produce  an  eshauation  in  the  3rd 

"■  compartment,  against  which  atmospheric  pressure  is  to  act." 

rPrinted.id.    JfoDniwings.l 

A.D.  1857,  September  19.— N"  2436.    (•  •) 
I  CAVALERIE,  FBAN901,?.— (Proctsionol  protection  on^.)— Im- 
t  provement  in  motive-power  engines." 

The  power  is. increased  by  an  "  arrnngement  of  wheels  worked 

L'^  by  oonnection  rods.    The  piston  connecting  rod  is  jointed  to  a 

1;,  vertical  wheel,  working  on  a  railway,  and  thereby  receives  an 

^  flJiemflte  lo-OT-fro  motion,  which  it  coijlmunicates  to  a  second 
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larger  wheel  underneath  it^  by  means  of  a  connecting  rod  fixed 
"  to  the  circumference  of  the  two  wheels.  The  second  wheel  is 
*'  mounted  on  an  axle,  turning  in  bearings  formed  on  the  £ram* 
"  ing,  and  transmits  this  motion  by  a  rod  adapted  to  its  circum- 
"  ference,  to  a  fly  wheel  fixed  on  an  axle,  having  an  excentric  for 
"  working  a  crank  or  the  slide  valve  of  the  engine." 

[Printed,  4d.    No  Drawingfs.] 

A.D.  1867,  September  24.— N«  2471. 
LAUG;^RE,   Augustin  Vbain  Adrikn.  —  Horizontal  wind- 
mills. 

To  the  upper  part  of  a  vertical  shaft  are  fixed  two  or  more 
wings  formed  of  two  horizontal  girders  kept  apart  by  vertical  cross 
stays.  Part  of  each  wing  round  the  shaft  is  left  open  forthe  wind 
to  pass  through  freelj,  the  remainder  is  divided  in  partitions 
by  vanes  turning  in  hinges.  Each  vane  consists  of  a  frame  over 
which  is  spread  oiled  cloth  on  any  light  material.  To  prevent 
the  vanes  turning  further  than  required,  stops  are  fixed  at  right 
angles  to  the  girders,  the  stops  of  each  girder  are  held  together 
by  a  cross  bar.  The  position  of  the  vanes  may  be  altered  so  as 
to  be  more  or  less  acted  on  by  the  wind,  by  means  of  two  vertical 
rods  moved  by  handles,  which  cause  to  turn  vertical  stay  rods 
with  small  projecting  arms,  which  latter,  on  pressing  against  the 
vanes  cause  them  to  shift  their  position.  The  mills  are  furnished 
with  a  **  regulator  "  by  which  the  shaft  is  prevented  from  moving 
too  rapidly  by  the  resistance  offered  to  revolving  vanes  whose 
obliquity  is  increased  or  decreased  according  to  the  velocity  of 
the  motion. 

[Printed,  %d.    Drawing.] 

A.D.  1857,  October  3.— N«  2540. 
SEYFERTH,  Augustus. — (Promsimial protection  only.) — ''  Em- 
"  ployment  of  sulphuret  of  carbon  for  motive  purposes." 

The  sulphuret  is  vaporised  in  a  vessel  surrounded  with  water 
or  with  steam,  and  after  performing  its  work  in  the  cylinder  is  led 
into  a  condenser  formed  of  cotton  or  other  suitable  textile  material 
held  between  plates  in  a  vessel  of  water  and  water  trickles  over 
the  cotton.  The  sulphuret  after  being  condensed  is  drawn  off  in 
a  liquid  to  again  enter  the  boiler. 

[Printed,  4rf.   No  Drawings.] 
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A.D.  1857,  October  12.— N"  2609. 
CALVERT,  WtLUAii.— Obtaining  motive  power  by  the  action 

of  the  wind  applu^able  to  driving  of  macfaineiy  on  land  or  water, 
A  central  vertical  sti&ft  is  mounted  in  suitable  bearings  and 
revolves  &eel7  therein  ■  A  iiaming  ia  attached  to  the  shaft  and 
conaistB  of  two  or  more  pairs  of  radial  spars  braced  togeOieF,  which 
at  their  extremity  each  carry  a  yard  to  which  a.  chain  wheel  is 
attiKibed.  Thewheels  are  made  twice  the  circumferential  meaaure 
of  n  barrel  on  the  abaft.  An  endless  chain  goes  from  each  vrheel  to 
the  barrel.  The  yards  carry  sails  which  taper  upwards  to  thmr 
point  of  suapcnaion  on  the  central  shaft  and  receive  an  inde' 
pendent  rotary  motion  while  the  framing  rotates  by  means  of  the 
eiidle«a  chains  and  they  are  thus  kept  in  the  most  fai'orable 
pontion  for  catching  or  feathering  the  wind.  By  rotating  the 
chain  barrel  the  suls  may  be  inverted  to  reverse  the  direction  of 
their  motion  or  made  to  cotinteract  each  other  whioh  ia  uaeful  for 
facilitating  their  reefing.  By  tapering  the  sailg  and  mounting 
them  on  yards  which  stand  at  an  angle  to  a  horizontal  line,  their 
strain  is  thrown  on  the  central  mast,  and  thej  are  prevented  &om 
acting  mth  the  leverage  found  in  previously  patented  plans. 
P*rinted,  IM.   Urawine.] 

A.D.  1857.  Octohet  12.— N°  2610. 
KYISHOGLOO,  Pkodbomob  B.— {Provisional  protection  only.) 
— ''  Air  is  compressed  by  means  of  any  convenient  oompressing 
"  apparatus"  into  " a  cylindrical  vessel "  and  then  acta  "upon 
"  a  wheel  fitted  with  fans,"  from  the  axle  whereof  amtion  is 
transmitted  to  any  machinery  required  to  be  driven. 

[PrJnWi.  W.    HoUrawinOT.] 


A.D.  1857,  October  17.— N"  2658.     (•  *) 
HUMPHRYS,    Edwabd.  —  (Provisional    protecUon    onh/.)  — 
Vapour  engine. 

The  improvements  are  on  "  engines  worked  by  steam  or  vApoor 
*'  of  volatile  liquids."  To  prevent  the  escape  of  the  vapour  at 
the  stuffing  boxes  and  joints,  "  and  to  mdntain  the  temperature 
"  of  all  the  parts  of  the  engine,  the  cylinders  with  their  stuffing 
"  boxes,  valve  boxes,  covers,  bottoms,  and  supply  pipes,  are  all 
"  enclosed  in  a  steam-tight  case,  havinK  stuffing  boxes  tat  the 
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passage  (tf  piston  rods  and  slides."  The  case  bong  supplied 
with  steam  of  higher  pressure  than  the  vapour  in  the  engine, 
leakage  is  prevented  and  the  temperature  of  tiie  parts  maintained. 
Where  expansive  engines  are  used,  the  cylinders,  valves,  and  other 
parts  are  prevented  cooling  by  the  steam  in  the  casing.  When 
the  pressure  falls  below  that  of  the  atmosphere,  tiie  leakage  of  air 
into  the  cylinder  is  prevented. 

[Printed,  4d,    No  Drawings.] 

A.D.  1857,  October  19.— N«  2668. 
CA VALERIE,  Marcelin  FRAN901S. — {Frtmsifmal  protection 
only,) — ^This  consists  of  a  receiver  filled  with  compressed  air  by  a 
pump  and  ''  placed  in  connection  with  an  air  cylinder  furnished 
with  a  piston  by  means  of  a  pipe  to  which  a  stop  cock  is  fitted. 
"  The  rod  of  the  piston  of  the  air  cylinder  is  fitted  to  anoliier 
piston  working  in  a  cylinder  containing  water  and  having  a 
forked  pipe  fitted  with  stop  cocks.  One  end  of  the  forked 
pipe  communicates  with  the  compressed  air  receiver  provided 
with  a  safety  valve."  "  Upon  moving  the  engine  along  the 
'^  rail  by  manual  or  horse  power  a  crank  on  the  axle  works  the 
pump,  and  thus  charges  the  air  chamber.'*  "  The  stop  cocks 
of  the  forked  pipe  being  successively  opened,  a  pressure  is 
given  to  the  air  cylinder  piston.  The  piston  at  the  other  ex- 
tremity of  the  rod  is  immersed  in  water,  and  owing  to  the 
incompressibility  of  the  liquid  acts  as  a  fulcrum  or  point  of 
**  resistance.*' 

CPrinted,  4d,    No  Drawings.] 

A.D.  1857,  October  28.— N°  2728. 
LUEDEKE,  JoHAN  Ernst  Fridrich. — Motive  power  engine 
consisting  of  a  vessel  immersed  in  water,  one  of  its  sides  being 
provided  with  a  piston  of  flexible  material.  The  vessel  contains 
air  which  is  compressed  by  the  pressure  of  the  water.  In  the 
Provisional  Specification  the  vessel  is  made  cylindrical  with  an 
axis  passmg  outside  the  cistern  of  water.  The  cylinder  is  made  to 
revolve  through  a  semi-rotation  by  the  piston  being  forced  down 
when  at  the  lowest  point  and  the  air  expandmg  as  the  qrlinder 
revolves.  The  other  half  rotation  is  effected  by  causing  the  piston 
to  be  pressed  so  as  to  condense  the  air  in  the  case.  This  is  done 
by  a  weight  on  an  arm  standing  vertical  in  the  first  instance.  In 
the  Complete  Specification  the  vessel  is  made  U>  i^  %x^%^'\&' 
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the  water  nHth  a  vertical  motion.     It  is  attached  to  a  chain  having  1 

a.  halance  weight  and  the  alternate  motion  is  given   by  the  action  1 

of  the  pifiton  in  compressing  the  air  within  the  vessel  and  by  the  | 

B^^^^      vesflel  being  put  in  comninnication  when  at  ita  lowest  point  with  a  I 
^^^^L     vessel  of  air.  The  inovinR  vessel  ia  also  loaded  with  a  small  weight. 
^^^H            [Printed,  Sd.    DniriDs.l 

^^^V  A.D.  1S57,  October  20.— N"  2?34.  | 

^^^H  SLOPER,  JosBpEj. — Obtaining  power  from  the  wind  by  causing  J 
^^^V  the  same  to  act' on  fixed  or  moveable  vanei  or  aaila  adapted  I 
^^^^  to  a  vertiicftl  central  shaft  or  dnmi.  The  sails  and  vanes  may  ' 
be  made  adjustable  on  axes  so  as  to  admit  of  their  being  set 
at  any  deaiied  angle,  and  are  arranged  so  as  to  admit  of  the 
wind  acting  on  them  freely  and  forcing  them  round.  Various 
methods  of  constructing  the  eaila  or  vanes  are  mentioned. 
According  to  one  they  are  extended  out  on  one  side  of  the  shaft 
and  folded  back  on  the  other  by  means  of  eccentiic  grooves 
in  tvhich  pins  or  studs  attached  to  the  ends  of  the  arms  or 
vanes  are  made  to  move.  The  arms  or  vanes  are  jointed  to  the 
shaft  and  are  aupported  to  receive  the  pressure  of  the  wind  by 
abutments  or  shoulder  pieces.  The  central  axis  may  be  a  hallow 
cylinder  or  drum  or  constructed  with  metal  tubea  like  those  of  a 
telescope.  The  vanes  or  sails  may  also  be  constructed  of  a  series 
of  lathes  arranged  as  in  a  Venetian  blind  or  in  the  same  manner 
as  revolving  shutters.  A  curved  wind  conductor  made  moveable 
to  be  set  to  suit  the  wind  is  adapted  to  one  side. 

[Prinl«d,l«,    DniwinK.] 

A.D.  1857,  October  31.— X"  2/76. 
KYISHOGLOO,  pRopBOMoa  B.— Motive  power  is  obtained 
from  two  or  more  vessels  or  cylinders  filled  with  water  and 
furnished  with  pistons  worked  by  cranes  or  screws  moving 
vertically.  There  are  two  air  pumps  or  engines,  the  air  passing 
to  and  fro  a  pipe  connecting  them.  The  pistons  of  the  cylinders 
are  pressed  down  by  the  action  of  the  air  pumps,  and  the  water 
from  them  works  a  rotary  water  engine  and  afterifards  returns  to 
the  cylinders.  Air  is  forced  into  the  paddle  of  the  rotary  engine 
by  bellows  which  helps  to  drive  the  muchine.  The  motion  is 
reversed  by  means  of  a  slotted  quadrant  having  a  screw  threaded 
et  the  top  and  an  arm  carrying;  a  w(ng\vt  and  connected  with  a  pin 
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carrying  a  lever,    lliis  apparatus  may  be  used  as  reversing  gear 
in  motive  power  engines. 
[Printed,  U,   Drawings.] 

A.D.  1867,  November  23.— N«  2932. 

BARLOW,  Charlbs. — {A  communication.) — ^The  general  prin- 
ciple of  the  invention  consists  in  generating  steam  in  a  boiler 
heated  by  a  closed  furnace  furnished  with  compressed  air  and 
using  the  steam  which  may  be  superheated  or  not  at  high  pressure 
in  one  engine  and  then  after  it  is  exhausted  from  such  engine 
again  superheating  it  before  it  passes  into  another  cylinder  either 
high  pressure  or  condensing ;  and  in  employing  with  such  super- 
heated steam  the  gaseous  products  of  the  combustion  with  heated 
air  which  maybe  mixed  with  the  steam  or  in  low  pressure  cylinders 
may  be  employed  on  one  side  of  the  piston  and  the  steam  on  the 
other  (the  effect  of  the  heated  air  and  products  together  with  that 
of  the  vacuum  produced  by  condensation  being  equal  to  that  of 
the  steam)  or  may  be  used  in  a  separate  engine  or  cylinder.  The 
inventor  also  claims  a  method  of  proportioning  the  heating  siirfoces 
in  au/apparatus  for  generating  and  superheating  steam  to  be  used 
in  conjunction  with  but  unmixed  with  the  heated  products  and 
air  so  as  to  control  the  temperature  of  such  products  and  air  and 
prevent  their  admission  to  the  cylinders  at  a  temperature  high 
enough  to  destroy  the  oil  and  grease  used  for  lubricating,  and  also 
preventing  the  air  and  products  coming  in  contact  with  the 
superheating  pipes  at  such  a  temperature  as  will  destroy  them. 
[Printed,  1*.    Drawings.] 

A.D.  1857,  November  30.— N«  2974. 
MONTEL,  Pierre  Ambroise. — (Provisional  prof ection  only.) — 
Motive  power  is  obtained  from  springs  or  blades  of  steel  or  iron 
supported  at  their  extremities  by  wheels  fixed  on  the  axis  to  which 
rotary  motion  is  to  be  communicated  and  also  at  their  centre  to  a 
central  wheel  fixed  on  the  same  axis.  The  central  wheel  and  axis 
is  set  in  motion  by  the  action  of  the  springs.  Breaks  or  other 
controlling  agents  are  used  to  stop  or  reduce  the  speed. 
[Printed,  4d.   No  Drawings.] 

A.D.  1857,  December  4.— N«  3014. 

MORTON,  Alexander,   and    HOWDEN,  Jambs.— Motive 
power. 
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Thb  invention  relates  "to  the  arrangement  and  working  of 
"  motive  power  engines  of  various  kinds,  wbetier  actuated  by  the 
''  agency  of  steam,  air,  or  other  claatic  fliiid,  but  it  prindptJlj 
'  concerns  steam  engines  and  boilers."  In  duplex  cylinder  ex- 
lansive  engines,  a  auper-exciting  chamber,  or  a  peTCuasive  impact 
apace,  is  placed  between  the  two  cylinders,  as  well  as  at  the 
induction  valve  for  the  high-pressure  cylinder.  Super-eiciting 
chambers  may  be  used  with  rotatory  euginea,  and  both  rotatory 
and  reciprocating  enginea  may  be  worked  with  air  ou  the  expan- 
sive principle,  using  refrigerating  vesaela  for  cooling  down  the  aii 
'  to  the  temperature  required  after  having  performed  its  office.  The 
super- exciting  chamber  is  fitted  in  the  Sue  of  the  furnace,  so  tiiat 
the  heated  gaseous  matters  arising  from  the  burning  tiiel  pass 
round  it  on  their  way  to  the  chimney,  and  contiuns  rods,  tabei, 
or  wires,  which  deHve  their  heat  irom  auch  matters. 

The  other  points  claused  consist ;  in  using  such  chambers  in 
conjunction  with  engines  into  which  successive  charges  at  steam 
are  admitted  for  the  purpose  of  impartiiig  additional  heat  to  the 
expanding  steam. 

In  operating  crank  engines  by  suddenly  opening  the  steam 
valves,  and  slowly  opening  the  exhaust  valve. 

in  actoating  the  steam  valves  by  a  piaton  governed  by  the 
action  of  a  sUdc  or  other  valve. 

In  arranging  the  ateam  and  exhaust  valvca  so  that  the  "lead" 
and  "  cut  off"  actions  are  given  by  the  steam  valve. 

In  using  balance  wheels  or  weights  in  conjuuction  with  dank 
engines.  These  ore  uu  arranged  that  the  percussive  action  of  the 
steam  when  the  engine  is  turning  its  centre  is  absorbed  by  the 
weight  of  the  mass  put  in  motion,  which  again  communicates  its 
greatest  pressure  to  the  crank-pin  when  about  the  half  stroke- 
Tbe  steam  is  admitted  for  an  instant  at  the  beginning  of  each 
stroke,  the  momentum  of  the  moving  mass  gradually  diminishes 
as  the  crank  again  approaches  the  centre. 

In  the  uee  of  a  differential  lever  and  cam  gearing  for  regulating, 
opening,  and  closing  the  steam  valves  of  enginea ;  and 

In  a  mode  of  constructing  boilers  in  which  the  evaporating 
surface  ia  increased  by  internal  water  vessels. 
[Printed,  li.     Qrawiiuta.] 

A.D.  1857,  December  11.— N°  3060.     (*  *) 
I10BBRT.S,  Jvnus,  and  DEALE,  Milbs.— "Improved  jn»- 
"  chineij  for  obf-aining  and  appljinR  motive  power,  appticabla 
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'^  chiefly  to  the  working  of  ships'  piimps  and  other  mechanism 
"  on  shipboard." 

A  weighted  pendulum  is  so  applied  to  ships'  pumps  as  to  ac- 
tuate them  when  caused  to  oscillate  by  the  rolling  of  the  vessel. 
The  simplest  form  ef  putting  them  into  practice  is  to  suspend 
a  pendulmn  rod,  weighted  at  its  lower  end  to  a  ball-and-socket 
joint  placed  midway  between  a  pair  of  horizontal  pump  cylinders. 
The  upper  end  of  the  pendulum  rod  is  jointed  to  the  piston  rods, 
which  are  themselves  jointed  to  the  pistons  of  the  pimip  cylin- 
ders to,  give  the  requisite  play  to  the  piston  rods ;  hence  the 
rolling  of  the  vessel  will,  through  the  medium  of  the  pendulum 
rod,  impart  an  alternating  action  to  the  pistons. 

[Printed,  lOd.    Drawing.] 


A.D.  1867,  December  12.— N«  3067.    (*  *) 

PR^AXJD,  Jean  Marie. — {A  communication,) — Engine  with 
rotary  piston  to  be  worked  by  air,  gas,  steam,  &c. 

This  machine  is  composed  of  an  annular  chamber,  within  which 
is  a  rotating  piston  that  fills  the  section  exactly,  and  is  framed 
on  a  rotating  shaft.  The  fluid  is  introduced  from  a  port  at  a 
point  in  the  annular  chamber,  in  which  the  pbton  moves  and 
acts  on  one  face  of  the  piston,  and  escaping  at  a  port  on  its  oppo- 
site face  produces  a  rotary  motion.  In  the  space  between  the 
two  ports,  the  section  of  the  annular  chamber  is  completely  closed 
by  *'  a  rotary  separating  diaphragm  and  abutment,"  which  allows 
the  motive  piston  to  pass  over  it  without  establishing  a  commu- 
nication between  the  ingress  and  egress  apertures.  The  rotary 
abutment  thus  forms  a  permanent  partition  between  the  two  aper- 
tures, which  allows  passage  to  the  motive  piston  only.  One  abut- 
ment may  be  common  to  several  motive  pistons.  One  motive 
piston  may  have  several  rotary  abutments.  A  distributing  valve, 
moved  by  a  cam,  is  constructed  to  afford  all  necessary  **  cut-off** 
and  escape  of  the  fluid,  and  a  slide  valve  for  chuiging  the  function 
of  the  parts  and  direction  of  the  motion. 

The  description  applies  to  a  double  or  single  engine,  the  oppo* 
site  parts  being  duplicates. 

The  engine  may  be  used  as  a  fifl,  a  force  pump,  a  ventilator, 
and  clay  moulding  machine. 

[Printed,  lOtf.   Drawing.] 
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A.D.  1857,  Decembei  14.— K- 3070. 
BUNTING,  HoBATio. — Motire  pover  is  obtained  btaa  a  luge 
oectUating  beam  or  bal&nce  to  which  is  attached  uid  lucelf  sus- 
pended a  heary  pendulum.  Conuecting  rods  sttached  near  the 
extremities  of  the  heam  transmit  the  motion  bj  means  of  bent 
levers  to  the  main  axle.  Motion  is  communicated  at  Sat  by 
hand  or  other  power  to  the  machioe  bj  acting  on  cranks  attached 
to  the  axes  of  wheels  connected  with  either  end  of  the  beam,  or 
by  acting  on  a  rod  on  Ihe  peripheiy  of  a  wheel  applied  over  the 
centre  of  oscillation.  In  the  latter  cue  weights  are  fixed  to  the 
extremities  of  the  beam. 

[Printed,  ed.    Dnwlng.] 

A.D.  1857,  December  al.—N°  31'J9. 
MIDDLESHIP,  William.  —  {Provisional  protection  oalj/.)  — 
Motive  power  is  obtained  from  a,  wheel  furnished  with  collapsible 
chambers.  The  chambers  on  one  side  are  filled  with  water,  wluch, 
wlien  the  chambers  arrive  at  the  lowest  point,  is  pressed  oat  bj  a 
preaaing  wheel  mounted  in  bearings  below  the  water  wheel. 
The  emptied  chamber  is  prevented  from  refilling  till  it  arrires  at 
the  top.  This  is  done  bj  a  button  turned  by  a  |iin.  The  wheel 
maybe  worked  under  water  by  reversing  the  position  of  the  wheels. 
and  substituting  air  as  the  motive  power. 
[Priatcd,  4iJ.    No  DmwinEa.] 


1868. 

A.D.  leSB,  January  2fi.— N"  144.     (*  •) 
HARTHAN,  John,  and  HARTHAN,  Ezba.— Obtaining  motive 
power  by  arotatory  engine  worked  by  steam  or  air.    The  machine 

consists  of  n  plate,  wheel,  or  disc,  the  periphery  of  which  is  formed 
with  a  series  of  chamliers  or  spaces,  ivliicb  present  somewhat  the 
apjiearance  of  the  buckets  of  aa  ordinaiy  overshot  water  wheel, 
but  in  place  of  the  buttons  [or  soles)  of  the  chambers  being  fiat, 
they  aie  curved  into  the  direction  of  the  axie  of  the  wheel.  Jets 
of  steam  or  air  bear  successively  upon  the  chambers  of  the 
wbeel  bj  ajet  pipe  brought  in  close  proximity  to  the  "mouths  " 
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or  orifices  of  the  chambers,  but  without  actually  touching  them. 
The  jet  pipe  is  placed  near  one  edge  of  the  periphery  of  the  wheel, 
the  opposite  edge  having  an  exhaust  or  escape  pipe  near  it.  The 
steam  or  air  is  supplied  from  a  generator  with  which  the  jet  pipe 
is  in  communication.  This  pipe  has  an  ordinary  stop  or  throttle 
valve,  by  which  the  engine  is  stopped,  started,  and  controlled. 
When  the  stop  valve  is  opened  the  jet  impinges  on  the  curved 
bottoms  of  one  or  more  of  the  chambers,  and  gives  a  rotary 
motion  to  the  wheel,  bringing  the  next  chamber  mider  the 
influence  of  the  jet,  and  so  on,  the  wheel  rotating  as  long  as  the 
jets  are  in  action. 

[Printed,  lOd.    Drawing.] 

A.D.  1858,  February  10.— N^  253.    (*  *) 

NASMYTH,  J  AMES. -^  {Provisional  protection  only,)  —  "Im- 
"  provements  in  the  mode  of  obtaining  motive  power  and  of 
"  applying  it." 

In  a  moveable  tube  or  cylinder  a  piston  is  placed,  and  the 
aperture  behind  it  closed  by  a  metallic  plate.  Between  this  plate 
and  the  piston,  steam,  compressed  air,  or  water  under  pressure 
is  introduced.  A  rod  from  the  piston  is  in  contact  with  an  arm 
from  a  vertical  shaft  moving  on  a  pivot,  and  the  tube  or  cylinder 
is  caused  either  to  rotate,  or  else  is  niade  to  move  forward  hori« 
zontally  by  a  rod  issuing  from  the  tube  or  cylinder,  by  which 
motive  power  is  obtained  and  applied.  "  1  place  a  piston  with  its 
"  rod  in  an  exhausted  tube,  cylinder,  or  any  suitable  vessel ;  the 
"  rod  passes  through  the  bottom,  and  by  the  pressure  of  the 
"  air  on  the  piston  motive  power  is  obtained  and  applied.  I  fix 
"  on  the  tube  an  arm,  which,  as  the  tube  turns  round,  comes  in 
"  contact  with  a  projection  on  the  vertical  shaft." 
[Printed,  4d.   No  Drawings.] 

A.D.  1858,  February  27.— N»  392. 
CAVE,  William. — (Provisional  proteetioh  only,) — Wind  wheel  or 
windmill  for  the  propulsion  of  vessels,  applicable  to  propelling 
carriages  or  driving  machinery.  The  peculiarity  consists  in  having 
the  vanes  or  floats  placed  with  their  superficial  surface  parallel  to 
the  line  of  the  axis  upon  which  the  wheel  turns,  which  may  be 
placed  either  in  a  vertical,  horizontal,  or  inclined  position,  and  if 
found  requisite  one  half  of  the  wheel  may  be  enclosed  in  a  ease  <st 

A.  ^ 
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giiatd.  whicli  should  be  moreable  bo  as  to  expose  cither  a 
the  action  of  the  wind,  according  as  the  motion  may  be  required 
in  one  direction  or  the  other. 
tPrinted,  4d.    Ko  DnwinEB.] 


A.D.  1858,  March  13— N- 614. 

md    expanding    aeriform 

The  apparatus  coneiats  of  a  series  of  cylinders,  the  upper  parts 

of  which  arc  heated  hy  a  flue  from  a  furnace,  and  the  lower  cooled 

by  a  cold  water  cistern.     Each  cylinder  is  fitted  with  a  plunger 

made  hollow  and  stuffed  with  "charcoal  or  other  bad  conductor 

"  of  heat,"  but  having  passagea  for  the  air  to  pass  through  which 

are  filled  with   "ravellings  of  fine  wire."     The  plungers  are  all 

tnored  by  cranltH  placed  "  alternately  opposite  to  each  other "  on 

ihe  same  shaft.  The  lower  ends  of  the  cylinders  communicate  with 

the  lower  ends  of  the  neit  hy  passages  having  valves  permitting 

the  air  to  pass  only  in  one  direction.    The  last  cylinder  oommu- 

I   nicntes  by  a  similar  passage  with  the  reservoir  for  compressed  air. 

I  •When  the  flue  is  heated  a  part  of  the  air  in  all  the  cylinders  in 

■"■iriiich  the  plunger  is  at  the  bottom  will  force  itself  into  the  next 

If.ig'linder  or  into  the  reaervoir,  and  the  crank  shaft  being  turned  by 

I  the   engine  a  stream  of  air  will  be   directed   into  the  reservoir 

I  vhence  it  may  be  supplied  to  the  working  cylinder  of  the  engine. 

[PrintHi.  ad.    Drawing.] 

A.D.  1858,  March  19.— N"  565.  (•  *) 
iOTT,  George.— Generating  elastic  fluids, 
This  invention  consists  of  an  apparatus  in  which  air  or  other 
gases  at  a  high  or  low  tcmjrerature  are  commingled  with  water  in 
a  finely  divided  state  or  spray,  and  introduced  into  coils,  tubes, 
and  vessels  to  be  heated  by  fire.  The  combination  of  these  bodies 
produceti  an  elastic  fluid  of  great  expansive  force,  which  may  be 
employed  for  working' steam  engines.  Nine  quadruple  coils  of 
pipes  arc  coiuteoted  at  bottom  to  three  horizontal  cylindrioiJ 
id  at  the  top  to  three  horizontaJ  cylindrical  chambers, 
oommunicatini;  with  eight  vertical  iijlindhcal  steam  chambers  the 
topB  of  which  are  connected  by  pipes.  The  lower  chamben 
by  pipes  with  a  "  mining  box "  containing  some 
vertical  jjartitionB  of  wire  gauze,  through  which  both  air  and  wuter 
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are  iorocd'into  the  miziiig  box  by  the  pumps.  A  pipe  comnmm- 
eating  with  the  generator  by  two  pipes,  and  containing  a  float 
attached  to  a  rod  and  connected  to  the  lever  of  a  valve  in  a  steam 
pipe,  leads  to  a  small  direct  acting  donkey  engine  which  works 
the  water  pmnp  that  feedis  the  apparatus  with  water;  a  lever 
worked  with  tappets  gives  motion  "to  the  slide  valves  or  fourway 
cock.  When  the  water  in  the  generator  falls  the  float  descends 
raises  a  lever,  and  allows  the  steam  to  enter  the  donkey  engine. 

The  generator  is  filled  with  water  to  such  height  as  partially  to 
fill  the  chamber,  and  a  fire  is  made  on  the  bars  beneath.  The 
coils  contain  only  a  small  quantity  of  water,  which  is  soon  boiled 
and  steam  raised,  air  and  water  are  then  forced  through  'fiie 
*'  mixing  box,''  the  fur  mixture  becomes  expanded  by  heat  and 
carries  with  it  the  steam  generated  from  the  water  forming  a  com- 
pound fluid  of  great  elastic  force,  which  is  conveyed  to  the  engine. 

Instead  of  keeping  the  coils  full,  the  supply  may  be  so  pro- 
portioned that  the  whole  may  be  converted  into  steam  in  passing 
up  the  coiled  pipe. 

The  proportion  of  air  and  water  may  vary  '*one  cubic  foot  <rf 

water,  inth  a  quantity  of  air  at  a  pressure  of  about  250  lbs.  on 
"  the  square  inch,  is  equal  to  from  20  to  50  cubic  feet  of  air  at 

atmospheric  pressure."  The  generator  afiPords  a  copious  supply 
at  250  lbs.  per  square  inch. 

A  presstire  gauge,  a  damper,  and  a  method  of  generating  elastic 
fluid  from  spray,  mist,  or  foam  are  described. 
{.Printed,  Itf.  0^2.    Drawings.] 

A.D.  1858,  March  19.— N«  566. 

MENNONS,  Mabc  Antoine  Francois.  —  (A  communica- 
iion,)  —  {Provisiondl  protection  only,)  —  Machine  for  producing 
motive  power  consisting,— First,  of  a  pendulum,  which,  afl^r 
receiving  an  oscillating  motion  by  the  hand  acting  on  a  oord, 
comes  in  contact  with  springs,  which  make  it  rebound  and 
continue  oscillating.  The  motion  is  assisted  by  the  gravity  df 
water  or  other  liquid  in  tubes  at  the  bottom  of  the  pendulum. 
Secondly,  in  the  combined  action  of  balanae  levers,  and  pen- 
dulums, the  toothed  segments  of  each  of  which  gears  with  the 
toothed  vertical  segmentary  arm  of  each  lever.  Thirdly,  in  a 
tubular  wheel  or  drum,  put  in  motion  by  gearing,  in  connection 
\^th  the  balance  levers ;  water  eontuned  in  the  drum  rises  by  the 
action  of  centrifugal  force  into  tubes  or  compartments»aad^T»eAi^ 
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I  ao  the  eiroumferenoo  of  the  drum,  which  acts  aa 
I  wheel. 

[FrintMl,  ill.    No  DnvluKB.] 


A.D.  1858,  A])ril  14.— N°  804.    (*  •) 
\  MENNONS,  MabcAntoink  FnANcois. — {A  commumeation,)— 
IPTOviaioniilprolectionmily.) — "ImprovementB  in  obtaining  motive 
'  power,  and  in  apparatus  connected  therewith." 

Motive  power  is  ohtwned   by  the  employment  of  air  in  combi- 
nation with  water.     The  apparatus  consista  of  a  framing-  provided 
with  wheels  to  run  on  rails.     On  it  ia  placed  a  receiver  filled  with 
I  «omptesaed  air,     A  pipe  issuing  from  the  receiver  communicates 
}  with  an  air  cylinder  furniahed  with  a  slide  valve  and  piston,     To 
the  opposite  end  of  this  piston  another  is  fitted,  and  which  works 
in   a   cylinder  containing   water.     The  air  is  compressed  in  the 
leeeiver  hy  the  framing  on  which  it  is  mounted  being  propelled 
alonR  the  rails.     When  the  receiver  is  sufficiently  charged,  the 
compressed  air  ia  admitted  into  the  air  cylindef.    The  piston  placed 
at  the  other  extremity  of  the  rod  and  immersed  in  water  acta  as  a 
point  of  resistance  to  the  first  piston. 
ITrintcil,  W.    No  Dmwings.] 


A.D.  1858,  April  23.— N"  902. 
YORK,  John  Oliver. —  (A  commtmication/rom  Beimarrl  Hagkes,) 
"  Obtaining  power  when  hisulphuret  of  carbon  is  used," 
The  generator  of  the  hisulphuret  should  consist  of  a  vapour-tifiht 
cylindrical  chamber,  into  the  ends  of  which  a  number  of  vapour- 
tight  small  tubes  are  inserted.  This  is  placed  in  an  ordinary 
steam  boiler,  or  in  a  separate  steam  chamber.  The  vapour  is 
passed  through  a  pipe  to  the  working  cylinderof  an  ordinary  steam 
engine,  and  is  then  exhausted  into  a  surface  condenser,  and 
therein  condensed.  The  hisulphuret  is  thence  pumped  into  the 
hot  well,  and  thence  into  the  generator.  The  vaptur  is  thus  used 
without  mixing  it  with  steam. 
ITrinted,  *d.    No  Drswinga.] 


A.D.  1858,  April  30.— N"  969. 
CLARK,  William.— (/i  cammanicaHon.) — Burnt  air  motor, 
I'he  furnace  is   closed,  and  consists  of  a  metal  vessel,  to  I 
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bottom  of  which  two  concentric  cylinders  ar6  rivetted,  and  to  the 
top  of  which  another  cylinder  is  rivetted.  A  fourth  concentric 
cylinder  is  also  united  by  a  hermetical  junction  to  the  top  of  the 
interior  lower  cylinder,  and  divides  the  space  between  the  first 
two  concentric  cylinders  into  two  parts  or  annular  spaces.  Air 
is  forced  into  each  of  these  spaces.  That  forced  into  the  upper 
outer  space  passes  above  the  fuel,  and  unites  with  and  reduces 
the  products  of  combustion  to  a  proper  temperature.  That 
forced  into  the  lower  and  inner  spaces  is  admitted  to  the  top  of 
the  fuel  by  a  series  of  apertures  in  the  innermost  cylinder.  Air 
is  also  forced  in  at  the  lower  part  of  the  fuel  through  a  nozzle. 
The  furnace  may  thus  be  made  either  at  the  same  time  or  succes- 
sively a  blast  or  a  reversed  combustion  furnace.  A  certain 
quantity  of  water  may  be  injected  in  a  subdivided  state,  and 
thrown  on  to  the  combustion  in  ignition,  or  may  be  vaporized  by 
passing  it  in  a  very  subdivided  state  through  currents  of  gas 
and  burnt  air.  The  first  mode  has  the  effect  of  leaving  the  salts 
of  sea  water  injected  in  the  carbonaceous  mass.  Water  may 
sometimes  be  usefully  introduced  directly  under  the  fuel  in  igni- 
tion. It  then  rises  by  capillary  attraction  to  a  certain  height,  and 
is  evaporated,  leaving  the  salts  at  the  bottom  of  the  fumace.  To 
retain  the  particles  of  coal,  cinders  or  salt,  the  current  of  heated 
gases  is  made  to  pass  through  a  truncated  cone,  at  the  bottom  of 
which  these  substances  are  deposited.  The  burnt  air  passes  into 
a  cylinder  with  a  piston,  which  is  united  with  the  piston  of  a 
blowing  cylinder  that  supplies  the  fumace.  Water  is  injected  in 
as  subdivided  a  state  as  possible  into  the  blowing  cylinder  to 
reduce  its  temperature.  This  water  will  enter  the  fumace  as  much 
in  a  state  of  steam  as  in  a  vessicular  condition,  and  increases  in 
volume,  thus  augmenting  the  power  of  the  machine.  The  inspi- 
ration of  the  air  in  the  blowing  cylinder  is  through  slide  valves, 
and  the  driving  back  of  it,  by  clack  valves  in  the  interior  of  the 
slide  valves.  The  air  from  the  motive  cylinder  may  be  used  to 
heat  the  air  going  to  the  furnace  by  making  the  exhaust  ur  pass 
through  faggots  or  bimdles  of  wire  alternately  with  the  fresh  air 
from  the  blowing  cylinder.  The  hot  air  may  be  also  used  to 
heat  the  water,  either  by  making  it  circulate  in  an  apparatus  of 
the  kind  used  for  heating  water,  or  by  ii^ecting  cold  water  into 
the  gaseous  current. 

[Printed,  8*.  8rf.   Drawings.] 
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A.D.  1853,  May  5.— N"  996.. 
I  ARCHIBALD,  Chaiu.es  Dickbon. — {A  communicaft'on  from 
I  Eenry  MuaTO  Paine.)  —  {Letters  Paleat  void  for  inaiit  of  Final 
Specification.) — "  Treatinj^  air  and  gases  "  "  for  piirpoaea  of  motive 
'  force."  This  oonaiaU  in  Baturating  "  air  or  gas  with  water  to 
'  ite  fiill  cBpuoitf  of  retainicg  the  fluid  in  a  oeparate  condition 
'  previous  to  its  contact  with  the  heated  snrfaces."  Its  "  volume 
'  will  lie  gceatl;  increased  whea  in  coutaot  witb  heated  stufaoes." 

[Printed,  id.    No  DnnnDKa.J 

A.D.  1858,  May  I?.— N«  1096. 

I  ■WITTENBERG,  .^vl.l^:B.—{Pro»isional protection  mli/.) — "rm- 

"  piovements  "  in  "  engines  actuated   by  air."    There   are  two 

I  qrlindcra  aacli  of  which  has  two  pistons  connected  together  by 

I  firings  which  allow  freedom  of  "  motion  in  the  separation  or 

*  approach  of  the  two  pistons  yet  at  the  same  time  are  capable  of 

*  transmitting  considerable  power  from  one  piston  to  the  other." 
[  Tbe  piston  rods  project  from  the  opposite  ends  of  the  cylinder 

d   one  is  connected  with  the  cranks  and  shafts  to  which  the 

wer  is  to  be  communicated,  the  other  to  the  end  of  a  beam 

e  that  of  an  ordinary  engine.     The  beam  works  two   double 

F  acting  air  pumps  by  which  air  is  exhausted  between  the  one 

[nston  and  the  cover  or  end  of  the  cylinder,  and  is  ftirced  in 

1   Between  the  other  piston  and  the   opposite  end. 

[Printed,  1(1.   NoDrawiogB.] 

A.D.  1858,  May  29.— N"  12U.     (*  ♦). 
nOLD,  Albtunder. — (Protiisional  proteoHoa  oitly.) — Improved 
apparatus  "  applicable  as  a  motor  for  all  machinery  usually  turned 
"  by  hand,  horse,  or  other  power,"  and  for  other  purposes. 

"  Od  an  upright  hollow  abaft,  the  upper  end  of  which  shell  he 
"  in  the  open  air,  1  fix  a  horizontal  circular  plate  at  Miy  oon- 
"  venient  distance ;  above  this  a  ring  is  placed,  and  over  the  ring 
"  a  dome.  Vertical  bara  or  plates  (working  diagonally)  pass  from. 
"  the  circular  horizontal  plate  to  the  ring  supporting  it,  btnng- 
"  aastwned  thereby.  These  plates  are  so  orruiged  as  to  allow  a 
"  greater  or  lesser  quantity  of  air  to  pass  tlu'ough  them  to  act  aa 
fliers.  A  rod  passes  through  the  hollow  shaft  and  ciroutar 
plate;  on  the  top  portion  of  this,  and  between  the  plate  and 
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ring  aforesaid,  certain  volants  or  fliers  are  attached.  The  wind, 
in  whatever  quarter  it  may  be,  passes  through,  ihe  diagonal 
vertical  plates,  impinges  on  ihe  volantBt,  andi  having  turned  the 
rod,  passes  out,  the  rod  thus  rotating  works  into  a  gearing 
(according  to  the  purposes  required),  and  communicates  motion 
thereto.  As  the  force  of  wind  might  turn  the  rod  too  r^>idly, 
if  not  prevented  by  an  arrangement  for  closing  or  partaaily 
closing  the  vertical  plates,  I  regulate  ihe  supply.  For  prevent- 
ing the  descent  of  smoke  (into  chambers),  the  hollow  shaft  is 
dispensed  with,  and  instead  of  a  bottom  circular  plate,  a  ring 
"  only  should  be  used." 
[Printed,  .4(1.   No  BmwdngB.] 

A.D.  1858,  June  2.— No  1243. 

LUEDEEE,  JoHAN  Ebnst  Fridrich.— (PromiotioJ  protection 
OTiZy.)— Motive  power  engines'  oonedsting  of  two  '^  collapsible  air 
''  vessels''  on  a  conmion  a^^  The  axis  is  supported  on  the 
lower  end  of  a  rod  depending  from  an  oscillating  beam.  The 
axis  of  the  air  vessels  may  be  moved  so  a».  to  elevate  eiidisr 
vessel  above  the  other.  An  air  reservoir  in  which  air  is  com- 
pressed and  maintained  at  a  regulated  pressure  communicates 
with  the  air  vessels..  When  the  axis  of  these  is  at  the  top  of  its 
stDoke  one  air  vessel  is  above  the  other  and  is  in  its  collapsed  state, 
the  other  being  distended.  The  axis  ia  then  by  the  momentum 
of  the  enfi^ne  forced  down  into  water  to  such  a  depth  that  ihe 
tar  in  the  lower  vessel  will  be  forced  into  the  reservoir  and  such 
vessel  will  colli^pse.  The  communication  between  the  upper  vessel 
and  the  reservoir  is  then  opened  and  the  air  will  be  forced  into 
it  and  this  causes  it  to  expand''  ''and  thereby  exerts  a  rising 
"  force  in  the  water."  The  communication  between  the  collapsed 
vessel  and  the  reseis7oir  is  cut-  off  during  the  whole  of  the  ug 
stroke.  Oia  the  expanded  vessel  arriving  at  the  surface  of  the 
water  the  axis-  is  tusned  so-  as.  to  reverse  the.  position  of.  the 
vessels. 

CPrintedt^cI.    N6  DiMringbl 

A.D.  1868,  June  17.— N^  1374. 
HALE,    George. — {Provisional  protection  only,) — Motion  and 
power  is  imparted*  to  ahorizontaL  sliaftlfy  means  of  a  series  of 
weigitted  levers  mounted  on  oentrasianniiged  sound  the  shaft  and 
supported  by  the  arms  of  two  whetls.  moimted  on. tfa& shafts ihe 
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levers  being  suspended  on  pins  or  etuds  fixed  in  the  anns,  and 
turauged  eo  aa  to  be  at«adilj  fixed  on  rests,  while  descending, 
as  to  thron-  their  weights  towards  the  circumference  of  the 
'  wheels  and  pull  them  round.  Whea  the  weights  get  near  the 
bottom  Ihey  are  kept  back  and  fixed  near  the  shaft  where  they 
are  kept  by  catches,  near  the  top  they  release  themselves,  are 
forced  outwards,  and  received  on  a  plane  on  which  they  run 
till  they  arrive  at  the  circumference. 
[Printed,**    NoDrawinBs.] 

A.D.  1858,  June  19.— N"  1390.     (•  •) 


HALLDOX,  RiCHAKD.— (Prw 
worked  by  steam  or  atmospheri< 
The  object  of  this  invention  is 
*'  at  the  crank  frran  any  given 
[  ^The  (Tank,  the  connecting  rod, 
■  lazy  tonga"  pinned  to  the  ( 


Ision  of  protection  only.) — Engines 

pressure. 

to  obtain  *'  an  increase  of  power 

length  of  stroke  of  the  piston," 
and  the  system  of  levers  called 
ik,  to  the  connecting  rod,  and 


to  a  fulcrum,  cause  the  throw  of  the  crank  to  be  considerably 
I  'greater  than  the  length  of  stroke  of  the  piston. 
[Priat«d,6d.  Snwlng.] 

A.D.  1868,  July  29.— N=  1/10.     {♦  *} 
[  -CAVAGGIA,   GiirsBPPB,  and   SPINELLI,  Anbblmo.— (Pro- 

I    visional  pToteclioTionly.) — I'his  invention  consists  in  making  the 
i  •spansive  force  of  gaaes,  evolved  by  the  alow  combustion  of  nitrates 
Bnd  similar  matters,  avulahle  as  a  motive  power.     For  this  pur- 
pose nitrates,  chlorates,  fulmtuates,  or  other  analof^oua  explosive 
stiUa  or  compounds  are  mixed  tvith   suitable  quantities  of  one  or 
more  inert,  comburent,  or  other  bodies,  forming  compounds,  when 
fired,  of  reffular  slow  combustion  and  generating  gas,  which  may  be 
I    made  to  subaene  as  a  motive  power.     The  compounded  materials 
e  fired   in  a  closed  vessel  made   suitably  strong,  and  the  gases 
evolved  are  caused  to  act  on  a  piston  working  in  a  cylinder,  or  at 
any   other  suitable  part  of  machinery  to  which  impulse  can  be 
given.     'ITie  heat  may  be  utilized  for  generating  steam,  which 
may  be  commingled  with  the  gases  and  used  in  combination. 
tVrinled,  id.    No  Draniiiss.] 

%\  A.D.  1858,  August  14.— N"  1858. 

MITH,  James,  and  CHEASE,  Svdkbv  Arthur.—"  Obtain- 

I  ^  in^  and  applying  motive  power," 


<( 
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This  is  for  an  "  atomic  engine."  There  are  three  reservoirs  for 
compressed  air  with  air  pumps  and  working  cylinders  of  different 
sizes  and  shapes.  The  pistons  of  the  cylinders  move  a  "  primary 
lever  "  or  "  power  conductor  "  having  *'  friction  wheels  running 
on  a  perpendicular  plane  "  and  a  "  horn  shape  projection  "  at 
one  end.  The  other  end  of  the  power  conductor  works  the 
piston  of  one  of  the  air  pumps  and  the  crank  shaft  of  the  engine. 
The  other  air  pumps  are  worked  by  means  of  eccentrics  on  the 
crank  shaft.  The  friction  wheels  of  the  power  conductor,  and 
the  piston  of  the  ''primary  cylinder''  are  raised  and  held  in 
position  during  part  of  the  stroke  by  a  "  secondary  lever  "  con- 
nected with  "  cams  "  on  each  side  of  the  "  sweep  of  the  shaft." 
[Printed,  Iff.  lOd.   Drawings.] 

A.D.  1868,  August  16.— N»  1870. 

RICHARD,  Pierre.  —  {Provisional  protection  only,)  —  Rotary 
motion  is  communicated  to  a  fly  wheel  or  drum  provided  with  a 
series  of  caps  fixed  around  near  its  periphery  by  means  of  a  set 
of  weights  tied  together  to  form  an  endless  chain  which  is  hung 
so  as  to  run  over  two  pulleys :  the  caps  receive  the  weights  which 
fall  or  run  down  along  the  periphery:  the  weights  rise  in  a 
straight  line  and  those  falling  being  more  numerous  than  those 
which  are  being  raised,  the  difference  of  weight  causes  the  wheel 
to  rotate. 

[Printed,  6d.    Drawing.] 

A.D.  1868,  August  31.— N«  1980. 
NEWTON,  Alfred    Vincent.  —  {A  communication.)  — "  Im- 
"  provements  in  air  engines." 

The  first  of  these  is  applicable  to  engines  where  the  cylinder  is 
furnished  with  supply  and  working  pistons.  The  heater  or  fur- 
nace is  placed  at  one  end  of  the  cylinder,  the  other  end  being 
open.  The  supply  piston  is  made  hollow  with  a  concave  head 
towards  the  heater  and  elongated  so  as  to  form  an  open  hollow 
cylinder.  The  hollow  part  between  the  two  heads  of  this  piston 
is  filled  with  some  non-conducting  substance.  The  circumference 
of  the  outer  head  is  notched  similar  to  a  cog  wheel.  This  head  is 
somewhat  longer  than  the  inner  head,  and  has  behind  it  a  metallic 
packing  ring,  which  moves  back  a  little  as  the  supply  piston  is 
moving  out  but  at  other  times  prevents  the  return  of  the  hot  8A£ 
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^^^H&i  front  of  the  piston.    The  cnncave  head  and  prolonffBtion 

^^^^Bgopply  pistoDB  fits  accurately  a  false  side  or  telescopic  tube  atlBulKil 

^^^^Htethe  cylinder.     By  this  means  the  cold  air  which  enters  through 

^^^^Bftie  valve  hi  the  working  piston   is  made  to  cool  tbat  portion  of 

^^^^^Ihe  cylinder  in  which  the  working  piston  moves.     It  afterWBPds 

\  pUBes   through  the  ootchea   on   the  outpr   head  of  the   supply 

'  piston,  and  then  must  taiaverae  the  whole  length  of  die  telescopic 

tube  iintU.  it  reaches  the  extreme  end  of  the  cylinder  from  whence 

it  must  bJbo  traverse    the  entire  length  of  the  heater.     The  hot 

exhaust   air  also  traverses   the   greater  part  of  tile   tube  befove 

passing  ont  by  the  exhaust  valve. 

I  The   second   part   of  the  invention  is  a  modification  oT  the 
above  arrangements  applicable  to  engines  with  aepamte  "  vupply 
and  "wofkinjf  "  cylinders. 

II  [Printud,  IVd.    Drawing.^ 
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A.D.  1858,  September  2.— N"  1995. 
PITMAN,   John  Talbot.  —  (A   commankatioii   fr( 
AtiBOod  tbyce.) — "  Pneumatio  condensing  apparatus." 

ists  of  a  cylinder  and  a  double  convex  hollow  piston, 
sustained  by  a  hollow  rod.      The  lower  end  of  the  lower  pistOD 
rod  moves  in  a  pump  barrel,  and  is  flamished  with  a  valve  form- 
ing a  pump,  by  which  water  is  forced  through  the  piston,  and 
thencG  over  the  cylinder  and  refrigerating  tubes,  through  which 
the  compressed  air  passes.      Spray  injections  may  also  be  used, 
and  the  cylinder  may  be  immersed  in  water.      Serial  compression 
is  obtained  by  using  two  or  more  cylinders,  by  which  the  injurious 
accumulation  of  heat  is  avoided.    The  compressed  air  is  conveyed 
Hhrough  tubes,  conduits,  or  reservoirs,  for  the  various  purposes 
"  motor  power,  aeration,  ventilation,  and  other  purposes.      Thin 
lats  of  close  grained  metals,  alloys,  oils,  or  extracts  are  used  to 
lat  the  inner  surface  of  the  reservoirs  to  prevent  the  escape  of 

tPrintod,  IBil.    DmwinE.l 


A.D.  1858.  September  4.— N"  aOOB. 
NDREW,  David, — "  Improvements  in  ^pamtus  for  ol 
'  motive  power." 
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In  this  rotating  engine,  worked  by  sbemn,  air,  or  other  fluid 
matter,  the.  cylinder    is    cast    with    two  central  trunnionB  on 
which  it  revolves  on  bearings  in  a  fixed  frame;    this.  oairieB 
a  stationaiy  ring,  in  the  plane  of  which   the  cylinder  i&  fitted, 
its  centre  of  motion  being  eccentric  to  the  centre  of  the  ring. 
The  piston  rod  of  the  cylinder  works  out  to  a  considerable  ex- 
tent beyond  the  end.  covers,  and  on  each  end  of  the  rod  is 
fixed  a  running  wheel  that  beara  against  the  inner  suiIjem^  of  the 
stationary  ring  of  the    firaming  (which  ring    forms  the  aotual 
piston  guide).      The  fluid  is  admitted  to  and  exhausted  from  the 
(^linder  by  passages  in  the  trunnions,  through  ports  operated 
upon  by  tiie  direct  oscillatory  movement  or  by  valves^      If  the. 
piston  is  mowBg  upward,  the  pressure  of  the  fluid  against  it' 
causes  the  upper  anti-friction  roller  to  traverse  the  surfieK^  of  Uie 
frame,  and  tibia  curviLineal  motion  is  greatly  assisted  by  the  gravity 
of  the  lower  portion  of  the  cyUnder,  which  causes  the  lower  roller 
to  traverse  rapidly  the  inclined  surface  of  the  frame.     During  this 
movement  the  fluid  above  the  piston  passes  off  through  the 
exhaust  ports,  and  escapes^  through- a  pipe  into  the  condenser  or* 
atmosphere-.      The  momentum  imparted  to  the  cylinder  by  the 
downward  motion  of  its  lower  end  carries  it  beyond  the  vortical 
position ;   the  fluid  being  now  admitted  to  the  upper  side  of  the 
piston,  impels  the  lower  roller  to  ascend  the  incline  of  the  frame ; 
the  overhanging  weight  of  the  upper  part  of  the  cylinder  causes 
this  ascent  to  be  made  wii&  a  trifling  loss  of  power.     In  this* 
manner,  the  revolution  round  the  transverse  axis  of  the  cylinder 
imparts  rotary  motion  to  the  shaft  attached  to  the  trunnion,  which 
in  its  turn  is  used  as  a  prime  mover  fbr  other  purposes. 

[Printed,  8d.    Brawing.] 

A.D.  1868,  September  24.— N«»  2142: 

PICKERING,  Feteb. — {Promstonaf protection  only,) — **Atmo- 

''  spheric  engine.'* 

This  consists  of  a  set  of  open  cylinders  with  pistons  worked  by 

toothed  wheels  fixed  on  a  common  axis.     At  the  beginning  of  the 

motion  the  pistons  must  be  brought  by  main  force  to  the  situation 

in  which  the  last  piston  rests  at  the  bottom  of  its  cylinder,  the 

first  is  nearly  at  the  open  end  of  its  cylinder,  and  the  other 

pistons  are  in  intermediate  positions.    There  must  be  a  vacuum 

under  each  piston.    Afterwards,  when  the  engine  is  permitted  to 

start,  the  pistons  will  regulate  tiiemselves. 
[Printed,  6(2.   Drawing.] 
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A.D.  1868,  October  9,— N'  2253. 

PASCOE,  Jambs   Bray,  and  THOMAS,  John  Robbbtb.— 

(ProFMOBof  proteclion  on/y.)— "  ImprovementB  in  condensing  and 

f^BBsing  amok c,  which  are  applicable  also  toforciDg  and  drawinff 

water,   propelling   ships,  and    drawing  and   forcing   air  to   be 

worked  with  animal,  water,  steam,  or  air  power," 

Thej  consrat  in  drawing  the  air  and  smoke  trom  an;  given 

distance   to  any  given   point,  passing   it  through  the  machine, 

turning  it  into  gas  or  into  water. 

In  propelling  ships,  water  is  taken  from  the  bows  of  the  vessel 
and  discharged  at  the  stem.  The  machine  has  a  double-acting 
drawing  aJid  forcing  piston  ivith  proper  passages  and  valves  to  be 
worked  with  animal,  air,  water,  or  steam  power,  a  cistern  contain- 
ing water  and  an  apparatus  for  turning  smoke  into  gas  hj  burning 
the  smoke  from  the  outlet  passage  frora  one  to  seven  times  over. 
[Printed,  6iJ.     Innwirg.] 

A.D.  1858,  October  12.— N°  22/1.     (-  •) 

I   SHAW,  Thomas  CoTTcaiLL,  and  COOPER,  Fbboeeic  Hen- 

I    BHAW. — "  A  new  or  improved  construction  and  mode  of  working 

*  engines  by  the  agency  of  air  or  gases  in  conjunction  with  elec- 

''  tricity  for  obtaining  or  producing  motive  power." 

As  an  example,  a  locomotive  engine,  constructed  according  to 

t})iB  invention,  is  described  in  the  Specification  aud  shown  in  the 

I   Drawings.      Condensed  air  is  permitted  to  pass  from  a  reservoir 

"  in  an  intermittent  atre*m  to  a  reaction  or  other  engine,  which  is 

"  put  into  operation  by  the  e.iponsion  and  escape  of  the  con- 

"  denaed  air.      On  its  passage  from  the  reservoir  to  the  engine 

"  the  air  is  exposed  to  iin  electrical  discharge,  wliereby  the  elastic 

"  force  of  the  air  is  much  increased." 

To  pniduce  the  electric  force  an  electro -dynamic  apparatus  with 

I   ft  secondary  coil  Is  worked  by  means  of  a  hydro -electric  machine. 

The  introduction  of  water  in  a  finely  divided  state  through  the  jets 

against  the  conductor  is  accomplished  by  allowing  a  portion  of 

[jondensed  air  from  the  resenoir  to  pass  tlirougb a  chamber 

into  which  water  is  injected. 

Eitlier  the  disruptive  discharge  or  the  heating  effects  of  the 
electric  force  may  be  employed  to  increase  the  elastic  force  of  the 
air  or  gas  used  to  work  the  engine. 

The  actions  of  the  double-acting  condensing  pumps,  "valves, 
■'  contact  breaker,  and  other  moving  parts  are  effected  from  the 
■  main  shaft  of  the  engine," 
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The  anna  of  the  reaction  engine  rest  upon  friction  rollers,  and   I 
are  kept  eool  by  means  of  water,  which,  is  admitted  to  the  annulu    I 
groore  in  which  a  rim  attached  to  the  arms  revolves. 
^H  [frlnted,  Od.    DniwiiiE.] 

^L  A.D.  1858,  October  12.— N°  2277- 

Hm-UTTER,  Mauhicb.^ — (A  eommunication  from  Joseph  Gill.) — 
"  Improvemenbi  in  air  engines." 

In  Sticlinjf's  engine  [No.  5456,  Old  Law]  with  twin  "  differen- 1 
"  tial  air  vesaela  and  transferring  plangera,"  a  jet  of  steam  it  f 
introduced  into  the  air  vessel  when  the  plunger  is  at  the  cold 
extremity  of  the  vessel^  and  a  jet  of  cold  water  when  the  plunger 
is  at  the  hot  extremity.  The  lower  end  of  each  vessel  is  filled 
with  water,  the  quantity  of  which  is  regulated  by  valves  acrtuated 
by  floats.  In  this  way  air  is  uaed  saturated  with  moisture,  and 
the  steam  and  cold  water  assist  the  differential  ends  of  the 
cyliiiders  in  communicating  and  absorbing  heat.  The  piston  ma,j 
he  kept  air-ti|;ht  by  a  stratum  of  water  or  may  work  altogethei 
under  water. 

[Priiiiod,  M.    Dfiwinif.] 

A.D.  1858.  November  4.— N-2-164.     (*  •) 
NAPIER,  Jamks    Robert'.  —  {Provisional  protection    only.)-fi 
Improvements  in  obtaining  motive  power  by  means  of  heat. 

This  invention  relates  to  the  working  of  engines  by  steam  acm 
gas,  and  consists  in  heating  the  steam  or  gas  by  subjecting  it  toiM 
the  action  of  pipes,  or  other  passages,  ttirough  which  currents  of 
hot  liquid  are  made  to  circidate;  these  currents  are  not  intendodl 
to  form  any  part  of  any  body  of  liquid  from  which  the  steam  in 
gas  may  be  generated. 

f  Printed,  •!€/.    No  Dtawinga.] 

A.D.  I85tt.  November  4.— N"  246?. 
BROOMAN,  Richard   Ahchibald.  —  (.^   ctmmtmication.)- 
"  Treating  air  and  gasea  and  the  employment  of  the  same  fo 
"  oht^ning  motive  power." 

The  induct  pipe  of  the  air  pump  communicates  with  a  tanlfc 

filled  with  wicking  or  other  subOTance  having  capillary  propertiM  J 

'     iging  and  having  the  lower  end  immersed  in  water.     'ITie  alf.a 

ich  supplies  tiie  pump  passes  through  this  tank,  and  may  b 
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pening         | 


mixed  with  oil  in  its  nomal  condition  by  Tneans  of  no 

the  iadnct  pipe  cloBeii  bj  a  valve  coimected  with  the  govemgr 
of  the  engine.  The  heater  is  in  the  form  of  a  hollow  libbon 
concentrically  coiled.  The  exhaust  port  in  murine  and  Htationary 
engines  h  m&de  to  communicatf  with  the  moistening  tank,  and 
the  exhaust  air  passes  thiough  a  aericB  of  wire  gitUKe  diaphragms 
kept  wet,  to  the  air  pump. 
[PrtnMd.M.    DtBwing.] 

A.D.  1858,  November  !).— N°  2503. 
DAWES,  John  Samuei.. — Machine  t 
land,  and  a.  new  method  of  actuating' 
machines  used  for  the  like  operationB. 

The  2nd  part  of  this  invention  coniiists  in  compressing  air  by 
mesas  of  a  wheel  or  engine  aotuated  by  u,  stream  of  water,  or  of 
any  other  motive  power  engine,  into  strong  metallic  tubular  or 
other  portable  receivers.  These  are  filled  at  anyconvenient  source 
of  power,  and  &re  then  transferred  to  the  agricultural  engine,  the 
OomprcBaed  air  serving  instead  of  steam. 
[Printed,*/.    Drawing.] 

A.D.  1958,  November  11.— N"  2530, 
WRIGHT,    RoDBRT,  and  MERCER.   Thomab    Jambs,    the 

younger. — (Prooifioaal proteetion  onli/,) — "Motive power  engine." 
This  consista  of  a  series  of  condensinj;  pumps  worked  by 
eccentrics  fixed  on  the  main  shaft  of  the  engine  so  that  the 
BtrokcB  of  the  pumps  follow  eooh  other  in  regular  succession. 
The  air  is  condensed  by  these  into  a  reservoir  provided  with  a 
•afety  valve,  and  ia  thence  conducted  into  a  cylinder  and  acts 
upon  a  pbton.  The  motive  power  thus  obtained  is  communicated 
to  the  shaft  by  which  the  pumpa  are  worked. 

Ii:Prtnteii,  Id.    No  Drawings.] 
A.D.  1858,  November  16.— N"  2563. 
■PREDAVALLE,  Bartolommeo. — [Pronwimie/  protection  only.) 
—Motive  power  is  produced  by  the  vertical  preesure  of  a  column 
of  fluid  alternately  cat  off  and  restored. 
A  veasel  consisting  of  two  parts  kept  in  contact  has  a  pipe 
wmmiunicating  with  ita  interior  and  filled  ivith  fluid  to  obtain 
thepreesaie  equal  to  the  weight  of  a  column  having  the  diameta 
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of  the  vessel's  interior  and  the  height  of  "^e  pipe.  The  hottom 
of  the  vessel  is  connected  to  one  end  of  a  beam^  totiie  other  end  of 
which  is  connected  a  similar  apparatus.  The  pipes  are  each  pro- 
vided with  valves  acted  on  by  the  motion  of  the  machine  so  as  to 
open  and  close  alternately.  When  one  is  open  the  column  of 
fluid  in  it  will  act  on  and  force  down  the  vessel  in  connection  with 
it.  Liquids  or  vapours^  gaseous  or  aeriform  fluids  may  be  used. 
[Printed,  4d.    No  Drawings.] 

A.D.  1858,  November  29.— N"  2708. 

STARBUCK,  MosBS. — (Promsional  protection  not  aUowed,)'^ 
My  invention  consists  in  the  ap|ilication  of  a  static  pressure  to 
produce  a  continuous  movement,  which  movement  is  effected 
"  in  consonance  with  the  settled  laws  of  mechanical  philosophy 
by  means  of  arrangements  of  mechanical  devices  heretofore  un- 
developed.'^  By  these  the  pressure  is  converted  into  a  continu- 
ous movement,  from  which  the  pressure  is  given  off  (minus  -the 
friction  of  the  engine)  for  the  purpose  of  moving  any  machinery 
to  which  the  engine  can  be  applied. 
[Frinted*  4(2.   No  Drawings.] 


A.D.  1858,  December  2.— N«  2758.    (*  *) 

TYSSEN,  Jacobus. — {Provisional  protection  onh/,) — "  Improve- 
"  ments  in  obtaining  and  applying  motive  power." 

Motive  power  is  obtained  ''by  means  of  compressed  air  and 
*'  water  combined  and  made  to  act  upon  a  wheel  enclosed  in  a 
case  to  prevent  the  water  escaping  before  it  has  .produced  its 
effect.  The  compression  of  the  air  and  water  is  effected  in  an 
air-tight  vessel  by  the  aid  of  ibrce  pumps,"  worked  by  the 
motive  power  thus  obtained,  or  by  an  auxiliary  engine,  or  other- 
wise. 

[Printed,  4c2.   ITo  Drawings.] 

A.D.  1858,  December  13.-rN«5853, 

ROUSSEL,  Joseph  Mari£. — {Provisional  protection  only,) — 
Motive  power  air  is  compressed  into  a  reservoir  by  a  hand  pump, 
and  then  used  to  set  in  motion  different  pumps,  which,  by  their 
clappers,  renew  the  air  in  the  reservoir,  and  also  introduce  it  into 
a  great  reservoir,  until  it  hna  accumulated  sufficifiiiily  to  be  UMd 
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i  a  motive  power.    During  the  actioii  of  the  water  the  pumps 
ippl;  air  aufSment  to  compensate  for  that  used. 
[Printed,  Sd.  SnwinE-J 


1859. 


A.D.  1B59,  January  18.— N"  151.     (•  •) 
ARCHIBALD,   CHAHLEa    Dickson.— (.4    communication  from 
Henry  Manra  Paine.) — "  Generatins;  force." 

This  invention  consists  in  so  constructitig  a  piston  that,  when 
acting  under  the  pressure  of  fluid  bodies,  the  resistance  it  meets 
or  generates  shall  he  made  to  assist  the  process  of  displacing, 
condensing,  or  exhauating  without  waste  of  the  elements  em- 
ployed. "  Instead  of  the  usual  cylinder  I  construct  a  case  .  .  . 
"  having  parallel  sides.  The  follower  is  composed  of  two 
"  planes,  of  auch  width  as  to  fit  exactly  between  the  sides  .  ,  . 
"  and  of  the  length  necessary  to  secure  the  required  amount  of 
"  displacement,  These  planes  are  jointed  at  their  junction,  and 
"  attached  to  the  piston  rod  by  lugs  or  links,  and  are  packed 
"  with  leather,  rubber,  or  other  suitable  material  to  prevent  leak- 
"  age.  The  piston  so  conatructed  is  called  a  'bi-valve,'  and  if 
"  we  assume  that  the  pknes  are  each  four  inches  long  and  one 
"  inch  wide,  then  when  the  piston  rod  has  been  drawn  out  so 
"  as  to  cause  the  planes  to  stand  at  right  angles  with  each  other, 
"...  eight  cubic  inches  of  the  superincumbent  fluid  will  have 
"  been  displaced.  .  .  . 

"  To  obviate  or  lessen  frictiona!  resistance,  I  adapt  friction 
"  rollers  to  the  planes  of  the  hi-valve,  or  auspeod  the  toes  of  the 
"  planes  by  rods  or  levers  within  the  case,  and  so  adjusted  as  to 
"  swing  like  a  pendulum,  and  to  allow  the  required  motion  to 
"  take  place  without  undue  pressure  or  friction." 

'I'he  fluids  in  the  case  are  subjected  to  a  high  degree  of  pressure. 
[Printed,  M.    Drawing.] 


A.D.  1859,  January  24.— N"  213. 
LAUBEREAU,  Joseph.- Air  engine. 

The  heating  chamber  has  double  U-shaped  sides  and 
cations   between  thera.     A  grooved  piston  made  of 
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conducting  metal,  such  as  bronze,  works  in  it  without  touching 
the  sides.    The  top  of  the  piston  is  made  into  a  chamber  filled 
with  non-conducting  substances,  such  as  lampblack.     On  this 
again  is  cotton  or  like  substance.     This  piston  forces  the  air  from 
the  cold  end  of  the  chamber  through  the  heated  end  or  a  pipe 
to  a  cylinder,  where  it  drives  forward  a  piston.    The  piston  of 
the  heating  chamber  in  its  return  stroke  draws  the  air  back  to 
the  cold  end  of  the  chamber,  and  the  working  piston  is  forced 
back  by  the  pressure  of  the  atmosphere  aided  by  a  partial  vacuum. 
By  employing  two  heating  chambers,  each  connected  with  one 
end  of  the  working  cylinder  this  may  be  made  double  acting. 
[Printed,  1*.    Drawing.]  ] 

A.D.  1859,  February  4.— N°  318. 

HART,  John  Woolley. — {Provisional  protection  not  allowed.) 
— Raising  water  or  other  liquids,  and  compressing  and  forcing 
fluids,  atmospheric  air,  or  other  aeriform  bodies. 

This  is  done  by  a  tube  of  iron  or  other  material,  in  which  a  slot 
is  cut,  and  aroimd  which  sheet  zinc  or  copper  is  coiled,  allowing  a 
distance  between  each  wrap  of  the  coil  corresponding  with  the 
width  of  the  slot.  A  hollow  spindle  of  the  same  area  as  the  slot 
is  fixed  through  the  centre  of  the  tube.  One  end  of  the  spindle 
is  open,  and  enters  a  strong  chest  to  which  is  attached  the  pipe 
or  hose  to  conduct  the  water  to  the  required  height.  A  large 
outer  box  is  kept  just  half  full  of  water,  and  by  turning  the  coil 
air  and  water  is  forced  into  the  inner  chest.  The  water  passes 
up  the  pipe  or  hose,  and  the  air  may  be  used  to  force  water  from 
a  chest  into  the  receiving  chamber,  or  to  feed  the  pump  or  engine, 
or  else  it  may  be  discharged  through  a  series  of  columns  of  water, 
each  containing  a  wheel  similar  to  a  water  wheel.  By  these 
means,  or  by  heated  air  through  th&  same  means,  power  may  be 
obtained. 

[Printed,  4d,   No  Drawings.} 

A.D.  1869,  Februaiy  7.— N«  341.     (*  *) 

CRISPIN,  William  Henry. — (Provisional  protection  only,) — 
"  An  improved  atmospheric  and  hydraulic  engine  for  sailing  and 
"  steam  vessels." 

*^  The  elemental  power  is  obtained  by  the  'oscillation  of  a  pen- 
'*  dulum,  the  vibration  whereof  is  caused  by  the  motioiSLCil  'VK^ 
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"  ship ;  suitable  arrangements  of  wbeelwork  or  olhet  neceasary 
"  contrivances  and  combination  of  Tnachinery  bein;^  actuated  hy 
"  the  pendulum  when  io  oBcillation."  The  motivfi  power  thus 
obtained "  may  be  used  tor  the  condensation  or  exhatiBtion  of 
"  atmoapiieric  air,"  and  other  purpoEes. 
(Trinted,*!    No  DrawiDgs.] 

A.D.  186!),  March  9.—S-  609. 
PILBROW,  3 AMES.— (Provmonal  prolectioa  only.)— A   flexible 

I  elastic  tube  such  aa   "red  miner^ized  india  rubber"  is  placed 

between  two  rollers  or  a  roller  and  a  flat  Hurface,  one  end  being 
connected  with  an  air  pump  and  the  other  left  open  to  the 
atmosphere. 

Upon  the  aic  bein;;  exhausted,  the  rollera  will  move  towards  or 
alonft  the  collapsed  part  with  a  traction  or  propelling  fbree  in 

I  proportion  to  the  power  necesaarf  to  collapse  the  tube.    If  the 

tube  be  macle  so  as  to  require  fourteen  pounds  on  every  square 
inch  to  collapse  it,  the  atmosphere  would  cause  it  to  collapse,  and 
the  rollers  would  receive  an  effect  to  urge  them  forward  to  this 
amount.  By  laying  such  a  tube  along  a  line  of  railway  or  canal, 
a  carriage  or  vessel  might  be  propelled.     If   such   a  tube  were 

I  placed  within  and  around  n  circular  air-tight  chamber,  one  end 

I  being  free  and  open  within  the  chamber  and  tie  other  paaaing 

out  and  open  or  connected  with  a  condenser,  s  wheel  with  rollers 

I  similar  to  those  described  could  be  driven  round  by  the  action  of 

I  steam  (which  would  thus  be  a  substitute  for  the  air)  and  rotary 

I  motion  given  to  machinery, 

L  [printed,  ikf.    Ko  Drawings.] 


AJ).  1859,  March  13.- 


k 


THIRION,  Albert  Louis. — Improvements  in  mills. 

The  swifts  or  wings  are  attached  to  a  circle  by  pivots,  and  have 
the  same  action  as  doors.  To  the  part  opposite  to  the  pivots  wire 
rods  are  attached,  the  other  ends  of  which  are  fastened  to  a  move- 
able circle,  by  moving  which  the  wings  may  be  set  to  any  required 
position.  The  moveable  circle  is  provided  with  a  rack  so  at  to 
remain  in  the  position  in  which  it  is  set.  The  pal]  which  holdt 
the  rack  has  a  spring  or  other  contrivance  to  render  it  elastio,  so 
t}iat  the  wjngs  can  change  their  position  with  voriationa  in  the 
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force  of  the  wind.  The  xniU  is  stopped  by  disconnecting  the 
rack. 

[Fnnted,  lOd,   Drawing.] 

A.D.  1859,  March  29.— N«  784. 

MEEKINS,  Thomas  Mossom.  —  {Provisiomtl  protection  not 
allowed,)  —  Production  of  motive  power,  and  of  pvojectOe  and 
explosive  force. 

Gases  are  evoluted  by  electricity  introduced,  into  a  cylinder 
mixed  or  separate  at  first  (but  during  the  latter  part  of  the  stroke 
of  the  cylinder  the  gases  being  mixed),  and  combined  by  an 
electric  spark  or  other  means.  The  gases  may  be  heated  or  dried, 
or  not,  and  the  residuum  resulting  from  the  combination  may  be 
received  into  a  receiver  exhausted  oir  not. 
[Printed,  4(1.   Xo  Drawings.] 

A.D.  1869,  April  29.— N»  1078. 

BOSSHARD,  Henry. — (Promsiowd  protection  only,) — A  motor 

or  driving  apparatus  is  constructed  of  ^'  clockwork  with  weights 
and  barrels.  As  one  of  the  barrels  is  being  wound  up  by  the 
action  of  the  wind,  wat»,  or  other  natural  power  upon  the  sails, 
water  wheel,  or  other  apparaitus  connected  with  it  for  that  pup- 

**  pose,  one  of  the  weights  will  drive  the  other  barrel,  the  axle  of 

^^  which  will  set  the  clockwork  in  motion.'^ 
The  object  is  to  collect  a  power  produced  periodically  and  to 

convert  it  into  a  perpetual  or  fixed  periodical  movement. 
PEVinted,  4c2.    No  Drawings.  ] 

A.l>.  1859,  May  2.— N«  109S. 

JUMELAIS,  Ange. — {Provisional  protection  only,) — ^An  appa- 
ratus yielding  iUimited  power  rests  on  the  principle  of  atmospheric 
pressure. 

It  *'  consists  of  a  series  of  tubes  lightly  connected  with  eadi 
"  other,  each  tube  containing  a  helix  of  ordinary  form  which 
actuates  a  shaft  projecting  from  the  said  tube  and  operating  an 
external  pulley.  Tlie  issuing  out  of  the  said  shaft  from  the 
*'  tube  is  to  take  place  without  any  **  ^leakage,  which  can  easily 
be  obtained  by  means  of  a  stuffing-box  lid.  The  permanent 
pressure  is  obtained  by  means  of  a  double  piston  sacking 
pump  which  actuates  one  end  of  tiie  connected  ta\^&r  ^'t.\r| 


(S 


302  AIR.  GAS,  AND  OTHER 

means  of  a  waterfall  or  rapid  stream,  in  which  cose  the  tubes 
including  the   helices  must   be   arranged   so  aa   to   repreaent  a 

[Printol.W.    NoDmwings.J 

A.D.  1859,  May6.— N-1138. 
ANGERSTEIN,  Fredbbick,  CLEGG,  Rohert,  and  THOR- 
RINGTON,  Gbobgb. — Appwatua  for  obtaining  motive  power 
conBisting  of  one  or  more  cog  wbeela  revolving  loose  on  a  sliaft, 
with  a  rim  or  rima  at  the  aides,  and  at  tbe  aide  of  the  rim  or  rims 
a  square  shaft  to  take  a  ratchet  star  or  pawl  wheel  on  a  aquue 
box  to  fit  pawls  fixed  and  allowed  to  slide  upon  the  square  shaft 
to  catch  to  the  top  or  inner  rim  of  the  cog  wheel.  On  the  other 
side  pawla  or  ratchet  wheels  to  reverae  the  motion  may  be  placed. 
Tbe  cog  wheel  ia  worked  by  two  horizontal  toothed  racka,  tiie 
ends  of  which  reat  upon  extending  arms  to  work  in  suitable 
grooves  the  revarae  way  to  each  other,  to  which  motion  is  given 
by  a  lever  fixed  to  two  horizontal  levers  arranged  to  take  the 
bearing  of  the  whole  ieveraga  of  the  driving  or  cog  wheel. 
On  the  shaft  is  a  fly  wheel  or  drum  maiie  to  revolve  at  a  required 
speed  by  the  action  of  tbe  cog  wheel,  and  to  impart  motion  to  the 
wheel  or  vehicle  by  bands  or  other  cootrivances  of  an  elastic  pres- 
sure or  othernise  by  which  additional  leverage  is  given  from  the 
wheels  and  ground.  "  It  may  be  used  for  all  purposes  for  which 
"  steam  or  other  power  is  at  present  applied,  or  for  iDcreasing 
"  such  power  to  an  almost  unlimited  extent." 
[Printed,  lOiJ.    Dnving:.] 

A.D.  1859,  May  9.— N°  11G4. 
HUGHES,  EowABD  Thomas. — [A  communieation  fnm  Aime 
Francis  Lopiae.) — Water  saturated  with  ammonia  is  conducted 
through  a  apirally  coiled  pipe  kept  at  a  temperature  of  about  212° 
by  steam  or  by  a  "  furnace  and  water  bath." 

The  pipe  ends  in  a  cylinder  in  the  centre  of  the  water  batU 
from  which  the  gas  aeparated  by  the  heat  passea  through  a  lube 
to  act  on  a  piston.  A  pipe  furnished  with  a  valve  and  a  float 
counterbalanced  by  a  weight  serves  to  keep  the  water  in  the  re- 
ceptacle at  a  constant  height  and  to  conduct  the  aurplus  water 
which  is  made  to  pass  through  a  set  of  tubes  cooled  by  a  current 
of  cold  water  into  t)ic  alworber.     The  gas  after  working  on  the 
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puEon  puaes  through  a  aieve  of  iron  gauze  into  the  bottom  of  the 
aUaorber  where  it  is  again  taken  up  by  the  water. 
[Printed,  Is.  Sd.    DruwinffB.] 

A.D.  1859,  May  I?.— N-  1227.     (•  *) 
NASMYTH,  Jamkb. — "Improved  apparatus  for  obtaining  and    | 
"  applying  motive  power." 

"  I  form  a  kind  of  inverted  syphon,  and  in  the  pnrt  connecting 
'■  the  two  limbs  of  the  syphon  together,  I  fit  a  valve  or  valves  tor 
''  cutting  off  the  connection  between  the  two  limha  of  the  aypbon. 
"  ITie  one  limb  I  conuect  with  a  reservou-  or  equivalent  arrange- 
*'  ment  or  contrivance  for  supplying  a  head  of  water  to  the  ap- 
"  paratus,  and  in  the  other  limb   1  fit  a  piston  from  the  rod  of 
"  which  the  motive  power  is  taken."     "  In  connection  with  the 
"  bottom  of  the  limb  ia  an  air-tight  chamber,  which  ia  capable  < 
"  being  opened  to  and  cut  off  from  this  limb  of  the  aypbon  by  meai 
"  of  suitable  vdvea,"     "  To  set  the  apparatus  in  action,  wab 
"  is  let  into  the  chambers  forming  the  Bypbon,  and  the  syphon 
'■  valve  being  opened,  it  will  flow  into  both  liraba,  aud  the  piaton 
"  will  be  caused  to  rise  in  its  cylinder.     When  the  piston  shall 
"  have  reached  the  end  of  its  stroke,  the  syphon  valve  must  be 
"  shut,  and  the  valve  communicating  with  the  lower  chan 
"  opened.      The  water  will   then  flow  into  the  lower  chan 
"  (leaving  a  vacuum  in  the  cylinder  below  the  piaton),  and  tW  I 
"  piston   will   follbw   the   descending   column   of   water.      Th«S  I 
"  position  of  the  valves  must  then  be  reversed,  and  a  fresh  columitf  ^ 
"  of  water  allowed  to  flow  to  the  second  limb  of  the  syphon 
"  from  thence  through  the  lower  chamber  to  the  working  cylinder  I 
"  below  the  piaton,  and  thereby  cause  the  ascent  of  the  piston,  I 
"  and  thus  a  continuous  traverse  motion  of  the  piston 
"  cylinder  is  obtained." 
[Priuted.  lOfi.    DrowiiiK.J 

A.D.  1859,  May  .'Jl.— N"  1345. 
GAMBARDELLA,  PmhtPee.— [Provisional  protection  on!j/.)~ 
This  is  for  obtaining  motive  power  from  a  mixture  of  hydroge^ 
or  oxygen  eiploded  by  an  electric  spark. 

The  cylinder  and  slide  valve  are  modified  by  placing  theentranoa 
and  exit  parts  on  the  contrary  aide  from  their  usual  positio: 
other  suitable  position  at  equal  distances  ttom  ftift  ^.'a^  *S.  '5 
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piston  where  the  enfpne  is  worked  at  a  (peat  epeed.  Instead  of 
the  ordinaiy  valve,  a  tap  with  aeveritl  cavities  aud  a  second  t^t 
opening  alternately  are  employed.  The  feed  and  dischat({e  taps 
are  about  double  the  usual  she.  In  hif^h-prefiaure  engines  eccen- 
tdcs  are  used  to  give  the  shde  valve  the  back  motion. 

ITrintcd,  id.    No  Drawinsa.] 

A.D.  1859,  June  2.— N°  1360. 
PASCAX,    JzAN     Baptistb.  — "  Improvements    in    botair 
"  enffineBi" 

The  air,  more  or  less  coropreased,  is  heated  and  cooled  in 
piston  generators,  oBoh  consisting  of  a,  chamber  built  above  a 
I  ftirnace,  anil  separated  from  it  by  a  diaphragm  of  east  iron  of 
'  considerable  thickneaa  at  its  centre,  and  gradually  diminishing 
in  thickness  towards  the  circumference.  This  projects  into  the 
iiirnace,  and  takes  up  the  greatest  quantity  of  heat  disengaged. 
In  the  chapuber  works  a  piston  consisting,  first,  of  a  mass  of  cast 
iron  fitted  to  the  diaphragm,  secondly,  a  layer  of  maaonry  for 
intercepting  the  heat,  and  thirdly,  of  two  super-imposed  plates, 
I  between  which  cold  water  constantly  circulates.  The  receiver,  or 
working  cylinder,  has  a  bottom  of  ctuit  iron  similar  to  that  of  the 
f^enerators,  and  is  heated  by  flues  tram  the  furnaces.  The  motive 
piston  is  of  bronze,  to  transmit  the  heat  it  receives  from  the 
bottom  to  the  heated  air  above.  There  is  a  reservoir  for  com- 
pressed air,  which,  by  means  of  valves,  reestabUshcs  the  initiid 
presBure  in  the  generators  when  diminished  by  reason  of  escapes. 
This  reservoir  has  two  casings,  and  an  aTmular  apace  between, 
into  which  water  is  foroed  by  pressure  from  below,  which  thus 
establishes  a  hydraulic  cssing. 

[Printed,  li 


A.D.  1859,  June  10.— N"  1413.     (•  •) 
PICCIOTTO,  MosBS  Havm. — "  Improvements  in  apparatus  for 
"  producing  or  obtaining  motive  power." 

"  My  invention  consists  in  arranging  and  combining  apparatus 
"  in  which  motive  power  is  produced  by  the  gravity  or  pressure 
"  of  a  permanent  column  of  fluid  in  a  stationary  pipe,  the  base 
"  of  which  is  connected  to  a  fised  cistern  or  chamber,  to  the 
"  bottom  whereof  are  attached  a  number  of  vertical  flexible 
"  tubes,  terminating  in  and  attached  to  a  moveable  plate,  piston. 
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or  vesseU,  capable  of  tn^reUing  up  and  down  (in  guides  or  in 
a  cylinder),  the  flexible  tubes  bending  and  unbending  as  the 
moveable  plate,  piston,  or  vessel  rises  and  descends.  This 
plate,  piston,  or  moveable  vessel  is  also  connected  io  one  end  of 
a  beam,  the  other  Cfad  of  which  is  connected  to  a  precisely 

similar  apparatus The  gravity  or  pressure  of  i^e  cohmm 

of  fluid  will  act  upon  and  force  down  the  plate,  piston,  or 
moveable  vessel  at  that  end,  unbending  the  tubes,  and  bringing 
"  down  the  corresponding  extremi^  of  the  beam,  whilst  at  the 
"  same  time  communication  is  closed  between  the  main  pipe  and 
"  the  flexible  tubes  at  the  other  end  of  the  beam,  <;ausing  suoh 
end  to  rise,  its  tubes  bending  accordingly,  to  facilitate  which 
operation  a  smalL  quantity  of  fluid  contained  therein  may  be 
let  off  to  be  pumped  back  into  the  main  pipe,  llie  action  is 
then  reversed,  communication  being  opened  on  the  up  side, 
"  and  closed  oh  the  down  side,  and  so  on,  whereby  reciprocatii^ 
"  motion  is  produced,  and  motive  power  obtained.'' 

"  The  term  fluid  "  is  intended  to  "  comprise  water  and  other 
"  liquids,  gaseous,  and  aeriform  fluids,"  &c. 

[Printed^  8d.   Drawing.] 

A.D.  1859,  June  11.— N»  1416. 

JAMES,  Jabez. — Motive  power  applicable  to  lifts  or  cranes, 
raising  dock  weights,  grinding,  pumping,  and  other  purposes, 
where  water,  steam,  or  air  pressure  is  available. 

It  consists,  first,  in  using  a  cylinder  and  piston,  the  Tod  of  which 
is  fitted  with  a  cross  head  working  in  guides  between  the  two  sides 
of  an  endless  chain  passed  over  two  notched  pidleys.  The  cross 
head  has  two  palls  set  in  reverse  directions  and  gearing  into  the  two 
sides  of  the  chain,  so  as  to  impart  to  it  a  continuous  travelling 
motion  when  the  piston  is  forced  backwards  or  fcnrwards,  and  thus 
rotating  the  spindles  from  which  motion  may  be  transmitted.  The 
valve  motion  preferred  consists  of  a  cylindrical  valve  casing,  and 
a  cylindrical  hollow  valve  formed  with  a  flange  at  each  extremity^ 
so  as  to  leave  an  annular  space  between  the  valve  and  the  easing. 
The  flanges  are  wide  enough  to  dose  ihe  ports  leading  to  Ihe  ends 
of  the  cylinders.  The  valve  is  ooanected  loosely  to  a  spindle  bf 
a  boss  through  which  ihe  spindle  has  a  certain  amount  oi  Icngi* 
tudinal  play.  An  arm  on  lUie  dvoss  (bead  before  the  piston  Teaches 
the  end  of  its  stroke,  comes  in  ^ODiitect  with  «  coUaX)  wcLd. 
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with  it  the  valve  spindle,  but  not  the  valve.  By  the  time  the 
spindle  has  arrived  at  the  end  of  its  free  play,  a  hob  lever  con- 
nected with  the  valve  will  be  driven  into  a  vertical  position,  and 
on  being  tipped  over  will  draw  with  it  the  spindle  and  valve, 
eSectJDg  the  instftntttneous  change  to  the  requirerl  position  for  the 
next  stroke. 

[Printad,  Is.Id.    Dniwiii((a.] 

A.D.  1859,  Jnae  18.— N"  146?. 
'LUIS,     Jozfi.  —  (A    cfmnamiEotion    from     Bernard     Zacharie 
IrflMws.)— Windmill . 

The  sails  are  twelve  in  number,  and  are  made  of  thin  battena. 
Each  is  composed  of  two  parts,  the  sad  and  the  counterssil,  ren- 
dered solid  by  metal  plates  or  bands,  and  is  fixed  by  spriogs  on 
a  wooden  arm.  A  little  windmill  placed  in  fr'ont  causes  the 
position  of  the  suls  to  vuy  according  to  the  force  of  the  wind, 
by  winding  up  chains  received  in  grooves  cut  in  the  nave  in  which 
the  small  sails  are  adjusted,  and  fixed  at  one  end  to  a  square  of 
iron  fised  on  the  large  sails.  This  mechanism  is  only  adjusted  to 
three  sails,  but  the  others  are  joined  by  jointed  levers,  so  that  they 
all  act  together.  The  springs  which  maintain  the  sails  permit 
them  to  yield  as  required  by  the  force  of  the  wind. 
[Prirtod,  lOd,    DrawinsO 

A.D.  1859,  September  30.— N°  2221.    (•  •) 
JOHNSON,  John  Henry. —  {A  commaniea/ion  from  Messieurs 
Dalifot  and  Company.)  —  Reworking  the  waste  steam  of  steam 
engines. 

The  steam  which  has  produced  its  effect  in  the  steam  cylinder 
passes  bytbeexhuust  pipe  into  the  first  cylindrical  receiver,  which  is 
contained  within  a  water  bath  of  a  temperature  of  85°  cent.  This 
temperature  is  regulated  by  a  jet  of  steam  from  the  boiler,  and  by 
jets  of  cold  water  supplyed  by  a  pump  through  a  rose  jet  which 
directs  the  water  to  the  top  of  the  receiver,  whence  it  flows 
through  apertures  into  the  water  bath  which  prevents  overheating 
this  portion  of  the  chamber.  In  this  receiver  the  steam  under- 
goes partial  condensation  which  facihtates  its  expansion  and 
escape  from  the  cylinder.  From  this  chamber  the  steam  passes 
bjr  a  lower  pipe  to  the  second  chamber  enclosed  by  the  bath, 
similar  in  everf  respect  to  t\ie  piecediog  fty^jarotus.    The  water 
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of  this  second  bath  has  a  temperature  of  88^  cent.>  which  is  rather 
higher  than  that  of  the  first  one^  and  by  vapourizing  the  more  or 
less  watery  particles  forms  the  starting  point  of  the  reheating  or 
regeneration  of  the  steam.  It  is  rapidly  drawn  through  the  pipes 
of  the  pump^  and  thence  is  forced  along  the  pipes  to  the  two  coils 
one  on  each  side  of  the  furnace  and  placed  near  it ;  here  its 
pressure  is  encreased  by  an  encrease  of  heat,  and  which  is  regu- 
lated by  the  dampers.  At  this  point  a  jet  of  steam  from  the 
steam  chamber  of  the  boiler  is  directed  into  the  coils,  and  mixes 
violently  with  the  surcharged  steam  they  contain,  still  further 
encreasing  its  pressure,  and  driving  it  along  the  tubes  into  the 
boiler,  thereby  producing  a  vacuum  which  effectually  exhausts 
the  steam  from  the  body  of  the  pumps  and  passages  it  has  to  ^ 
travel.  The  steam  is  now  in  a  condition  to  be  again  directed  into  fr 
the  cylinder  of  the  engine,  where  it  operates  upon  the  piston,  is 
subsequently  submitted  to  the  action  of  the  regenerators,  and 
thus  is  indefinitely  reworked  without  any  additional  cost  of  fuel 
or  loss  of  force. 

Some  modifications  are  suggested ;  the  coils  may  be  replaced 
by  straight  pipes  ;  more  than  two  pumps  may  be  used ;  the  water 
in  the  baths  may  be  replaced  by  air ;  and  the  entire  apparatus 
may  be  worked  by  gaseous  vapours. 

[Printed,  Sd,    Drawing.] 


A.D.  1859,  October  12.— N«  2325.     (*  *) 

TANGYE,  James. — (Provisional  protection  only,) — "  A  new  or 
improved  method  of  actuating  certain  kinds  of  motive  power 
engines,  and  in  the  distribution  of  motive  power." 

In  the  neighbourhood  of  mines,  or  in  other  localities  where 
coal  is  cheap,  I  erect  low-pressure  or  condensing  steam  engines, 
which  said  engines  are  made  to  work  condensing  pumps.  By 
means  of  the  said  pumps  I  condense  air  into  accumulators  or 
reservoirs  to  any  desired  pressure.  With  the  said  accumulators 
or  reservoirs  I  connect  a  series  of  pipes,  somewhat  similar  to  the 
pipes  by  which  gas  and  water  are  usually  distributed  in  towns 
by  means  of  the  said  pipes.  The  condensed  air  can  be  trans- 
mitted to  the  locality  where  it  is  wanted,  and  appUed  in  place  of 

"  steam  to  actuate  the  engines  usually  actuated  by  steam," 

[Printed,  4rf.    No  Drawings.] 
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A.D.  1859,  November  10.— N"  2561. 
DAY,  William. — {Provisional  protection  oitl!/.) — Tlie  invention 
ConsistH  in  an  airtuigement  of  padcllea  or  £oat  boards  applicable 
for  propelling  vessels  and  for  converting  the  force  of  the  wind 
into  a  motive  force. 

The  advancing  paddles  are  made  to  advance  in  an  edgewaj 
direction,  gradually  feathering  or  altering  their  position  in  rotation. 
This  is  done  in  vessels  bj  guide  rods  supported  in  suitable 
brackets  when  the  paddles  arc  made  ut  the  bow,  and  hy  a  toothed 
wheel  applied  on  the  inside  plate  of  the  puddle  wheel  when 
paddle  wheels  are  used.  The  toothed  wheel  derives  its  motion 
from  a  fixed  pinion  with  a  difCerential  motion  formed  on  the  same 
■nd  acts  on  the  axles  of  the  floata  or  paddles.  When  applied  to 
windmills  they  may  be  used  horizontally  or  vertically. 
|Trinl«d,  id.    No  Dntniags.] 


A.D.  1859,  December  7.— N"  276?. 
ANDERSON,  Jahbb. — In  this  invention  coal  is  first  partiall; 
burned  and  wholly  distilled  in  a  furnace,  into  which  the  proper 
quantity  of  air  is  introduced.  The  gas  obtained  is  introduced 
into  the  combustion  chamber,  where  its  combustion  ia  effected 
with  the  aid  of  a  suitable  quantity  of  atmospheric  air  which  has 
passed  thiough  a  hot  porous  material.  The  products  of  combus- 
tion pass  through  a  second  poroua  mass  to  the  space  below  the 
working  piston,  which  is  raised  by  the  continual  expansion  of 
the  gaseous  matter.  To  prevent  the  loss  of  heat  the  piston  has 
attached  to  its  lower  surface  cylindrical  shells,  which  in  the 
descent  of  the  piston  enter  narrow  recesses  separated  by  similar 
shells.  On  the  descent  of  the  piston  the  gases  pass  down 
through  the  poroua  meditmi,  depositing  therein  the  whole  or  the 
greater  portion  of  the  heat  remaining  in  them  and  escape  by  a 
suitable  valve.  Air  is  admitted  above  the  piston  during  its 
descent,  becomes  compressed,  and  is  forced  into  a  reservoir  which 
supplies  the  gasifier  and  combustion  chamber.  Id  some  modifi- 
cations the  gas,  after  acting  on  the  under  side  of  the  piston,  is 
made  to  act  on  upper  side,  or  on  the  upper  side  of  a  2nd  piston, 
or  to  pass  into  a  reservoir  communicating  with  the  combnstioD 
chamber.  In  others,  the  porous  matter  is  given  a  motion  like 
a  piston.     Jets  of  water  may  be  used  to  absorb  the  heat  rendered 


it 
s( 
t( 

€( 

tc 
t( 
t( 


MOTIVE  POWER  ENGINES.  299 

sensible  during  the  compression  of  the  air,  or  this  heat  may  be 
absorbed  by  sdditiosial  porous  masses. 
[Frinted^ldd.   Bsafwuig.] 

A.D.  1869,  December  12.— N«  2815.     (*  *) 

GENNERICH,  Pkincb  Gustavk. — "  A  new  system  of  motive 
"  power  applicable  for  working  cranes  and  wheels." 
The  Provisional  Specification  of  this  invention  is  as  follows : — 
The  present  invention  is  a  motive  power  applied  to  a  crane  for 
raising  goods  instead  of  multiplied  hands  or  steam  power.  The 
principle  oofBsists  of  a  heavy  weight  sliding  on  an  iron  rod 
which  is  aitrtAched  to  the  axis  of  a  wheel,  and  by  means  of  a 
snap  fastened  to  the  rod  oauses  the  wheel  to  revolve.  By  means 
of  the  heavy  sliding  wei^  the  cylinder  to  which  the  chain  is 
attached  is  made  to  act  with  great  power.  The  same  powermay 
''  be  applied  in  any  case  where  a  wheel  or  crank  is  reqinred  to  be 
'*  turned,  and  by  the  heavy  wdght  sliding  to  and  &o  ihe  iron  rod 
''  acts  as  a  balance  and  creates  a  power,  and  by  moving  up  and 
"  down  turns  a  wheel  or  crank.** 

The  final  Specification,  or  rather  the  document  filed  as  such, 
consists  merely  of  a  number  of  short  references  to  a  drawing 
annexed  thereto,  and  whidi  represents  a  complicated  arrange- 
ment of  levers,  weights,  chains,  wheels,  and  other  apparatus, 
these  references  forming  in  fact  little  more  than  a  list  of  tiie 
names  of  the  several  parts  of  which  the  machinery  is  composed. 
The  latter  has  more  the  appearance  of  a  locomotive  engine  than 
of  a  crane,  but  from  the  extraordinary  character  of  the  Specifi- 
cation it  is  impossible  to  understand  how  the  mechanism  is  meant 
to  operate. 

[Printed,  loa.    Drawing.] 

A.D.  1859,  December  12.— N°  2819. 

LOUGH,  George. — (Provisional protection  only,) — A  horizontal 
steam  cylinder  of  a  marine  engine  works  a  number  of  air  pumps 
which  force  air  into  a '^  vessel,  and  which  is  used  to  work  the 
"  piston  and  so  forth  of  a  second  cylinder,  from  the  piston  rod 
"  of  which  the  power  is  taken  off.*' 

The  air  pump  pistons  consist  of  a  hollow  conical  saddle  on 
which  is  fitted  an  india-rubber  disc,  having  the  edge  covered 
with  a  belt  of  leather  fitted  to  expand  laterally  by  ihe  expmnve 
force  of  the  india-mbber.    An  aizwtiglit  Are-^plaoe  YsoiEQsas^caiwsb 
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cylinder,  the  air  from  which  is  Uiere  consumed  by  the 
fire  after  it  has  done  its  work.  The  heat  aids  to  heat  the  boiler 
or  the  feed  water.  The  iacombuatible  gases  fall  to  the  bottom  of 
the  ash  pit  and  are  injected  by  an  cKhaustiriK  pump  into  the  sea. 
The  steam  i^  condensed  in  a  nambec  of  vertical  pipea  formed  of 
an  amalgam  of  lead  and  tin,  through  which  the  sea  is  allowed 
to  flow. 

[Printed,  W.   NoDrawinnH.] 

A.D.  1859,  December  tS.— N''2861. 
PREDAVALLE,  Babtolommbo. — (Provisional protection  only.) 
— A  pipe  or  tube  ia  fixed  vertically  into  the  upper  part,  and  eom- 
mnniofltes  with  the  interior  of  a  vessel  filled  with  fluid,  so  as  to 
obtain  the  pressure  equal  to  the  weight  of  a  column  having  the 
diameter  of  the  vessel's  interior  and  the  height  of  the  pipe.  The 
bottom  of  the  vessel  is  rigid  and  detached  from  but  adhering  to 
the  other  parts,  forming  an  air  and  water-tight  joint.  The  vessel 
is  connected  to  one  end  of  a  beam  at  two  points,  forming  pivots 
BO  as  to  move  like  the  compass  on  a  "  Cardan  movement."  The 
carer  of  the  vessel  forms  the  bottom  of  a  vacuum  chamber,  in 
the  top  and  bottom  plates  of  which  are  two  plates  through  which 
a  flexible  pipe  passes  and  communicates  with  the  interior  of  the 
vessel  and  is  connected  to  the  frame.  Between  the  pivots  on 
which  the  vessel  rests  a  chain  is  attached  which  posses  under  the 
vessel,  and  is  fixed  to  the  upper  frame  so  as  to  turn  the  vessel  up 
side  down  H-hen  it  has  completed  its  down  stroke.  The  vessel  is 
forced  down  by  the  pressure  of  the  fluid  on  the  bottom  of  the 
vessel  and  of  the  atmosphere  on  the  top  of  the  vacuum  chamber. 
And  when  the  vessel  is  turned  over  the  action  is  inverted.  There 
is  a  similar  contrivance  for  the  reversal  of  the  vessel  at  the  end  of 
the  up  stroke,  and  on  the  other  end  of  the  beam  is  a  similar 
apparatus.  A  reciprocating  motion  is  thus  produced. 
[TriQled,  \d.   No  Drswlniti.] 


A.D.  1860,  January  4.— N°  24.     (♦  *) 
MENNONS,   Marc  Antoink    Fran9oi3. — (A    cnnmuaicatiati 
Jrom   Louis   DioTdor   hosenon.) — "  Improvenienti    in    the   pro- 
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"  duction  of  motive  power,  and  in  the  apparotus  connected 
"  theremth." 

This  invention  consists  in  applytnff  the  ascensional  force  of  air 
or  gases  developed  under  witter  to  generating  motive  power,  ttndi 
in  combining  opjiaratus  whereby  this  power  is  accumulated, 
transHiitted,  and  applied.  The  principal  element  of  this  com- 
bination is  a  wheel  or  disc.  On  the  circumference  of  thia 
wheel  are  fixed  at  equal  distances  a  numher  (say  siTiteen)  of 
flexible  air  reaervoira,  communicating  with  an  equal  number 
of  tubular  paasages,  which  open  in  the  nave.  In  the  length  of 
the  fixed  shaft  on  which  thia  wheel  is  mounted,  are  formed  two 
cylindrical  cells  by  which  the  air  is  admitted  to  and  discharged 
from  the  fiexible  reservoirs  by  the  tubular  paaaagea,  with  which 
they  correspond.  The  hydro-atmospheric  wheel  thus  mounted, 
and  immersed  to  the  required  depths  in  a  suitable  reservoir,  is 
placed  in  communication  by  its  hoUow  shaft  with  an  air  com- 
preasiDg  apparatus,  which  in  its  turn  is  connected  with  the  shafl^ 
of  an  ordinary  hydrauho  wheel.  "  The  latter  being  set  in  motion 
"  acts  on  the  forcing  apparatus,  by  which  a  jet  of  compressed  air 
■'  is  thrown  into  the  hollow  abaft  of  the  hydro-atmospheric  wheel 
"  by  the  entry  cell  corresponding  with  the  orifices  of  the  fourth 
"  quadrant  or  lowest  immersed  section  of  the  latter.  The  air 
"  injected  followinf;  the  tubular  passages  within  its  range  enters 
"  and  inflates  the  corresponding  flexible  reservoirs,  which  thus 
"  acquiring  an  ascensional  force  proportioned  to  their  displacing 
■'  capacity  and  degree  of  immersion,  earry  forward  the  wheel  in 
"  their  movement  towards  the  surface.  On  reaching  the  water 
"  line  the  tubular  passages  oome  into  communication  by  tha 
"  nave  orifices  with  the  discharge  cell  of  the  fixed  shaft,  and 
"  give  egress  to  the  air  compressed  in  the  flexible  reservoirs, 
"  which  collapse  simultaneously  with  the  inflation  of  the  suc- 
"  ceeding  series  by  which  they  have  in  the  mean  time  been 
■'  replaced  in  the  fourth  quadrant.  The  btter  following  tha 
"  aseensionul  movement  of  their  predecessors,  giva  place  to  a 
"  third  series,  and  oollapae  in  the  same  way  on  passing  the  Bur- 
"  face,  so  that  each  air  reservoir  on  re-entering  the  water  in  tha 
"  continued  revolution  of  the  wheel  presents  comparatively  little 
"  resistance  until  it  arrives  at  the  turning  point,  when  the  com-  i 
"  munication  with  the  entry  cell  of  the  axle  being  again  est»» 
"  bliahed  the  movements  above  described  are  produced.  Tha 
"  force  thus  developed  by  the  hydro -atmospheric  wheel,  which  re- 
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"  presentB  about  three  times  tbat  of  the  prime  motor,  may  at  this 
"  stoge  be  applied  to  the  required  tranamisaions  of  movement" 

When  a  natural  fall  of  water  is  not  Bv^able,  a  BUpplementuy 
apparatus  ia  employed  to  produce  an  artifieial  fell.  In  this  cue 
the  reservoir  supplying  the  artificial  fall  sets  in  motion  the 
hydraulic  wheel,  "  and  by  the  same  process  as  above  givea  rise 
"  to  the  same  amount  of  force  in  the  hydro -atmospheric  wheel," 
"  say  30  h.  p. ;  a  portion  of  thia  force,  say,  for  inatBnoe,  one- 
"  tlurd  or  10  h.  p.  ia  absorbed  in  the  movements  by  which  the 
"  water  expended  on  the  hydraulic  wheel  is  thrown  back  to  its 
"  source,  white  the  surplus,  say,  20  h.  p..  remtuns  independent, 
"  to  be  applied  as  may  be  desired," 
[Printsd,  Is.    Drawing.] 


A.D.  I860,  January  9.— N"  60. 
COFFEY,  John  Ambrose. — Motive  power  obtained  by  means 
of  ponderous  bodies. 

Part  of  the  invention  relates  to  producing  motion  by  means 
of  buckets  of  water  fixed  on  an  endless  chsia,  the  water  being 
brought  up  again.  Tn  the  place  of  water  or  other  fluid,  per- 
manent weights  may  be  attached  to  arms  radiating  bom  a  centre, 
which  arma  draw  close  to  or  project  from  the  wheel,  so  that 
the  leverage  ia  shortened  aa  the  weights  are  carried  up.  This 
is  done  by  an  eccentric,  a  spring,  or  otherwise.  Or  the  weights 
may  be  attached  to  an  endleaa  chain.  The  complete  Specification 
describes  only  methods  of  obtaining  motive  power  &om  ponderous 
bodies  possessing  mobility,  as  water  or  mercury. 

[Printod  id.    No  DrawinBa.] 

A.D.  1860,  January  11.— N"  72. 
JAMESON,  John. — Improvements  in  the  invention  described 
No.514,  A.D.  1858. 

These  consist  in  employing  additional  reservoirs  which  receive 
compressed  air  from  the  cylinders  at  the  time  this  is  heated,  and 
give  it  back  to  the  cylinder  after  the  plunger  has  completed  its 
stroke.  They  are  made  to  communicate  one  at  a  time  succes- 
rivelj  with  the  cylinder  when  the  plunger  has  just  reached  the 
bottom  of  its  stroke,  and  again  in  the  reverse  oi der  at  the  end  ot 
the  upward  motion  of  the  plunger.    By  these  means  a  portion  of 
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leceivBd  from  the  atmosphere  at  each  stroke  and  pawes  by   I 
its  simple  expansion  into  its  fiual  reservoir,  the  accumulatioos  in 
which  may  be  used  for  auj  purpose  for  which  compresBed  aiz  ia 
applicable. 

[Printed,  4({.    Ho  Drawings.] 

A.D.  laeo,  January  II.— N'  79.    (*  *) 
BODTET,  Cha.bi.ss  Thomab. — {Provisional  protection  oHly.) — 

er   a.pplicab]e  to  all   brauohes  of  industij,  and  J 
*  designed  to  replace  the  steam,  the  aero-hidraulic  mover." 
"  The  apparatus  is  composed  of,  1°,  a  basin  or  recipient  full  of  ' 

o  pedeatala  ivith  coussinels  fixed  in  the  interior 
'  centre  of  each  longitudinal  side  of  the  recipient;  ^°,  a  mover 
'  axe  in  the  coussinets ;  4°,  two  iron  cross  bars  £xed  on  the  axe 
'  destined  for  the  supporting  of  the  cups  or  balloons ;  5°,  four 
■•  wooden  cups  lined  with  zinc  and  covered  with  an  air-tight 
'  doth,  which  gives  it  the  shape  of  a  balloon  when  the  cup  is 
■  sweUed ;  6°,  a  counterpoise  adapted  to  the  lining  is  designed  to 
'  send  back  the  Eur  from  one  cup  to  the  other  when  they  aie 
'  come  to  the  perpendicular  line;  7°,  a  tube,  whose  each  ez- 
'  tremitf  is  fixed  in  an  opening  practised  at  the  bottom  of  the 
'  cups,  and  giving  a  circular  freedom  to  the  air  when  it  is  pressed 
'  by  the  counterpoise."  "  My  system  has  for  its  foundation  air 
'  and  water,  and  for  it«  principle  the  difference  that  there  ia 
'  between  the  weight  of  a  volume  of  ail  and  that  of  the  same 
'  volume  of  water." 

[FrlDl«d,^I.    NaDravinga] 

A.D.  I860,  January  I?.— N"  119.    {*  *) 
aUCHET,  David  Francois  Uuis,  VONWILLER,  Jacob, 
and  SEILER,  Frrderich. — This  invention  relates  to  a  rotary 
machine,  which  will  operate  either  as  a  steam  enpne,  water  whee^ 
or  pump,  and  will  transmit  power  to  a  distance.     It  "consists 
"  of  a  machine  or  engine  composed  of  a  bucket  or  float  wheel  or 
"  of  an  endless  chain  conying  buckets  or  floats,  which  wheel  or 
"  chain  is  enclosed  in  a  ease  containing  water,  mercury,  or  other 
"  hquid,  and  caused  to  revolve  therein  by  some  moving  fluid, 
"  such  as  compressed  air,  water,  or  steam,  admitted  through  s  , 
"  pipe  carried,  by  preference,  to  the  lovrei  part  of  the  case. 
"  pinion  is  planed  above  the  bucket  or  float  frfieel,  and  is  geared    ' 
'\  into  thereby  ;    the  pinion  is   mounted  on  a  shaft  working 
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"  in  bearinj(3  fuimed  in  tlie  sides  of  the  case,  and  from  this 
"  shaft  wtatory  motion  is  transroitted.  The  inachino  may  be 
"  employed  for  the  prodnction  of  compressed  air  by  reversinji 
"  the  motion  of  the  bucket  wheel  or  chain,  whereby  air  will  I>e 
"  drawn  into  the  case,  a  portion  of  which  will  be  taken  into 
"  every  bucket  aa  it  rises  during  the  revolution  of  the  wheel  or 
"  chain  just  clear  of  the  liquid.  The  air  in  each  bucket  will 
"  become  compressed  according  to  the  density  of  the  liquid 
"  throuffh  which  the  huekets  take  it,  and  on  the  buckets  reach- 
"  ing  the  lower  part  of  the  case  the  compressed  air  issues  through 
"  apertures  prorided  in  the  sides  thereof  into  a  pipe  or  pipes,  and 
"  thence  for  use,  or  into  a  receiver.  By  attaching  a  pipe  to  the 
"  upper  part  of  the  reservoir  the  machine  acta  as  an  exhaust 
"  pump."  When  employed  aa  a  rotary  engine,  mercuiy  as  the 
liquid  in  the  case  is  used  in  a  heated  state,  in  order  to  prevent  the 
condensation  of  the  ateiun.  Alter  use  in  the  engine,  the  ateam 
is  conveyed  to  a  condenser,  where  nny  particles  of  mercury  sub- 
limated by  the  heat  of  the  steam  may  afterwards  he  collected.  A 
modification  of  the  apparatus  for  compressing  air  is  exhibited  and 
described,  wherein  the  bucket  or  float  wheel  is  replaced  by  a 
tubular  coil. 

EPiintBd,  9((.    DniwIiiK.] 

A.D.  1860,  January  30.— N°  2.10. 
JOHNSON,  John   IIenrv. — {A   cimnuaieation  from  Stephen 
H'ilcon:,  the  yoanjer.)— Hot  air  engine. 

In  this  engitia  there  is  a  single  acting  working  cylinder 
and  piston,  and  a  changing  and  supply  cylinder  and  piston. 
Between  them  is  placed  a  chamber  communicating  with  both 
cylinders  below  the  pistons,  and  containing  a  regenerator  con- 
structed so  as  to  gradually  increase  in  area  from  the  cold  to  the 
hot  side,  and  above  it  is  the  valve  and  valve  chest,  a  single  valve 
performing  the  ofQce  of  induction,  eduction,  and  equilibrium 
valve.  The  lower  parts  of  the  cylinders  and  charabew  form  the 
heating  surfaces,  in  contact  with  which  the  products  of  combus- 
tion circulate.  By  means  of  the  valve  and  the  changing  and 
supply  piston  the  hot  exhaust  air  is  forced  through  the  regene- 
rator into  the  atmosphere,  and  a  fresh  supply  of  cold  air  Is  ad- 
mitted above  the  changing  piston  and  passed  down  through  tbr 
fBgenerfttor  to  the  beating  surfaces.  The  air  is  heated  either  by 
dues  or  by  jets  of  gas  which  are  pumped  iu  at  proper  intervals 
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below  the  regenerator  and  ignited.  When  a  Hue  is  used,  the 
draft  and  heat  of  the  ftimaee  is  regulated  by  means  of  a  chamber 
filled  with  mercury  or  some  fluid  that  vaporises  at  a  high 
temperature,  and  a  diaphragm,  which  ia  raised  by  the  vapour. 
Tiie  upper  part  of  the  working  piston  ia  made  hollow  with  a 
CDntmunication  with  the  atmosphere  to  prevent  the  heat  accumu- 
lating  at  the  rubbing  parts. 
CPrinted,  1*.    Drawing.] 

A.D.  i860,  February  1.— N"  26a. 
HUDDART,  Gbobqb  Augdbtus,  and  HUDDART,  Joseph 
Durham  Ersktnk. — (Provisional  protection  onli/.} — A  series  of 
cylinders  open  at  one  end,  and  each  fitted  with  an  air-tight 
weighted  piston,  are  filled  with  air  or  aeriform  body,  and  placed 
around  the  periphery  of  a  wheel.  Tlie  whole  apparatus  is  im- 
mersed in  water.  The  pistons  as  they  come  round  compress  the 
air  or  gaa,  and  reduce  the  buoyancy  of  the  cylinders,  but  when 
they  become  pendent  they  net  in  the  opposite  direction,  and 
expand  the  confined  ait  or  gas.  The  wheel  thus  becomes  loaded 
on  one  side,  so  as  to  ensure  its  continuous  rotation.  Cama  or 
other  mechanical  equivalents  may  be  Bubatituted  for  the  weights. 
[PrinlHi,  id.    No  Drawinna,] 

A.D.  1860,  February  2.— N"  268.     (*  ') 
INGHAM,  William,  and  HINCHLIFFE,  William.  — (Le(- 

ters  Pateat  void  for  inant  of  Final  Spec^caiion.) — This  invention 
relates  to  "  apparatus  for  applying  steam  and  other  vapoura,  gasea, 
"  or  fluids  to  the  production  of  motive  power,  and  which  may 
"  also  be  used  for  a  pump  or  gas  exhauster  or  other  similar 
"  purpose." 

"  Within  a  hollow  cylinder  ia  placed  a  solid  cylinder  or  roller 
"  of  less  diameter,  so  that  at  one  point  the  circumferences  of  the 
"  two  cylinders  shall  touch.  The  steam  or  other  vapour,  gas,  or 
"  fluid  is  let  into  the  apace  between  the  two  cylinders  at  one  side 
"  of  the  point  where  they  touch,  and  is  allowed  to  escape  at  the 
"  other  side  of  that  point.  The  steam  or  other  vapour,  gas,  or  fluid 
"  drives  a  lever  or  pbton  which  is  attached  to  the  inner  cylinder, 
"  and  the  power  ia  generated  by  the  revolution  thus  occasioned  of 
"  the  lever  and  the  cylinder  to  which  itis  attached;  the  outer  cylin- 
"  der  is  fixed.  The  lever  or  piston  ia  attached  to  the  revolving 
"  cjhnder  in  auch  a  manner  as  to  adapt  its  position  in  revolving 
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to  the  varying  width  of  the  sp»ce  batween  the  cylinders,  and 
thus  to  work  Bte&m  tight  in  that  space.  In  ca^eea  in  which  the 
force  of  the  vapour,  gas,  or  fluid  consists  of  weight  or  presnm 
rather  than  force  of  eirpansion,  the  invention  may  be  varied  by 
making  the  cylindera  concentric,  and  arranging  the  adtniaaion 
and  escape  of  the  vapour,  gaa,  or  fluid  at  ^ch  points  iks  will 
eeeure  the  greatest  amount  of  power." 

The  invention  may  be  modified  by  keeping  the  cylinder  to 
which  the  piaton  is  attached  stationery,  and  allowing  the  outer 
cylinder  to  revolve  and  give  oflf  power.  "When  used  as  a  pump 
tbe  axis  whereon  the  inner  cylinder  is  fiied  is  driven  by  power 
from  another  engine. 

[Printod,  «rf.    No  Drawinga,] 


REDRUP,  Gboroe. — {Prooisional protection 

This  invention  relates  to  "the  means  of  and  apparatus  for  ob- 
"  taimng  and  applying  motive  power  whereby  perjtetuol  motion 
"  may  be  obtained."  It  consists  of  cylinders  with  pistons  actuated 
by  simple  or  compound  levers  ;  elbowa  are  attached  to  each  end 
of  the  smaller  cylinder  to  which  two  large  cylinders  are  fixed ;  the 
piaton  rods  of  the  large  cylinders  are  jointed  to  levers,  whiob  have 
ftilcrum  bearings  cast  to  the  cylinder  covers.  A  weight  in  a  fixed 
or  moveable  position  is  attached  to  the  long  end  of  each  lever; 
the  piston  rod  of  the  small  cylinder  gives  oiF  the  motion  generated ; 
aimple  or  compound  levers  which  are  actuated  by  the  machinfoy 
when  in  motion  are  employed,  their  short  enda  are  placed  oloae 
to  the  weights  on  the  levers  attached  to  the  cylinder,  so  that  a 
finall  weight  applied  at  the  long  end  of  the  under  lever  wiU  rwse 
both  the  weiglit  and  lever  attached  to  the  cylinder,  which  removes 
the  pressure  ftrim  the  cylinder  piston.  An  open  commimioation 
or  water  passage  exists  between  the  two  latge  cylinders  and  the 
■mall  cylinder,  which  is  fQled  nith  water  or  other  flnid,  aa  well  as 
the  water  passages  and  the  space  up  to  the  piston  in  each  Urge 
cylinder.  The  levers,  weights,  and  pistons  alternately  force  the 
water  and  piston  of  the  small  cylinder  in  opposite  directions,  the 
traverse  increasing  in  proportion  to  the  difference  in  the  arm 
I  "within  the  circumference  of  the  small  and  targe  cylinders  reapec- 
I  ^vely,  aasuming  this  to  be  one-sixth,  the  small  piston  will  move 
«ix  inches,  while  the  large  pistons  make  only  one  inch  of  traverae. 
When   the  piston  and  small  cylinder  have  moved  their  proper 
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distance  the  machinery  takes  o£P  the  pressure  by  the  levers  from 
the  end  forced  down  and  puts  the  whole  pressure  on  the  water 
in  the  other  cylinder  so  as  to  force  back]  the  small  piston^  and 
thereby  generate  perpetual  motion.  The  invention  may  be  applied 
to  all  steam  engines  now  in  use. 
[Printed,  4<f.    No  Drawings.] 

A.D.  1860,  Febraaiy  8.— N»  335.    (*  ♦) 

JOHNSON,  John  Henry. — {A  communication  from  Jean  Joseph 
Etienne  Lenoir,)—"  Improvements  in  obtaining  motive  power,  and 
"  in  the  machinery  or  or  apparatus  employed  therein.*' 

''The  said  invention  consists  in  the  application  and  use  of  an 
"  inflammable  gas  mixed  with  a  proper  proportion  of  atmospheric 
air  and  ignited  inside  a  cylinder  by  the  aid  of  electricily,  the 
expansion  thereby  produced  acting  upon  the  piston  and  im- 
parting motion  thereto,  which  motion  may  be  transmitted  in 
any  convenient  and  well-known  manner  to  a  diivii^  shaft/' 
Either  a  disc  valve  or  two  slide  valves  on  opposite  sides  of 
the  cylinder  is  or  are  used,  the  slides  "  are  held  against  the  valve 
feces  of  the  cylinder  by  springs  or  screws.  Suitable  means 
are  employed  for  admitting  atmospherio  air  into  the  cylinder. 
Along  with  this  air  there  is  also  admitted,  by  means  of  a  pipe 
employed  for  that  purpose,  a  supply  of  ordinary  lighting  or 
other  inflammable  gas  or  vapour.  Inside  the  cylinder  are  fitted, 
either  at  the  middle  or  at  both  ends  thereof,  one  or  more  pairs 
of  insulated  platinum  or  other  wires  in  connection  with  a  bat- 
tery, and  so  disposed  than  an  electric  spark  will  be  produced, 
which  will  instantly  ignite  the  mixture  of  air  and  gas  contained 
in  the  cylinder  on  one  side  of  the  piston,  and  by  the  expansion 
of  the  air  so  produced  force  the  piston  to  the  opposite  end  of 
*'  of  the  cylinder.  The  supply  of  gas  is  regulated  by  a  suitable 
"  stop-cock  and  governor." 

The  vapour  from  heated  solid  or  liquid  hydro-carbons  "may 
'  be  employed  in  this  engine  for  heating  and  expanding  the  air 
"  and  its  combinations." 

A  ''director"  is  used  to  complete  the  electric  circuit  at  the 
proper  times.  This  instrument  consists  of  a  wheel  commutator 
on  the  fly-wheel  shaft,  the  metallic  segments  of  which  are  suitably 
connected  with  a  RuhmkoxjFjS  coil*  and  with  the  aboviB«mentioned 
platinum  wires. 

[Printed,*10d.  Drawing.] 
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A.D.  1860,  February  8.— N°  342. 
HUDDART,  Gborgs  Augubtub. — (ProiAsional protection  tmli/.) 
— The  priDciple  of  buojancy  is  applied  for  obtaining  motive 
power.  Air  veaaela  connected  in  pairs  hj  tubes  ate  set  amund 
the  periphery  of  a  wKeel  or  mounted  upon  an  endless  belt.  Elach 
is  fiirniahed  with  a  weight  free  to  move  in  parallel  ftuiJes  as  the 
wheel  rotates,  which  by  its  downward  pressure  compresses  the  air 
vessel  and  forces  the  air  into  the  vessel  on  the  opposite  side  in 
which  a  vacuum  ia  being  formed  by  the  drag  of  its  weight.  The 
whole  apparatus  is  immersed  in  water. 
LPrintcAW.    NoDronings,] 

A.D.  1860,  February  10.— N"  365. 
HUDDART,  George  AuavsTvs.—iProvisionalproteelion  only.) 
— Cups  are  arranged  round  the  periphery  of  a  wheel  immersed  in 
water,  and  the  wheel  is  caused  to  rotate  by  injecting  ait  into  these 
cups  by  means  of  an  air  pump  and  beut  pipe. 
[PriQled, «.    NoDniwinBB.2 

A.D.  1860,  February  14.— N"  400. 
WORTS,  Jameb  Kino.— (Prot?isiono/  protection  oaiy.)— Motive 
power. 

Two  cranks  upon  a  main  aiis  are  connected  by  links  to  the 
two  ends  of  a  rocking  lever  affixed  to  an  axis,  through  which 
passes  another  lever,  one  end  of  which  is  operated  by  the  atten- 
dant while  the  other  carries  a  wheel  moving  on  a  segmental  course 
Bupported  at  its  centre  or  axis  bo  as  to  be  capable  of  forming 
inclines  in  opposite  directions.  The  ends  of  this  course  (called 
the  balancing  inclined  plane)  are  by  links  connected  to  Other 
levers  whose  opposite  ends  have  slots  to  receive  the  crank  studs 
from  the  main  axis. 

CPrint«l.W.    No  Draff!u|!S.J 

A.D.  I8fi0,  February  17.— N"  439. 
FILOPANTI,    QuiBicus.—  {Prooisx<mal  protection   only.)  — \ 
series  of  bandages  of  india-rubber  are  wound  round  one  or  more 
cylinders  by  some  costless  or  cheap  force  such  as  wind,  the  tides,  a 
n-ateifaU.     The  cylinders  ate  taken  to  the  place  where  the  work  is 
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be  petfonned,  where  the  bflndage  unwinds  and  winda  around 
another  cyhnder  without  tension.  Both  cylinders  revolve  and  a: 
amount  of  force  is  unfolded  equal  to  the  quantity  communicated  by 
the  originai  mover,  bating  the  loss  from  liiction  and  other  causes. 
To  regularise  the  operation  uf  charging  the  cylinder,  it  is  con- 
nected witli  another  equal  cylinder  on  which  the  bandage  is  rolled 
without  tension,  and  tlae  cylinder  to  he  charged  is  made  by 
pinions  or  other  means  to  turn  round  its  own  axis,  say  four  time» , 
for  every  turn  of  the  subsidiary  cylinder.  Thus  the  bandage  i».i{i 
wound  round  at  four  times  its  natural  Icnp^h. 
[Printed,  W,    NoDrnmngs.] 


■'  A.D.  1860,  February  I?,— N"  445. 

YENAS,  Pierre. — [A  communicalion  from  Louis  Bntnier.) —  1 
Air  is  pumped  into  a  reservoir.     When  a  sufficient  pressure  is 
obtained  the  air  ia  allowed  to  pass  int^i  a  pipe  terminating  in  a 
circular  orifice  partially  closed  by  a  cone  having  concave  aides, 
the  point  being    protruded  through   the  orifice   so  that  the  air 
can  escape  only  hy  the  annular  space  around  the  cone,  and  in 
thus   escaping   acquires  great   velocity.      It  then  passes  into  a 
tube  of  somewhat  larger  diameter  placed  at  a  little  distance  from 
the   orifice    and   communicatinK   with  a  second   reservoir.     By 
means   of  the  velocity  of   the    air   the   2nd  reservoir   becomes 
filled  with  compressed  air  at  a  greater  pressure  than  that  in  the 
first  reservoir.    And  by  a  series  of  similar  orifices  and  reservoirs   , 
a  continual  supply  of  compreased  air  is  obtained,  part  of  which  ii  ' 
brought  back  to  keep  up  the  proper  pressure  in  the  1st  reservoir. 

CPriiiKi41».10rf.    DraniiigB.] 
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A.D.  1S60,  March  1.— N"  5fi5. 
iTAS,  Pierub  CuABLca  DisiRt. — Awheel  to  be 
ly  wind  or  water  is  constructed  with  a  number  of  wings  o. 
placed  on  the  rim  and  resting  upon  a  centre  or  stud  f 
otherwise.     An  eccentric  fixed  an  the  shaft  puUa  the  v 
floats  into  the  most  favourable  position  for  the  action  of  the  v 
or  water.     When  wind  is  used  an  apron  is  placed  in  front  ol 
wheel  up  to  its  horizontal  axis,  and  the  whole  appsjatus  is  fl 
on  a  turntable  to  bring  the  wheel  always  before  the  wind. 
1.   [Priiited,  Sd.   DrawiDRj 
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A.D.  1860,  MftTch  6.— N°  615. 
HUGON,  PiBRRB. — In  tlos  invention  there  are  two  or  more  bent 
tubes  having  one  end  closed  by  a  cap  on  which  two  taps  are 
placed,  and  the  other  end  fufnished  with  a  valve  submerged  in 
S  bsain.  A  branch  is  attached  to  each  tube  and  to  one  end  of  b 
maehina  somewhat  similar  to  the  ordinary  steam  engine  cjlindera, 
which  ia  filled  with  water.  A  quantity  of  mixed  gas  and  air  is 
introduced  into  one  of  the  bent  tubes  and  exploded,  and  by  the 
heat  consequently  generated  a,  large  quantity  of  water  escapes 
from  the  tube  by  the  valve,  but  a  short  time  afterwards  a  vacuum 
is  produced.  By  the  motion  of  a  valve  in  the  branch  tube 
attached  to  the  cylinder  a  communication  with  it  is  effected  aod 
the  water  replaced  in  the  tube  from  the  cylinder.  By  this  means 
the  piston  and  main  shaft  may  be  set  in  motion.  The  gas  is 
mixed  by  an  apparatus  composed  of  a  beam,  at  each  aitremtty  of 
irtiioh  4  small  gasholders  are  placed  submerged  in  a  case.  In  the 
centre  and  interior  are  4  tubes  fiimiahed  with  taps  by  which  the 
mirtuie  is  drawn  off  into  a  bent  mixing  tube,  in  the  interior  of 
which  small  plates  are  placed  full  for  half  their  eircuniference, 
and  pierced  with  holes  the  other  half.  They  are  placed  so  that 
the  ftill  part  of  one  plate  is  opposite  the  pertbrated  part  of  the 
other. 

[Printed,  W.    DrawinBB.] 

A.D.  1860,  March  8.— N"  630, 
BABTON,    MoBBH,     SHEPHERD,    Josiah,    and    EVANS, 
Thomas. — (Proeisionat proleetum  emiy.) — "Supplying  and  beat- 
"  iii^  air,  the  same  to  be  used  ae  a  motive  power." 

Air  is  forced  into  a  strong  iron  vessel  or  air  furnace  made  in 
the  way  in  which  steam  boilers  are  or  may  be  made,  and  ia  heated 
by  fire  applied  internally  or  eirtemally.  If  internally  the  fire  is 
suspended  in  connection  with  a  supply  ttibe  and  cut-off  valves 
that  when  opening  the  tube  citernally  its  connection  with  the 
fire  internally  is  stopped  to  prevent  the  escape  of  the  rarified  air. 
If  e.xtemally  the  fiimace  is  supplied  with  a  number  of  tubes 
passing  through  or  around  the  interior  of  the  fiimace  through 
which  the  draft  of  the  fire  jiasses  to  be  gathered  into  a  flue  which 
may  pass  around  and  around  the  vessel.  The  escape  tube  may 
also  be  heated  to  keep  up  the  lieat  of  the  air  passmg  from  the 
fiirnace  to  the  cylinder.  The  air  is  forced  into  the  furnace  by  the 
action  of  a  number  of  balls  which  ftJl  on  and  foree  down  pistons 
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in  small  cylinders  in  connection  witk  the  supply  valves.  The 
balls  after  acting  run  down  inclined  planes  and  are  received  on 
the  top  sides  of  blades  or  worms  of  screws  by  the  revolution  of 
which  they  are  brought  to  the  top  to  roll  off  and  Ml  again  on  the 
pistons. 

[Printed,  4c7.   No  Drawings.] 

A.D.  1860,  March  16.— N*  701. 

HUDDART,  George  Augustus,  and  HUDDART,  Joseph 
Durham  Erskine. — {Provisional protection  only.) — Motive  power 
is  obtained  from  centrifugal  force.  This  is  effected  first  by  two  sets 
of  governor  balls  composed  of  equal  weights  on  separate  spindles, 
placed  at  the  extremities  of  a  vibrating  beam.  The  balls  are  driven 
by  variable  gear,  so  that  one  set  is  accelerated  while  the  other  is 
retarded.  The  end  of  the  beam  to  which  the  accelerated  pair  of 
balls  is  attached,  is  lifted  and  an  oscillating  motion  l^us  obtained. 
Secondly,  by  fixing  a  heavy  body  on  the  end  of  an  arm  moimted 
on  a  pivot  at  the  end  of  a  vibrating  lever.  The  body  is  made  to 
rotate,  and  during  one  half  of  its  orbit  pulls  the  beam  in  one 
direction,  and  during  the  other  half  pulls  it  in  the  opposite. 
Or,  thirdly,  by  rotating  a  heavy  body  on  a  pivot  placed  on  the 
periphery  of  a  wheel  driven  at  a  variable  speed.  The  body  is 
caused  to  increased  in  speed  always  at  the  same  part  of  its  orbit, 
by  which  a  constant  force  in  one  direction  will  be  produced  on 
the  pivot. 

[Printed,  4f.   No  Drawings.] 

A.D.  1860,  March  28.— N°  797 > 
BARTH^LEMY,  Carl.— A  number  of  iron  tubes  are  fixed  in 
an  axle.  A  waterproof  extensible  cup  is  fixed  at  each  end  of  the 
tube,  and  iron  bars,  made  as  much  longer  than  the  tubes  as  is 
necessary  to  extend  one  of  the  caps  are  made  to  work  within  the 
tubes  with  as  little  finddon  as  passible.  The  machines  are  made 
to  stand  in  water  up  to  the  axle  or  higher.  The  lower  cap  under 
the  water  becomes  extended  by  the  dropping  of  the  bar  and  is 
forced  up  by  the  water,  bringing  its  tube  to  a  diagonal  position 
and  the  next  tube  to  an  unlocker.  The  bar  in  that  is  then 
unlocked  and  drops  extending  the  lower  cap.  The  lower  caps 
may  be  filled  with  air,  gas,  or  vacuum,  and  being  forced  up  by 
the  water  or  other  fluid,  produce  a  motive  power.^ 
[Printed,  6d.   Drawing.] 


AIR,  GAS,  AND  OTHER 


^^H  A.D.  1860,  April  5.— No  878. 

^^^^H  BENRY,  iAicuAEi..~(A  communication  from  Henry  fVaiifou 
^^^^V  Cohadf.) — "The  inrentioa  applies  to  the  application  of  an  ex- 
^^^^^  "  plosive  misture,  inflammable  by  the  electric  spark,  to  rotatory 
r  "  and  oscillating    machines,  however  they   may   be   arranged." 

I  The  mixture   consists   of  oxygen    or   common   air,  nuxed  with 

I street  gas  or  hydrogen,  or  carburetted  hydrogen   derived  from 

^^^^  distilled  coal,  or  of  the  ^oeea  from  the  decompo^tion  of  water 
^^^B  which  may  be  carburetted  by  town  pitch.  Five  se^-eraI  sorts  of 
^^^^H  engines  are  described.  In  one  the  explosion  causes  the  rotation 
^^^^E  of  two  wheels  in  opposite  directions.  These  bave  teeth  or  flanges 
^^^^K  gearing  into  each  other;  or  an  S-like  section.  Another  form  is 
^^^^1  atmilar  Co  Bois'  engine,  patented  in  France  in  1842,  for  use  with 
^^^^H  steam,  and  consists  of  a  portion  of  a  sphere  with  an  axis  having 
^^^^H  a  disc  corresponding  in  diameter  with  the  sphere  so  as  to  divide 
^^^^H  it  into  two  eqnal  parts  and  a.  eliding  partition  subdividing  into 
^^^H  two  parts,  each  of  the  halves.  Each  of  the  four  parts  vary  in 
^^^H  size  continually  as  the  disc  revolves.  To  these  are  added  a  slide 
^^^H  to  regulate  the  admission  of  air  and  gas,  and  metallic  packings, 
^^^H  to  regnlate  the  rubbing  parts  and  keep  the  joints  tight.  To  make 
^^^V  the  engine  works  in  both  directions,  au  exit  passage  like  those 
^^^^  of  ordinary  steam  engioes  must  be  added.  Several  modes  of 
^  firing  the  explosive  mixture  by  an  electric  spark  or  a  platinum 

wire  kept  hot  by  electric  apparatus  are  described.  In  other 
arrangements  a  slide  is  made  to  revolve  within  a  cylinder,  or 
a  cylinder  revolves  eccentrically  within  a  larger  cylinder  having  a 
partition  pressed  down  by  a  spring.  .\  concentric  casing  within 
which  a  current  of  cold  water  circulates  surrounds  the  vessel  in 
which  the  gases  explode. 

[Printed,  Is.  W.    Drawings.] 

A.D,  1860,  April  1.3.— N"  930.  (*  *) 
EDWARDS,  Thomas.— (ProcisiDnni  protection  only.)— "lax- 
"  provements  in  obtaining  motive  power"  by  employing  the 
continuous  pressure  of  steam,  air,  gases,  or  fluids  of  any  kind 
to  act  on  a  revolving  piston  within  a  cylinder.  "This  piston  is 
"  provided  with  two  metallic  packing  strips  forming  a  line  of 
"  contact  with  the  opposite  aides  of  the  interior  of  the  cylinder, 
le  of  such  lines  of  contact  being  formed  on  the  abutment  side 


<< 

« 
ce 
ts 
*c 


MOTIVE  POWER  ENGINES.  313 

of  the  piston^  and  the  other  on  the  pressure  or  power-exerting 
side  of  the  piston.  The  axis  or  shaft  of  the  rotatory  piston  is 
placed  eccentrically  within  the  cylinder^  and  the  cylinder  ac- 
commodates itself  to  the  changing  motions  of  the  piston  in  its 
revolving  or  circular  motion.  The  medium  or  agent  employed 
for  obtaining  the  requisite  pressure  is  admitted  by  &  suitable 
divided  passage  cast  in  the  shaft,  each  compartment  communi- 
cating by  an  opening  or  passage  with  either  side  of  the  revolving 
"  piston.'* 

[Printed,  4d,   No  Drawings.] 

A.D.  1860,  April  14.— N<^  935. 

MENNONS,  Marc   Antoinb   Francois. —  {A  communication 

from  Jacques  Belou,) — *'In  engines  constructed  on  this  principle 
the  air  being  thrown  by  a  force  pump  into  a  closed  furnace  is 
instantaneously  heated  partly  by  contact  with  the  ignited  fuel 
partly  by  its  combination  with  the  gaseoua  products  of  the 
combustion  and  from  thence  passes  into  a  cylinder  in  which  it 
exercises  its  expansive  force.  After  their  escape  &om  the 
cylinders  the  hot  air  and  gases  may  be  turned  to  account  for 
heating  the  air  delivered  by  the  pumps  '*  or  for  heating  or 

drying  purposes. 
The  fuel  fedls  on  a  turn  plate,  whose  inclination  is  regulated  by 

the  movement  and  spreads  evenly  over  the  entire  surface  of  the 

grate. 

[Printed,  Is,  8d.    Drawings.] 

A.D.  1860,  April  17.— N<»  961. 
JOHNSON,  John  Henry. — (A  communication  from  Milton  A. 
Whipple.) — *'  Caloric  engines." 

In  this  the  lower  part  of  the  working  cylinder  is  used  as  a  stove. 
The  cylinder  has  a  section  or  length  of  thinner  material  than  the 
rest  placed  between  the  upper  and  lower  portions.  The  piston  is 
of  a  length  greater  than  its  diameter,  hollow,  covered  in  at  the 
top  and  bottom,  but  packed  at  iter  upper  end  only.  An  air  pump 
worked  by  a  pulley  on  the  main  shaft  forces  cold  air  into  the 
ash-pit.  The  air  escapes  by  an  escape  valve  which  is  opened 
by  means  of  a  lever  and  cam  on  the  main  shaft,  and  is  adjusted 
by  a  spring  and  regulating  screw* 
[Printed,  8d.    Drawing.] 
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^^M  A.D.  1860,  AprU  30.— N"  1087.    (*  •) 

^^^1  GILLARD,  Joseph   Pibrre. — (Prrmsioital  protection   only.) — 

^^^^r  "  Improvemeots  in  apparatus  fgr  manufactaring  gad  for  lighting 

I  "  and  heating,  and  for  obtaining  motive  power. 

The  invention  conaists  in  decomposing  superheated  ateam  bj 

I  injecting  it  in  numerous  jets  on  to  a  layer  of  wood,  chsicoaJ,  or 

^^^^  oUier  substance  containing  c&rboD  free  ftom  sulphur,  placed  in  a 

^^^L  retort  of  a  peculiar  conatruction,  composed  of  graphite  nwlial  or 

^^^H  other  impermeable  raaterial,  lined  inside  and  out  with  a  colding 

^^^F  of  Ere-claj.    The  steam,  after  passing  through  numerous  passives 

^^^^  in  a  block  of  cast  iron  red  hot,  pnsaea  to  a  tube  provided  with 

T  rose  jets  In  fire-clay,  through  which  it  acta  on  the  charcoal  in  the 

I  retorts.     The  gas  evolved  pOBSes  into  a  purifier  so  constructed 

1^^^  that  the  gas  rises  through  the  lime  or  other  purifying  agent  in 

^^^V  place  of  descending  through  it.    The  gasometer  is  weighted  with 

^^^^1  water  in  place  of  the  ordinary  weight.     When  "  the  gas  is  to  be 

^^^^1  "  used  as  a  portable  gaa  and  as  a  motive-power  agent,  it  is  com- 

^^^H  "  pressed."     The  compressing  apparatus  consists  of  a  cylinder  to 

^^^H  one  end  of  which  a  flexible  tube  of  caoutchouc  is  secured.    The 

^^^H  other  end  of  the  tube  is  secured  to  a  disc  or  piston  working  loosely 

^^^H^  up  aud  down  the  cylinder,  and  actuated  by  a  crank  and  con- 

^^^^b  necting  rod.    The  compressed  gas  may  be  used  as  a.  motive  power 

^^^^H  and  afterwards  as  a  beating  or  lighting. 

^^^^1  [Printed,  id.    Nd  Dranliijfs.] 

^^1  A.D.  1860,  May  2.— N°  1 104. 

I^^l      GEDGE,  WUiLiAM  Edwabd.  —  {A  communication  from   Jean 

V  Baptiste  Titserant.)~(Provisionul  protection  onlg.) — "  Obtainiug 

"  pneumatic  power." 

I  A  pair  of  pumps  communicate  by  means  of  a  suction  pipe  with 

two  receivers  in  which  a  piston  works  carrying  a  rod,  which 
reaches  to  and  works  with  a  balance  beam,  each  near  its  opposite 
extremities.  Tbe  apparatus  is  set  in  motion  by  means  of  a 
handle  which  turns  an  axle,  A  certain  number  of  strokes  of 
of  the  pistons  empties  one  of  the  receivers,  one  of  the 
rigid  rods  falls  and  the  other  rises,  the  balance  beam  wotkiog 

[Printed,  III.    So  Dniiriiiga.] 


I 


€S 
CC 
<( 

it 
(( 

St 

<s 

(C 

tc 


MOTIVE  POWER  ENGINES.  315 

A.D.  1860,  May  4.— N«  1117.    (*  *) 
LACOMME,  AuGUSTE. — {Provisional  protection  not  aUowed,)^-^ 
"  An  apparatus,  the  pneumato-liquid  mover,  applicable  to  all 
•'  brandies  of  industry  wbicli  require  a  first  prime  mover." 
This  apparatus  is  composed  as  follows  : — 
No.  1.  A  reservoir  filled  with  any  liquid  whatever. 

2.  A  prismatic  axis;  the  number  of  sides  is  more  or  less 
large  accordinpr  to  the  power  that  one  wishes  to  give  to  the 
apparatus,  that  is  to  say,  it  may  be  hexagonal,  octangular, 
decagon,  etc. 

3.  A  pivot  at  each  extremity  of  the  axis,  which  rest  on  cou- 
sinets  or  vises  of  pression,  is  supported  on  each  side  of  tilie 
reservoir. 

4.  A  hole  on  every  longitudinal  surfttce  of  this  prismatic 
axis  comes  to  the  opposed  parallel  surfoce  (none  of  these  holes 

"  meets  in  the  same  direction). 

*'  5.  A  lever  more  or  less  long,  .  ,  .  goes  through  each  of  the 

holes  practiced  on  the  longitudinal  surface  of  the  axis;  this 

lever  slides  easily  from  one  extremity  to  the  other. 
6.  A  hollow  recipient  in  the  shape  of  a  balloon,  closed  her- 

meticaly,  filled  either  with  air  or  gas,  is  at  each  extremity  of 
"  tliis  lever. 

"7-  A  toothed  wheel  (No.  1.)  is  fixed  at  an  extremity  of  the 
"  prismatic  axis ;  this  wheel  works  into  another  wheel>  No.  2, 
"  with  the  assistance  of  several  pinions. 

^'  8.  Another  whed.  No.  2,  woiking  with  the  wheel  No.  1, 
"  causes  the  crank  No.  9  to  move. 

"  9.  A  crank  moves  by  the  wheel  No.  2 ;  it  communicates  to  a 
"  piston,"  which  succcssivdy  drives  back  near  the  axis  the  upper- 
most recipient  of  each  lever  at  the  moment  of  its  arriving  '^  on 
"  the  perpendicular  by  the  rotation  of  the  axis." 

[Printed,  4d.   No  Drawings.] 

A.D.  1860,  May  15.— N»  1190. 

SAX,  Alphonsb. — {Promsional  protection  only.) — Motive  power 
is  obtained  from  weights  and  springs  or  springs  only. 

Weights  or  springs  are  made  to  bear  on  three  or  morestandaids 
gliding  in  suitable  bosses  fixed  to  the  frame  of  the  vehicle  or  parts 
to  be  moved.  The  lower  end  of  each  standard  is  curved  and 
jointed  to  a  lever  arm  connected  at  the  end  by  a  joint  to  a  spring 


t( 
ft 


316  AIR,  GAS,  AND  OTHER 

working  in  the  side  of  the  Btandsrd  opposite  the  lever  arm. 
Towards  this  end  a.  projecting  holt  is  fixed  for  a  friction  roller  to 
roll  on,  whieh  glides  over  a  projecting  rim  fixed  against  and  all 
round  the  side  of  the  wheel  of  the  vehicle.  Each  wheel  has  a 
aimilei  mechanism.  A  similar  arrangement  on  the  opposite  aide 
of  the  standard  is  put  into  operation  when  the  motion  is  to  be 
reversed. 

[Printed,  4d.    No  DmwiiiBB.] 

A.D.  1860,  May  17.— N«  1213.  (♦  *) 
MENNONS,  Maec  Antoinb  FnAK^oia.— (^  comnmnicorton 
/rota  Joseph  Aaguate  Monnifr  and  Georges  Bramer.) — (Procisiotiai 
proteetiononly.) — "Thia  invention  ia  based  on  an  application  of 
"  the  screw  to  the  working  surfaces  of  the  cylinders  and  pistons 
"  of  motive  engines  or  machinety  "  "  actuated  by  steam  and  other 
"  aeriform  fluids."  An  ordinary  cylinder  has  a  spiral  groove  cut 
round  its  inner  surface  to  receive  a  metallic  screw.  The  piaton  ia 
of  helical  form  corresponding  to  the  cylinder  screw  and  its  rod  is 
threaded  to  the  same  pitch,  and,  after  havin((  paaaed  through  the 
cyUnder  cover  and  stuffing  box,  "is  maintained  in  a  perfectly 
"  central  position  "  by  ft  tapped  collar,  in  which  it  revolves,  and 
which  ia  fixed  outside  the  stufBng  box.  The  cylinder  has  induc- 
tion porta  opening  into  the  ends,  and  is  furnished  with  a  valve 
boi  of  the  ordinary  construction.  "  The  steam  admitted  into  the 
"  cylinder  thus  constructed  exerts  its  pressure  on  one  of  the  free 
"  surfaces  of  the  helical  piston,"  and  imparts  to  it  rotary  motion 
in  the  direction  of  the  "  convolutions  of  the  main  screw.  TTie 
"  down  stroke  completed,  the  second  free  surface  "  "receives  in 
"  its  turn  the  action  of  the  steam,  the  piston  revolving  in  tlie 
"  opposite  direction  ascends  the  spiral  to  its  starting  point,  and 
"  BO  on  alternately  as  in  ordinary  engines." 

Circular  motion  is  produced  direct  by  the  rotating  piston  rod 
and  it  "may  be  readily  converted  into  rectilinear  or  other." 
[Printed,  (kl.    Drawing.] 

A.D.  1860.  May  28.— N"  1311,     (*  •) 
MURPHY,  William  Jesbmiah.— (Protijional/irafecfim  only,) 
— "An  improved  motive-pon-er  engine." 

This   engine   may  be   driven  by  the   elastic   force   of  "  itetm 
TOinpressed    ivater,  compressed   air,  or    other    elastic  fluid." 
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B  cylinders  are  radially  disposed  within  a  steam-tight  cham- 
ber which  is  placed  to  revolve  on  the  end  of  a  stationary  feed 
pipe.  "  The  cylinders  are  fitted  with  pistons  and  pistoa  rods, 
"  so  that  when  steam  or  other  elastic  fluid  is  admitted  to  the 
"  centre,  it  acts  simultaneously  on  all  the  piatonB,  driving  them 
"  outwards.  To  the  outer  end  of  each  piston  rod  is  attached  a 
"  lever,  which  vibrates  on  a  fulcrum,  and  is  connected  by  a  linlt 
"  to  the  rim  of  the  dy  wheel  in  such  a  manner  that  as  soon  as 
"  the  pressure  acta  upon  the  pistons,  the  levers  hy  their  links  pull 
"  the  fly  wheel  round,  and  as  the  cylinders  and  levers  revolve 
"  with  the  fiy  wheel,  the  force  of  the  steam  or  other  elastic  fluid 
"  is  constantly  forcing  the  fly  wheel  round  in  one  direction  aa 
"  long  as  the  pressure  ia  maintained." 

CPrintad,*/,    No  Drawings.] 

A.D.  I860,  June  15.— N°  145R. 
PREDAVALLE,  Babtolommeo.— (Prowsionaipro/redon  only.)  \ 
— One  extremity  of  an  india-rubber  tube  is  turned  over  i 
tastened  all  round  the  open  end  of  a  cylmder.  To  the  other 
extremity  is  attached  a  circular  frame  and  a  little  further  on  a 
plate  forming  a  sort  of  air-tight  piston  ban  *"  sack.  The  friune 
has  a  valve  supported  by  an  air-tight  rod  outside  the  cylinder. 
The  plate  has  a  thin  vertical  pipe  with  a  atop  cock,  and  an  ex- 
hausting  pump  is  connected  with  the  cylinder.  The  vertical  pipe 
is  filled  with  liquid,  and  a  vacuum  made  in  the  cylinder,  llie 
pressure  of  the  atmosphere  through  the  pipe  will  then  impart  a 
constant  impulsive  force  to  the  valve  and  to  the  rod  touching  it. 
The  apparatus  may  be  applied  as  the  piston  of  a  steam  engine  to 
produce  an  alternate  vertical  or  ooiistant  horizontal  motion. 
[Printed,  W.    No  Drawinga.] 

A.D.  1B60,  June  21,— N"  1511. 
STEVENSON,   Henby  Buenaventura.  —  (Prouwionaf  pro-    ' 
tection  only.) — "  Improvements  in  apparatus  for  propelling  andii 
"  other  rotary  apparatuses." 

Two  wheels  revolve  together  in  parallel  planes,  the  centre  of  1 
one  wheel  is  above  or  at  the  side,  but  behind  in  an  obUque  line 
with  that  of  the  other.     The  wheels   carry  between  them  platei, 
boards,  vanes,  or  other  appliances,  at  points  on  each  wheel  equi- 
distant from  its  centre  and  nt  the  same  distance  fcoox  ^«i^  tiOost, 
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tn  one  whe«l  as  in  the  other.  These  plates  or  vanea  are  carried 
round  with  the  wheels,  but  Blwaya  remain  parallel  to  the  same 
plane.  A  cap  or  casing  Burrounda  a  portion  of  the  surfiu^e  of  the 
wheels,  whicii  prevents  the  platea  from  being  acted  or  acting  on 
tlie  fluid  in  which  they  ace  working,  or  aerves  as  a  chamber  to 
TeceiTc  or  hold  steam,  water,  or  other  fluid.  Water,  ateam,  or 
other  motive  agent  may  act  on  the  plat«a  or  sails.  For  driving 
milla  by  wind,  sails  or  vanes  may  be  carried  between  the  wheels. 
For  rotary  engines  the  wheel  may  be  surrounded  with  a  Gftiiog 
[tnd  steam,  air,  explosive  gases,  or  fluids,  admitted  to  act  on  the 

[Printed,  id.    No  Drawinga.] 

A.D.  1860,  June  30.— N°  1581. 
REBOUR,  Claude  Joskph  Napoleon.— Motive  power  derived 
from  a  motor  chaiacteriied  by  a  continued  rupture  of  equilibrium. 
Two  cylindrical  weights  on  solid  wheels  are  made  to  rest  upon 
two  carriage  wheels.  When  the  solid  wheels  are  in  the  vertical 
line  passing  through  their  centre  of  gravity,  and  that  of  the 
wheels  on  which  they  rest,  they  remain  stationary,  but  when 
removed  from  such  position,  and  if  their  axis  is  made  to  rest  upon 
any  point  animated  with  a  continual  motion  ever  reproduced  at 
the  same  point,  and  consequently  unable  to  afford  a  rigid  support, 
a  breaking  out  of  the  equilibrium  will  ensue,  and  the  wheels 
will  produce  a  motion  opposite  to  this  change  of  the  centre  of 
gravity.  To  effect  this  the  axis  of  the  solid  wheels  is  made  to 
come  into  contact  with  circles  placed  round  and  moving  freely 
round  a  series  of  balls,  which  themselves  move  fr«e1y  within  a 
circular  channel  made  between  the  circles  and  cylindrical  platM, 
which  are  in  turn  joined  by  bolts  so  as  to  form  boards.  The  con- 
tact of  the  axle  must  not  come  much  nearer  or  recede  too  far  off 
the  intersecting  point  of  the  vertical  passing  through  the  centre 
of  the  carriage  wheels  with  the  horizontal  line  through  the  centre 
of  the  boards.  To  prevent  this  there  are  provided  on  the  guard 
plates  arched  openings  into  which  the  axes  of  the  boorde  move. 
[Piiated.  18.  Bd,   Dravinga.] 

A.D.  18<i0,  June  30.— N"  1685. 
COHADB,  Hbnby  Francois. — A  mixture  of  air  and  gas  is 
exploded  in  a  chamber  EwmiaUei  with  a  valve  opening  from  tie 
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ion  obambers  to  a  close  veesel.  The  gaseoua  productB 
pBBS  into  tlie  '2aA  vessel,  and  with  this  compressed  air  mj  engine 
suitable  maj'  be  actuated. 

In  one  modification  the  combustion  chamber  is  cylindrical  and 
funuEihed  with  a  piston,  above  whicli  air  is  admitted  from  a 
leservoir  which  receives  the  air  after  it  has  passed  tlirough  the 
air  enpnes.  The  eiplosive  mixture  is  admitted  below  the  piston, 
and  by  its  exploaion  drives  the  air  above  the  piston  into  a 
reservoir  to  supply  the  air  engine.  The  piston  descends  by  its 
own  weight,  and  the  products  of  combustion  pass  out  by  a 
valve.  In  another  modification  the  piston  and  cylinder  are  made 
double  acting  by  admitting  the  air  and  explosive  compoundi 
alternately  at  opposite  ends  of  the  cylinder. 
tPrinteii,  is.  id.   Drawings.] 

A.D.  1860,  July  10.— N"  1G58. 
MENNONS,  Marc  Antoinb  Francois.  —  (A  eommunicatioH 

from  FredMe  Ouib^.) — (^Provisional  proleclion   onh/,) — "  In  this 
"  system  the  cold  air  is  forced  by  a  pump  into  a  strong  elo30 
'■  recipient  in  which  it  is  heated  to,  say,  about  250°  or  'MP  centi- 
"  Rrade,  and  thence  passes  to  a  driving  cylinder  similar  to  that    | 
"  of  the  ordinary  steam  engine." 

It  may  be  heated  internally  by  gas  or  eitemally  by  fuel,  which 

mny  act  on  an  interposed  bath  of  metal,  oil,  or  sa.llne   solution. 

The  feeding  pump  has  a  cold  water  case.     The  hot  exhaust  air  is 

carried  round  the  conduit  of  the  cold  air  delivered  by  the  pump. 

[Pnaled,  id.   No  Dravings  J 

A.D.  18G0,  July  I?.— N"  17-29.  (*  *) 
SPENCER,  George. — {A  cnmmanication  from  Joseph  Marks.) 
This  invention  of  apparatus  used  for  lubricating  valves  and 
pistons  of  engines  and  other  machines  worked  by  steam,  air,  gas, 
or  vapour,  consists  in  impregnating  steam  or  other  vapour  with 
oil,  tallow,  or  other  lubricating  material  in  its  passage  to  its  work 
in  the  engine  cylinder,  valves,  or  otherwise.  The  apparatus  is  a 
hollow  cylindrical  case  or  box  fixed  to  a  convenient  part  of  the 
boiler  or  engine:  the  centra]  space  in  the  box  ia  divided  from  the 
end  spaces  by  two  perforated  plates  between  which,  thoroughly 
impregnated  with  lubricating  material  or  Uquid,  there  is  a  mass  of 
suitable  poious  packing,  such  as  cotton  wick,  worsted,  spon^s,,  >« 
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fine  tvire  twisted  togetlier.  The  steam  ia  admitted  into  the  lower 
end  space,  and  by  passinf;  through  the  packing  nuiBs  to  the  upper 
end  apuce  it  becamea  impregnated  with  fine  lubricatinK  particlu 
which  it  carries  on  to  the  valre  and  cylinder.  The  oil  and 
lubiicatiug  roatcrial  is  introduced  above  the  packing  maas  through 
a  pipe  which  opeaa  into  the  upper  space  of  the  chamber. 
[Priuted.lOd.    Drawinit.] 

A.D.  I86C,  July  30.— N"  1/62. 
JUMELAIS,  Angk. — (Provisional  pTOlectioti  not  alloKeil.)  — 
"  Plenum  "  is  created  by  bellows,  stream  of  water,  or  other  aspi- 
rating  apparatus.  The  power  maybe  used  internally,  when  it  acts 
by  "  draging  with  it  along  the  tubes  all  dmdcd  substances,  and 
"  even  water,  and  eiternallj  by  placing  in  the  interiot  of  the 
"  tube  screws  (AeVicfs)  and  Arch imides  screws  put  in  rapid  n 
"  merely  by  the  current  of  atmospherical  air.' 

[Printed,  kj.    No  Dnwings.] 


lid  motio^l 
■fiWion.V-    ' 


A.D.  1860,  July  26.— N"  1814. 
HENRY,  Michael. — [A  communication  from  Frauds  ilillion) — ■ 
la  this  engine  air  b  forced  into  a  receiver  from  a  tube  furnished 
with  a  valve  and  passes  to  the  bottom  of  the  working  cylinder. 
The  tube  contains  near  the  cylinder  a  metal  "  regenerator."  Air  is 
hIbo  forced  above  and  beloiv  the  bars  of  a  furnace  and  passes  with 
the  products  of  combustion  by  a  flue  which  opens  into  the  tube 
close  to  the  regenerator  and  between  it  and  the  Cylinder.  The 
valve  of  the  receiver  is  open  during  all  the  time  of  the  up-sttoke 
of  the  piston,  so  that  admission  and  expansion  may  he  carried 
on  during  the  whole  stroke.  The  receiver  is  filled  with  divided 
metal  which  keeps  the  temperature  of  the  air  uniform.  During 
the  descent  of  the  piston  a  valve  is  opened  in  the  tuhe  between 
the  receiver  and  the  regenerator  by  which  the  air  escapes.  The 
mode  of  constructing  and  applying  the  heat  of  the  furnace  de- 
scribed, which  is  called  "  the  assistant  communication  furnace," 
may  be  applied  to  Ericsou'e,  Sterling's,  and  other  engines  worked 
by  air  or  steam,  or  by  both. 
[PrinWd,  S«.  Bd.    DrawingB.] 

A.D.  1860,  July  30.— N"  1861.    (*  *) 
HEDLEY,  Oswald   Dodd.  —  Obtaining  motive    power  anii 
etrs/ioj'atiiig  liquids  b;  utvUaiog  heat  abstracted  from  the  exhaust 
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steam  of  a  steam  enfj^ne.  The  exhaust  steam  is  conveyed  into  a 
cylindrical  chamber  filled  with  air  tubes,  through  which  the 
atmosphere  is  drawn  by  the  double  action  of  a  piston  in  a  cylinder 
which  at  the  same  time  acts  as  a  force  pump ;  back  pressure  valves 
are  arranged  at  the  top  and  bottom  of  the  cylinder  to  open  and 
close  with  the  alternate  upward  and  downward  stroke  of  the  piston, 
and  the  air  then  heated,  following  the  direction  of  the  piston,  is 
on  its  return  alternately  driven  before  it  into  the  tubes  of  a  cylin- 
drical boiler,  where,  by  the  repeated  strokes  of  the  piston,  it  is 
compressed,  and  the  heat  it  has  obtained  on  its  passage  through 
the  tubes  in  the  exhaust  steam  cylinder  is  concentrated  and 
partially  imparted  to  the  water  in  the  boiler,  the  residue  being 
compressed  air  at  a  then  reduced  temperature  passes  into  a  receiver, 
and  may  be  used  for  actuating  a  compressed  air  engine  of  any 
suitable  form  or  construction.  In  place  of  working  air  alone,  as 
above  described,  a  mixture  of  air  and  steam  may  be  similarly 
employed.  The  piston  is  actuated  by  a  steam  engine,  and,  by 
preference,  worked  by  the  steam  generated  by  the  steam  boiler. 
By  thus  combining  machinery,  atmospheric  air  will  be  heated 
then  compressed  so  as  to  occupy  less  space,  and  consequently, 
*'  become  of  higher  temperature  and  suitable  for  evaporating 
**  water  or  other  fluids."  Loss  of  heat  by  radiation  is  prevented 
by  clothing  the  apparatus. 
[Printed,  6d.    Drawing.] 

A.D.  1860,  August  15.— N«  1983. 

BLUZAT,  Jean,  RIVlfiRE,  Mabcelin,  BLUZAT,  Claude, 
and  MAIGRON,  Frederic. — (Provisional  protection  only,) — 
Motive  power  is  derived  from  a  lever  machine  with  wheel  gear 
which  gives  motion  to  two  main  levers  each  terminating  at  one 
end  in  a  looped  fork,  and  connected  to  two  pauls,  one  extending 
above  and  the  other  below.  The  non-looped  ends  have  balance 
weights  fixed,  and  are  themselves  fixed  to  a  toothed  segmental 
wheel.  Between  the  forked  ends  of  each  lever  are  ratchet  wheels 
keyed  on  a  shaft  which  extends  on  one  side  beyond  the  frame  of 
the  machine.  Power  is  employed  to  turn  a  crank  handle  which, 
through  a  toothed  pinion,  drives  a  toothed  wheel  on  the  same 
shaft  as  the  two  toothed  pinions  which  successively  raise  the 
toothed  segmental  racks  on  the  main  levers.  Cams  on  the  end  of 
the  racks  come  in  contact  with  springs  and  provide  for  a  con- 
tinuous rise  and  fall  of  the  levers.    Through  the  paula  XL^^ax^ 
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motion  is  given  to  the  ratchet  wheels  and  the  toothed  wheel  on 
the  same  shaft  which  is  connected  with  a  wheel  on  the  fly  wheel 
shaft.     The  power  to  drive  the  crank  handle  ia  derived  ihtm  the 
fly  wheel  shaft  when  in  motion, 
[Printol,  +d.    No  DtiminBi.] 

A.D.  186U,  August  28,— N"  2074.    (*  *•) 
SIEMENS,  Charles  William.—"  Improvements  in  engines  to 
"  be  worked  by  the  alternate  eipansion  and  contraction  of  steam 
"  and  other  elastic  fluids." 

The  following  Specifications  of  Patents  granted  to  this  inventor 
are  referred  to,  namely.  No.  336,  A.D.  1852,  and  No.  1363,  A.D. 
1866, 

1st.  "  Constmctbg  regenerative  engines  of  four  working  cylin- 
"  ders,  closed  at  both  ends,  with  intercomniunications  through 
"  regenerators  or  respirators  so  arranged  that  the  front  of  the  first 
"  cvlinder  communicates  continuously  with  the  back  or  heated 
"  portion  of  the  second,  ttie  front  of  the  second  with  the  back  of 
"  the  third,  the  front  of  the  third  witii  the  back  of  the  fourtli,  and 
"  the  front  of  the  fourth  with  the  back  or  heated  portion  of  the 
"  first-named  cylinder,  and  of  connecting  the  four  working  pistons 
"  of  these  cylinders  to  one  rotating  shaft  so  as  to  render  their 
"  motion  consecutive,  causing  tlie  front  part  of  any  one  of  the 
"  four  cylinders  to  act  the  part  of  charging  cylinder  to  the  back 
"  or  heated  portion  of  the  succeeding  cylinder." 

2nd.  "  Effecting  the  consecutive  motion  of  four  such  working 
"  pistons  in  attaching  the  same  to  four  equidiataut  points  of  the 
"  circumference  of  a  disc  or  cross  frame  carrying  a  central  radial 
"  arm  perpendicular  to  the  plane  formed  by  the  four  points  of 
"  attachment,  which  arm  is  connected  to  a  working  crank." 

ard.  "  Reversing  regenerative  engines  with  four  working  cylin- 
"  ders  "  "  by  introducing  valves  into  the  four  communicating  pos- 
"  sages,  which  being  moved  in  coneert  reverse  by  one  movement 
"  the  order  of  succession  of  communication  between  adjoining 
"  cylinders,  the  supply  and  discharge  valves  of  the  engine  being 
"  at  the  same  time  reversed  in  their  relative  limes  of  action." 

4th.  "Heating  regenerative  and  caloric  engines  by  the  appli- 
"  cation  of  jets  of  gas  flame,  which  gas  may  be  conveniently 
"  produced  by  the  imperfect  combustion  of  solid  fuel  in  a  aepa- 
"  rate  furnace  or  gas  generator,  and  the  utiliwng  of  waste  heat 
"  of  the  products  of  combustion  in  heating  the  air  to  support 
"  np/nfiiistion," 
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ImpartiDg  beat  to  the  gosee  which  constitute  the  norking 

medium   of    regenerative   or   caloric    engines    by   introduiaiia^ 
"  amoDgBt  them,  at  such  time  when  they  are  heated  to  tte-1 
"  utmost  extent,  by  means  of  respirators  or  regeneratora,  bigh^  ' 
"  heated  currents  of  steam  or  air,  or  the  heated  products  of  ooM- 
"  bustion  produced  by  igniting  a  mixture  of  air  and  inflammable 
"  gas  compressed  and  fired  before  reaching  the  cylinder." 

6th.  "  Combining  the  two  methods  of  internal  or  external 
"  heating  in  regenerative  or  caloric  engines. " 

7th.  "  Firing  a  mixture  of  inflammable  gases  or  vapours  and 
"  atmospheric  air  before  entering  the  heated  chamber  or  cylinder 
"  of  regenaative  or  caloric  engines,  by  passing  the  same  through 
"  a  pipe  or  chamber  with  recesses  presenting  highly  heated  or 
"  incandescent  surfaces." 

8th.  "Cooling  the  working  cylinder  or  working  cylinders  of 
"  regenerative  or  calorie  engines  by  causing  a  current  of  atmo- 
"  spheric  air  to  pass  through  the  same  at  the  oom|)letion  of  each 
"  effective  stroke." 

9th,  "  Combining  the  heating  and  cooling  arrangements  of  the 
"  working  cylinders  of  regenerative  and  caloric  eoginea." 

10th.  "Generating  inflammable  gases  for  heating  regenerative 
"  or  caloric  engines  by  placing  fuel  in  an  upright  receptacle,  and 
"  by  introducing  amongst  it  jets  of  atmospheric  air  from  without 
"  at  a  certain  elevation,  so  as  to  produce  a  zone  or  intermediate 
''  layer  of  highly  incandescent  fuel,  which  on  being  traversed  by 
"  the  raw  products  of  distillation  from  the  fr^h  fuel  supplied 
"  above,  as  well  aa  by  steam  or  other  vapours  which  may  be 
**  introduced,  will  convert  the  same  into  permanently  elastic  ci 
"  bustible  gases,  such  as  hydrogen  and  carbonic  oxide." 

11th.  "Utilizing  the  sensible  heat  of  the  inflammable  gases   I 
"  produced  in  the   above-named  apparatus  by  transferring  the   j 
■'  same  either  to  atmospheric  air  supporting  the  subsequent  c 
■'  bustion  of  those  gases  or  to  water,  the  vapours  from  which  may 
"  be  used  with  advantage  in  the  same  apparatus,  in  order  to  b«  j 
"  also  converted  into  inflammable  gas.' 

[Printed,  U.lOd.    Inawinja.] 

A.D.  1860,  August  31.— N°  2110. 
JJEWTON,  WibMAM  EnwABD.— (J  comrmtnicalion  from  Jolm  1 
Bricsiim.) — "  Improvements  in  air  engines." 

TtvD  cylinders  are  placed  in  a  direct  line,    close  to  these  ia 
strong  vessel  to  which  heat  is  applied  and  also  o.uo*ii<Et  \t5 
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kept  cool  hj  the  application  of  cold  water  oi  currents  of  atmo- 
gpheric  air.  Within  each  of  the  cylinders  a  hollon'  piaton  ia 
made  to  operate  and  hoth  pistons  ore  connected  bj  a  long 
piston  of  relatively  small  diameter  resembling  the  ram  of  a 
hydraulic  press.  Both  ends  of  one  cylinder  are  sirauitaneousiy 
in  free  communication  with  the  heater  whilst  hoth  ecils  of  the 
other  "  cylinder  are  at  the  saipe  time  in  free  comniunication 
"  with  the  cooler.  The  pressure  in  the  heater  being  greater 
"  than  in  the  cooler,  the  lone;  or  working  piston  will  be  forced 
"  from  the  cylinder,  which  is  in  commutiication  with  the  healer 
"  into  the  cylinder  communicating  with  the  cooler.  When  the 
"  working  piston  has  completed  the  stroke  the  communication 
"  between  the  cylinders  and  the  heater  and  cooler  are  reversed 
"  by  v&lves  operated  as  in  non-expansive  steam  engines,  and 
>"  thus  B,  continuous  motion  is  produced." 

The  hot  and  cold  air  escaping  from  the  cylinder  is  made  to  pass 
through  a  chamber  filled  with  wire  cloth,  or  through  metallic  tubes 
into  the  cooler  or  heater  respectively.  The  greater  column  of  nir 
withdrawn  from  the  heater  that  which  is  returned  is  compensated 
by  the  dilation  caused  by  heating  the  air  in  its  passage  through 
the  heaters.  The  diameter  of  the  acting  pressure  towards  the  end 
of  the  stroke  is  obviated  and  the  pressure  may  be  augmented  by 
these  improvements. 

[Printed,  Bd.    I}niwiQK.] 

A.D.  1860,  September  1.— N°2115. 
BOWLER,  John  Cobb. — [Provisional  protection  onJy,)— Motive 
jiower  is  obtained  from  a  combination  of  levers  with  their  fulcnims 
adjusted  in  or  about  their  centres,  so  that  they  revolve  when  first 
set  in  motion  by  the  power  of  gravitation.  The  power  to  set  the 
levers  in  motion  is  derived  firom  steam,  air,  water,  or  any  elastic 
or  solid  substance  which  gives  an  upward  or  downward  pressure 
to  the  levers  and  keeps  them  in  motion  while  the  weight  or  power 
is  stationary. 

PMntod,  id.    Xo  DmitijiRB.] 

A.D.  1860,  September  22.— N"  23i;.     [*  *) 
BUDDEN,  John  Leggbtt. — (A  cornnunication  from  Woodford 
Pilkini/tiin.) — This  invention  consists  in  obtaioing  motive  power 
6r  tbe  application  of  steam,  highly  rarefied  gae,  or  other  aeriftrm 
iJiiid.     It  is  described  BiS  appWei  to  tt«  aoiew  ■po^Wm  oC  a  vesKl 
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but  is  stated  to  be  applicable  as  a  motive  power  to  general  pur- 
poses. A  screw  propeller,  by  preference  double  threaded  (on  the 
Archimedean  principle)  is  mounted  upon  a  hollow  shaft,  in  the 
usual  position  in  the  dead  wood  of  the  vessel.  A  cavity  is  formed 
in  the  boss  of  the  propeller,  wherefrom,  issuing  at  the  periphery,  are 
formed  a  number  of  curved  radiating  passages  arranged  according 
to  the  constructive  principle  of  the  turbine  wheel.  There  are  two 
distinct  sets  of  radiating  passages,  which  curve  in  opposite  direc- 
tions for  the  double  purpose  respectively  of  going  ahead  and 
backing  astern.  A  high-pressure  boiler  is  disposed  in  the  after 
hold  of  the  ship.  A  steam  pipe  leads  from  the  stop  valve  case 
on  the  top  of  the  boiler,  down  to  the  end  of  the  propeller  shaft, 
through  the  hollow  of  which  it  communicates  with  the  cavity  in 
the  boss  of  the  propeller,  opening  a  passage  thereto  from  the 
steam  space  of  the  boiler.  Within  the  cavity  there  is  a  piston 
valve,  which  by  means  of  a  rod  attached  thereto  is  caused  to  slide 
when  getting  under  weigh,  and  uncover  either  one  or  other  set  of 
passages  according  to  the  order  for  going  ahead  or  astern.  The 
other  end  of  the  rod  is  passed  through  the  shaft  into  the  vessel, 
where  by  means  of  suitable  connections  it  is  operated  by  the 
attendant.  The  propeller  is  driven  round  by  the  action  of  the 
steam  upon  the  water,  and  the  reaction  of  the  water  upon  the  steam, 
which  of  course  must  be  instantaneous  before  condensation 
weakens  the  force  of  the  steam. 
[Printed,  lO^^.    Drawing.] 


A.D.  1860,  October  13.— N°  2494.    (*  *) 

RESTON,  Samuel. — (Provisional  protection  only,) — **A  rotary 
"  engine  for  obtaining  motive  power  by  the  agency  of  steam, 
"  heated  air,  or  other  fluid."  A  cylindrical  shell  is  fixed  on  a 
central  shaft  by  means  of  a  spiral  partition,  one  edge  of  which  is 
attached  to  the  shaft  and  the  other  edge  to  the  shell,  whereby  a 
spiral  passage  is  formed  through  the  apparatus.  Two  or  more 
spiral  partitions  are  sometimes  fixed  within  the  cylinder,  which 
then  form  distinct  spiral  passages  of  a  coarser  pitch.  The  shaft 
and  apparatus  are  made  to  rotate  with  great  velocity  by  the  ad- 
mission of  steam  at  one  end  of  the  cylinder,  which,  after  passing 
through  the  spiral  passages,  may  be  made  to  enter  a  second 
cylinder,  and  so  on  until  its  force  is  completely  exhausted. 
[Printed,  4<f.  No  Drawings.] 
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A.D.  1B60,  November  7-— N"  2743. 
NEWTON,  William  Eovt,\KU.—{AcimmimkationJi-om  George 
Marshall.)—"  Obtaining  motive  power  from  air." 

This  ia  done  by  a  number  of  tanks  provided  with  an  internal 
heating  apparatus,  and  succeaaivelj  filled  with  compressed  air. 
The  heating  apparatus  consists  of  a  burner,  from  which  hydn^en 
gas  under  pressure  escapes,  and  ia  ignited  by  means  of  an  electric 
spark.  Oxygen  gaa  may  be  supplied  to  increase  the  intensity 
of  the  flame.  The  heated  compreaaeii  air  is  conducted  to  ihe 
cylinder  of  a  high  pressure  engine.  "  It  will  be  found  convenient 
"  to  USB  the  heated  compressed  air  from  two  or  more  tanks  in 
"  combination,  ao  that  the  pressure  may  be  ei^ualized." 

[Printed,  a  d.    Dniwliig.l 

A.D.  1860,  November  13.— N"  2779. 
WILLIAMS,  Joshua.— {Proi'ixiDnai  proteclUm  oah/.) — Motive 
power  is  to  be  obtained  by  ainking  a  shaft,  "  at  the  bottom  of 
"  which  are  to  run  horizontally  a  Eeries  of  circular  tunnels." 
The  BJt  in  these  is  compressed  by  the  entrance  of  wat«r,  which  is 
supplied  by  an  iron  pipe  frotn.  a  spring.  Other  pipes  [convey 
the  compressed  air  to  any  place  where  tlia  ]>o\ver  is  required,  or 
elastic  air  bags  may  be  used.  The  tunnels  are  emptied  of  water 
by  again  forcing  air  down. 
[PrintiKl,  W,    No  Dra.viiijjaJ 

A.D.  1860,  November  2G.— N"  2902. 
HUGON,  PlERRE.^(ProBimoHai  protection  anly.) — Thia  inven- 
tion consists  of  an  improved  mode  of  igniting  *'  explosive  gaseous 
compounds"  used  in  the  eogiue.  No,  61S,  A.D.  1860.  "The 
gaa  is  admitted  at  stated  intervals  into  a  chambei'  through  a 
pipe  provided  with  tivo  or  more  orificies,"  and  "impinges 
against  two  plattna  wire  plates,  and  is  ignited  by  a  jet  of  gaa 
kept  constantly  burning."  The  wire  plates  become  red  hot, 
and  in  combination  with  the  gaa  oauae  the  explo^on  of  the 


[PHnled,4d.    No 


A.D.  1860,  November  29.— N"  2928. 

I  BETHUNE,  Sir  John  tnoTTBn.—iPromsional  protection  onli/.] 

[  7b  each  e.vtremity  of  a  balance  beam  mounted  on  a  strong  pedes* 
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tal  is  suspended  a  metallic  recipient,  of  which  the  bottom  is 
pierced  with  a  circular  opening,  over  which  is  adapted  the  upper 
end  of  a  metallic  cylinder  having  at  its  lower  extremity  a  piston 
with  a  circular  slide  valve.  The  pistons  work  in  a  pump  body, 
:&om  which  an  escape  pipe  with  eduction  valves  passes  to  a 
driving  wheel  mounted  apart  on  cast  pillars,  and  surrounded  by 
a  metallic  circle  enclosing  the  pallets.  A  return  pipe  leads  from 
this  wheel  to  a  fixed  reservoir,  whence  the  liquid  working  in  the 
machine  is  distributed  to  the  suspended  recipients.  The  appa- 
ratus is  charged  with  water,  mercury,  or  other  liquid,  one  piston 
being  at  the  top  of  its  pump  body  with  its  valve  closed,  the  other 
at  the  bottom  of  the  other  pump  with  the  valve  open.  On  open- 
ing the  communication  with  the  escape  pipes,  the  raised  piston 
descends  by  the  weight  of  the  recipient,  forcing  the  Hquid  below 
into  the  driving  wheel,  while  the  recipient  and  piston  at  the  other 
end  rise.  The  slide  valves  are  then  reversed,  and  the  reverse 
movement  takes  place. 

[Printed,  4d,   No  Drawings.] 

A.D.  1860,  December  7.— N«  2999. 
EDWARDS,  Frederic  Howorth. — ^This  invention  consists  of 
a  cylinder  the  lower  part  of  which  is  heated  by  a  furnace  and  the 
upper  cooled  by  water  contained  in  a  surrounding  chamber  or 
water  space.  A  piston  or  plunger,  occupying  about  one  half  of 
the  internal  capacity  of  the  cylinder  is  fitted  loosely  within  it. 
The  plunger  is  encircled  by  a  belt  of  a  fine  wire  to  absorb  the 
heat  of  the  ascending  body  of  air,  and  to  impart  heat  to  the 
descending  body  of  air.  When  the  plunger  is  at  the  top  of  the 
cylinder  the  pressure  of  the  air  is  increased,  and  part  of  it  flows 
through  a  valve  at  the  top  of  the  cylinder  to  a  reservoir.  On 
depressing  the  plunger  the  pressure  is  reduced  and  air  is  then 
allowed  to  flow  in  through  a  second  valve  at  the  top  of  the 
cylinder.  This  air  is  obtained  from  a  reservoir  of  compressed  air 
at  a  lower  pressure  than  the  air  in  the  first  reservoir.  The  air  will 
pass  into  the  higher  pressure  reservoir  nearly  cold,  and,  after 
actuating  the  piston  of  a  motive  power  engine,  is  returned  to 
the  lower  pressure  reservoir. 
[Printed.  lOd,   Drawing.] 

A.D.  1860,  December  8.— N»  3016. 

SIMON,  Louis. — ^This  consists  of  a  hot  air  engine  with  a  cylinder 
and  two  pistons.     The  cylinder  is  open  &t  ciCA  ^\A«  «ax\  '^^ 


328 


AIR,  GAS,  AND  OTHER 


other  enil  receives  a  dome  or  vessel  which  is  heated  hy  means 
of  B.  fire.  When  the  pistons  move  towards  the  dome  h,  rinK 
closes  the  Kroores  on  the  ianer  or  feedm^i;  piston,  and  the  hot 
Mr  escapes  hy  the  valve  placed  just  outside  the  dome.  "  This 
"  piston  has  ft  quicker  motion  than  that  of  the  "  outer  or  "  work- 
"  ing-  piston,  thus  causing  a  vacuum,  and  air  is  admitted  hy  the 
"  I'alves  of  the  working  piston  into  the  inside  of  the  cylinder. 
"  If  the  motion  is  in  the  other  direction  the  valves  close,  the 
"  feeding  piston  goes  quicker  and  pressea  upon  the  air  betivocn 
"  hoth  pistons,  the  air  passing  through  the  grooves  of  the  feeding 
"  piston  into  the  space  betn-eeu  the  piston  and  the  dome." 


[Prim. 


'?■] 


1861. 


A.D.  18B1,  Januarj-  3.— N°  H.  (• 
FULLER,  William  Coles,  JAOUES,  J*meb  Ari 
FANSHAWE,  John  Americus.  —  This  invention  relittes  to 
valves  of  steam,  water,  air,  and  gas,  and  other  engines,  pump 
buckets,  packings,  &c.,  and  consists  in  adapting  to  such  and  other 
uses,  a  compound  called  by  the  inventors  "junction  rubber," 
composed  of  i-ulcanite  or  hard  india-ruhber  united  with  soft  vul- 
canized india-rubber  during  the  process  of  vnlcanizing.  For 
atop  valves  the  hard  rubber  is  faced  with  soft  material,  such  being 
either  moulded  to  the  required  form  or  cut  out  of  "  junction 
"  rubber"  prepared  in  sheets  for  that  purpose.  When  the  two 
materials  are  united  otherwise  than  by  laj-ere  or  sheets,  scarf  joints 
ate  preferred  as  givicp;  greater  holding  surface,  the  hwd  vulcanite 
being  introduced  to  form  the  part  n'here  strength  and  rijpdi^  is 
necessary,  and  the  soft  I'uleanizcd  for  the  pliant  or  elastic  part ; 
in  cases  where  the  pressure  is  very  great,  the  valve  may  be 
strengthened  hy  a  thin  layer  of  the  micanite.  Packings  for 
piston  rods  are  made  in  soft  rubber  rings  Uned  with  vuleanite ; 
also  packings  for  screw-proiwller  shafts  of  the  "junction  rubber  " 
are  so  accurately  fitted,  that  the  gland  may  be  removed  at 
'  any  time.  Rings  for  hydraulic  rama  are  moulded  to  the  requited 
'  ^apr,  and  sockets  or  tubing  are  made  for  steam  Mid  other 
engines,  ajiparalus  or  uses,  eifivM  lsKt4  ot  atft^^vAia^aontaide, 
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to  suit  the  required  purpose.    ''Junction  rubber''  is  also  used 
for  the  sockets  and  tubing  for  steam,  water,  air,  or  gas  engines^ 
[Printed,  8d.  Drawing.] 

A.D.  1861,  January  3.— N«  17. 
NEWTON,  Alfred  Vincent. —  {A  communication  from  John 
Cleves  Symmes.) — "  At  each  end  of  the  cylinder  containing  the 
working  piston  is  a  cylinder  of  larger  diameter  and  in  each  end 
cylinder  a  piston  is  fitted."  These  pistons  are  connected  so  as 
to  work  simultaneously.  The  end  cylinders  are  surrounded  at 
their  extremities  nearest  the  working  cylinder  by  coils  of  metal 
tubes  heated  with  the  *'  burnt  air "  of  a  furnace,  and  at  their 
outer  extremities  by  similar  coils  cooled  by  streams  of  cold  water. 
By  the  motion  of  the  end  pistons  the  air  in  one  cylinder  is  forced 
from  the  hot  to  the  cold  side  of  the  cylinder  through  a  metal 
regenerator  made  of  wires  laid  in  any  parallel  direction,  while  the 
reverse  action  takes  place  in  the  opposite  cylinder.  The  working 
piston  is  actuated  by  the  difference  of  pressure. 
[Printed,  lOd,   Drawing.] 

A.D.  1861,  January  14.--N°  107.     (*  *) 
JOHNSON,  John   Henry.  —  {A  communication  Jean  Joseph 
Etienne  Lenoir,) — ^This  invention  relates  to  certain  improvements 
upon  the  reciprocating  gas  motive  power  engine,  described  in 
No.335,A.D.  1860. 

A  peculiar  arrangement  of  distributing  valve  is  adopted  for 
effecting  the  admission  of  the  air  and  gas  into  the  cylinder  in 
regular  layers  or  strata.  In  addition  to  the  air  it  is  proposed  to 
admit  a  certain  amount  of  low-pressure  steam  or  moist  vapour, 
or  fine  spray  of  water  into  the  cylinder,  so  that  on  the  ignition  of 
the  gas  the  steam  or  vapour,  or  spray,  will  be  heated  and  consider- 
ably expanded,  thereby  increasing  the  eifect  of  the  engine.  The. 
cylinder  is  surrounded  with  a  cold  water  jacket,  and  the  covers, 
are  also  made  hollow  and  filled  with  cold  water. 

There  are  two  electric  igniters,  one  at  each  end  of  the  cylinder  ; 
the  two  wires  forming  one  igniter,  and  required  to  produce  the 
spark,  are  placed  in  a  porcelain  or  other  suitable  non-conducting 
rod,  which  is  fixed  inside  a  metal  plug  screwed  into  the  cylinder 
cover.  A  metal  slide  carried  by  the  cross-head  of  the  piston  rod 
makes  electrical  contact  with  certain  insulated  plates  that  ace 
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Mspectively  connected  with  the  igniters,  ho  that  the  circuit  is 
made,  and  a  spark  is  produeed  in  each  end  of  the  cylinder 
alternately,  so  as  to  eiplode  the  gas  and  air  which  have  been 
drawn  or  sucked  in  by  the  piston  at  the  commencement  of  its 
stroke  when  under  the  influence  onlyof  the  fly  wheel.  The  electric 
force  required  to  produce  the  S])ark  is  preferably  obtained  from 
RuhmkoFs  coil. 

tPriQlBd,  U.    Drawing.] 

A.D.  1961.  January  17.— N"  134. 
CAVALERIE,  Marcelin  Francois.— (Prowijionoi  pi-oleelioTi 
imly.) — Motive  power  ia  derived  from  a  balance  lever  formed  of  twin 
plates  united  by  a  bottom  cylinder  in  which  is  placed  the  rotating 
axis  of  the  lever.  At  the  extremities  of  the  lever  between  the 
plates  are  pivotted  small  shafts  carrying-  a  lever  bent  at  right  angles, 
the  extremity  of  which  ia  weighted.  The  small  ahafta  and  the  axis 
of  the  lever  terminate  in  cranks  all  attached  to  a  common  con- 
necting rod.  The  crank  ou  ,the  axis  of  the  balance  lever  also 
carries  a  rod  connected  to  a  crank  on  the  fiy  wheel  shaft,  which 
(rank  ia  governed  by  another  rod  connecting  one  end  of  the 
balance  lever.  One  of  the  rods  imparts  a  movement  uf  rotation 
to  the  cranka  of  the  balance  lever  and  weights,  and  the  aeoond 
connecting  rod  imparts  an  alternating  movement  of  rotation  to 
the  balance  lever,  which   combined   action   pioducea  the  motive 

'  CPtintod,  *d.    No  Drawing.] 

A.D.  1861,  January  17.-N°  1;)7. 
HENRY,  Michael.— (-4  communicalim  frmn  Josi  Gallegos.)— 
Improvements  in  apparatus  for  locomotion. 

The  means  employed  for  obtaining  and  controlling  the  loco- 
motion of  the  carriage  are  :  —  Firat,  apparatus  to  apply  the 
muscular  power  of  a  mon  acting  aa  a  motor  for  guiding,  steering, 
backing,  and  atopping  the  carria^,  and  causing  it  to  surmount 
obatructionB.  Secondly,  employing  the  weight  of  a  man  acting 
as  motor  and  conductor  by  placing  him  in  a  vertical  position 
sufhciently  unsteady  for  hia  weight  to  oscillate  and  jiroduce  power 
applicable  to  treadles,  pedals,  or  levers.  Thirdly,  the  Wfflgbt  of 
men  on  a  seat  placed  on  the  top  of  a  triangular  piece,  ttvenei 
pendulam,  or  rocking  appliance,  on  a  centre  or  aiis,  such  weight 
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I  the  treadles  at  levers.  Fourthly,  arrangements  wliereby 
a  m&n  bs  »  motor  bears  rerticDUf  and  altematelj  on  two  treadles  or 
levera.  Fifthlj,  obt^ftiainfi  power  by  the  oscillation  of  mercury. 
Aa  a  propulsive  ngent  applied  with  these  arrangements  a  eoni- 
pressed  air  or  caloric  engine  or  air  expanded  by  electricity  {as 
Lenoir's  plan)  ia  Hometimes  employed.  Ilie  ntechanical  airange- 
menta  do  not  increase  or  produce  power  by  themaelres,  but  are  a 
powerful  help  to  locomotion  or  auxiliftry  o^ency  being  combined 
so  as  to  transmit  power  from  one  point  to  another  so  as  to  gain  in 
speed  whiit  is  lost  in  velocity  or  vice  versa,  or  to  change  the  direc- 
tion of  the  motion. 

[Printed,  1».  M.    DrawinRa.] 

A.D.  1861,  January  21.— N"  1G6. 
PASCAL,  Jean  Baptiste. — This  consists  in  the  apphcation  to 
eitplosive  engines  of  inflammable  gas  produced  by  the  decom- 
position of  steam  made  to  pass  through  incandescent  coal.  The 
fuel  is  contained  in  a  furnace  eurrounded  by  a  casing  containing 
water  from  which  ateam  is  drawn  at  intervals  through  the  fumace- 
by  the  aspiration  of  a  gasometer,  or  by  a  blowing  machine.  The  ■ 
inflammable  gases  produced  are  hydrogen  and  oxide  of  carbon,  i 
By  passing  air  through  the  incandescent  coal,  oxide  of  carboii ' 
mixed  with  azote  is  produced.  When  hydrogen  and  oxide  of' 
carbon  are  produced,  the  mixture  ia  very  indammable  and  may 
be  ignited  by  electricity,  but  when  oxide  of  carbon  ia  produced  ■ 
alone  the  mixture  is  little  inflammBl>le,  and  in  order  to  light  it,  a 
current  of  the  very  inflammable  mixture  is  used.  An  incan- 
descent platinum,  wire  may  also  he  used  to  ignite  all  the  mixtures 
"  where  the  inflammation  takes  place  during  the  introduction  of 
"  the  siud  gases,  and  as  long  as  the  introduction  lasts."  The ' 
wire  may  also  be  brought  into  contact  trith  the  gases  instantly 
at  the  desired  times  by  means  of  a  aUde  valve.  The  gases  may 
be  applied  to  dilated  gas  or  vapour  engines  such  as  Ericaaon'a, 
or  explosive  mixture  motors  may  be  combined  with  dilated  gaa 
engines  by  introducing  at  the  beginning  of  the  piston  etroke, 
a  certain  quantity  of  inflammable  gos  which  is  inflamed  and' 
afterwards  in  the  same  cylinder  during  the  continuance  of  the  ' 
stroke,  introducing  motive  gases  which  set  themselves  in  equili- 
brium of  elasticity  with  the  inflammable  gases  precedently  intro- 
duced. Two  capacities  with  calorifugal  sidea  communicate  mtb 
the  cylinder,  the  base  of  which  they  constitute  on  wich  side.    Into 
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these  capacities  the  explosive  gases  pass  to  be  inflamed.  They 
may  be  provided  with  two  oriSces,  one  t'ur  the  ioflamniable,  and 
the  other  for  the  little  iaflammable  Kaaes.  The  piston  is  provided 
with  displacing  bodies,  which  flit  up  the  capacities  for  the  purpose 
of  avoiding  detrimental  spaces  and  preventin);  the  side  sui&ces 
of  the  cylinder  from  being  in  contact  with  the  hot  motive  gases. 
[Trinled,  ]■.    BrBwingn.] 


A.D.  1861,  January  26.— N=  212.  (*  *) 
JOHNSON,  John  Hekhv.  —  {A  comtmmication  from  Avgiale 
Frtiuvost.) — This  invention  relates  to  obtaining  motive  jiower 
from  the  expansion  and  compression  of  air,  gas,  or  vapour,  and 
to  the  "pyrometer"  engine,  or  apparatus  for  reworking  such 
fluids  or  vapours  indefinitely  without  loss  or  escape,  uid  par- 
ticularly by  their  regeneration  after  producing  their  dynamic 
eflect.  The  "  double  pyrora.eter,"  worked  by  both  air  and 
stemn,  regenerates  the  caloric  and  the  molecules ;  it  consists  of 
two  working  cylinders  with  supplements!  chambers  or  lungs, 
a  superheating  generating  apparatus,  a  saturating  regenerating 
apparatus,  and  a  refrigerating  apparatus.  The  "  superheating 
"  generator"  consists  of  a  serpentine  [lipe,  coiled  round  and 
embedded  during  the  process  of  lasting  within  the  sides  of  a 
cast  iron  furnace,  which  is  surmounted  with  a  vertical  tubular 
chamber  or  steoim  generator,  through  which  the  flamiDg  gases 
rise  from  the  furnace  £re.  The  aaturator,  which  also  acts  as  a 
regenerator,  consists  of  a  horizontal  cylindrical  chamber,  covered 
at  one  end  by  a  cap,  which  affords  communication  to  the  aeriea  of 
pipes  within;  these  pipes  are  closed  at  their  lower  ends.  After 
the  steam  is  eiipanded,  it  is  forced  back  into  this  chamber,  where 
it  is  saturated  and  the  caloric  concentrated,  "  the  compressed  air 
"  beiog  heated  in  the  tubes  by  depriving  the  steam  of  its  caloric 
"  in  order  to  exert  its  expansive  force  in  the  air  cylinder." 
"  Tlie  refrigerator  or  cooling  apparatus  is  surmounted  with  a 
"  chimney,  and  it  is  also  formed  of  tubes  open  at  both  ends, 
"  through  which  the  atmospheric  air  passes,  and  carries  off  and 
"  disperses  the  caloric  of  the  compressed  air  contained  in  the 
"  interior  of  the  case,  to  serve  as  the  counter  pressure  of  the  same 
"  air  cyhnder."  The  two  working  cyUnders  are  furnished  with 
four  "lung"  chambers;  they  are  "for  the  purpose  ofelfeoting 
"  repercUBiive  reactions  at  each  stroke  of  the  piston  by  means  of 
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the  two  reservoirs  of  different  pressures  and  temperatures. 
althouf;^h  of  the  same  density,  the  one  acting  so  as  to  equalize 
the  pressure,  the  temperature,  and  the  density  in  the  '  lungs  * 
during  two  strokes  of  the  piston,  whilst  the  other  acts  so  as  to 
produce  the  same  efPect  during  the  negative  stroke ;  expansion 
or  the  positive  stroke  takes  place  during  the  opening  of  the 
orifice,  which  places  the  *  lungs '  in  communication  with  the 
cylinder,  whilst  the  negative  stroke  takes  place  only  when  the 
"  orifice  is  shut/'  The  working  cylinders  of  the  double  pyro- 
meter are  horizontally  disposed  lineable  with  each  other,  so  that 
the  two  pistons  are  fitted  on  one  piston  rod,  which  by  means 
of  a  connecting  rod  gives  motion  to  a  crank  shaft  in  the  usual 
manner.  The  pyrometers  are  constructed  with  one,  two,  or  more 
cylinders. 

[Printed,  2e.  Sd,    Drawings.] 

A.D.  1861,  February  11.— N°  338. 
MENNONS,  Marc  Antoine  FRANgois. — {A  communication 
from  Augtiste  Casimir  Lehot,) — "Heating  and  cooling  surfaces 
"  of  engines  propelled  by  aeriform  fluids." 

A  more  rapid  diffusion  of  caloric  is  obtained  by  securing  metallic 
gauze  or  web  to  the  heating  or  cooling  surfaces  in  such  a  position 
as  to  be  constantly  in  contact  with  the  aeriform  fluid  or  with  the 
liquid  to  be  vaporised.  In  locomotive  engines  the  boiler  tubes 
are  surrounded  by  metallic  gauze  wrapped  over  itself  in  spiral 
layers.  In  other  boilers  webs  are  set  along  the  inner  surfaces. 
[Printed,  4d.    No  Drawings.] 

A.D.  1861,  March  28.— N^  771. 
BRITTAIN,  Bartholomew. — {Provisional  protection  onlj/.)^- 
A  rod  supporting  any  number  of  **  volants  or  flyers  "  and  sup- 
ported at  both  ends  is  placed  within  a  tube  from  which  the  air  is 
exhausted.  The  exhaust  will  cause  the  flyers  to  whirl  round  and 
the  axle  to  rotate.  Power  may  also  be  obtained  by  forcing  air 
through  the  cylinder. 

[Printed,  4d.    No  Drawings.] 

A.D.  1861,  April  15.— No  922 

SMITH,  James,  and  CHEASE,  Sydney  Artuub.— (Prowsiona^ 
protection  not  allowed.) — ^This  relates  to  improvements  to  be  used 
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in  the  oonatniction  of  the  "  atomic  engine,"  No.  185S,  A.D.  186S. 
Two  or  more  primary  cylinders  fitted  with  pistons  and  com- 
munioatlnK  hy  a,  pipe  are  attached  to  tlie  engines.  The  eonneot- 
ing  rods  arc  united  at  right  angles  on  the  wheel  by  levers  on 
which  weighlfl  may  be  fixed.  Aa  the  wheel  rotates  the  piatona 
are  moved  in  opposite  directions  by  means  of  a  friction  wheel  and 
the  communication  pipe.  Each  cylinder  is  partly  filled  with  air, 
water,  mercuiy,  or  easential  oils.  A  secQndary  cylinder  having  its 
ends  communicating  hy  a  pipe  with  a  stop-cock  and  filled  with 
water  or  caaential  oils  regulates  the  action  of  the  wheel  by  means 
of  the  connecting  rod  of  its  piston. 
[Printed,*;.    So Draiyinga.] 


A.D.  1861,  April  ly.-'N"  375. 
GJERS,  John.— {Letters  Patent  void  for  want  of  Final  Specifi- 
cation.) — A  cylinder  with  a  working  piston  communicates  at  each 
end  with  a  closed  air  vessel  fitted  with  metal  tubes.  Each  set 
of  tubes  communicates  with  the  flue  of  a  farnaoe  and  with  a 
common  chimney  placed  midway  between  the  two  I'esBels  and 
provided  with  a  reversible  damper  valve,  which  allows  the  hot  air 
from  the  furnace  to  pass  through  the  tabes  in  one  air  vessel 
direct  to  the  chimney  and  at  the  same  tune  allowa  cold  air  from 
the  atmosphere  to  enter  by  a  nozzle  and  pass  down  the  tubes  of 
the  other  ^  vessel.  The  aame  body  of  air  on  opposite  sides  of 
the  piston  is  thus  alternately  heated  and  cooled. 
lTMotcd,4<f.    No  BrtwinKB.] 

A.D.  1861,  May  1.— N"  1090. 
LtJDEKE,  JoHASN  Ernst  Fhibdrich. — {Provisional  protec- 
tion only.) — Motive  power  is  derived  from  the  peculiar  property 
discovered  hy  the  inventor,  of  fluids  in  repelling  bodies  in  the  form 
of  plates  or  discs,  causing  the  bodiea  to  emei^e  from  or  rise  in 
the  fluid  with  a  force  which  Increases  with  the  increase  of  the 
auperficial  area  of  the  platea  or  discs.  Mercury  produces  the  best 
results.  Two  or  more  thin  plates,  discs,  or  sheets  are  placed 
together  ao  as  to  form  one  surface  of  two  or  more  times  the  thick- 
ness of  each  separate  plate,  diac,  or  sheet.  These  are  immersed 
and  then  separated  so  as  to  offer  two  or  three  times  the  area  and 
rise  mth  a  correspondingly  increased  force.  Caoutchouc  may  also 
be  used,  being  immersed  in  a  ccmttacted  state  and  then  stretched. 
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Two  sets  of  such  ii^lates^  discs^  or  sheets  may  be  U8ed>  <m6  set 
imtnerj^ing  while  the  other  emerges. 
[Printed,  4<i.   Ko  Drawings.] 

A.D.  1861,  May  2.— N^  U05.    (*  *) 

BROWN,  Joseph  Gbobgb. — (Prcwmofta/  protection  onlffj) — 
A  wheel  is  employed  having  cells  or  buckets  fixed  on  its  peri^ 
phery;  Ihe  axle  of  the  wheel  lies  horizontally  on  bearinga  and 
carries  a  pulley,  round  which  a  belt  passes,  which  also  passea 
round  another  puUey  on  an  axle  lying  horizontally  aboye  the 
wheel.  "  Both  axles  are  provided  with  a  pulley,  round  which  a 
belt  or  chain  is  passed  canying  buckets  or  elevators,  which  are 
so  arranged  that  the  outer  lips  of  the  buckets  or  elevators  pass 
close  to  the  bottom  of  a  trough  lying  under  the  lowest  axle, 
and  as  the  elevators  pass  through  the  trough  they  scoop  up  a 
quantity  of  shot,  which  they  carry  to  the  top  of  the  highest  axle 
and  shoot  it  into  a  trough  which  is  so  placed  that  the  shot  rolls 
from  the  trough  into  the  buckets  or  cells  of  the  wheel  at  tiie 
centre  of  its  circumference,  by  which  means  the  wheel  is  caused 
"  to  revolve.  There  is  a  slide  in  the  trough  by  means  of  which  the 
'^  quantity  of  shot  delivered  on  to  the  wheel  is  regulated.  .  •  . 
"  In  lieu  of  shot  I  sometimes  use  sand  or  water  for  the  elevatora 
''  to  raise  up  and  to  conduct  on  to  the  periphery  of  the  wheel  in 
"  the  manner  above  mentioned." 
[Printed,  4<2.    No  Drawings.] 

A.D.  1861,  May  13.—N»  1210. 
CHARD EMITE,  Pierrb.  —  (Provisional  protection  only,)  — 
"  Wind  motive-power  engine." 

To  the  upper  part  of  a  vertical  shaft  are  set  two  wooden  j&ames 
with  eight  arms.  The  frames  are  connected  by  masts  or  poles 
which  are  furnished  with  sails  free  to  move  according  to  the  direc- 
tion of  the  wind,  and  worked  by  halyards  placed  over  a  series  of 
pulleys  conducting  them  to  the  vertical  shaft.  The  halyards  ajre 
ultimately  fastened  to  a  wheel  on  the  shaft  to  which  a  brake  may 
be  applied. 

[Printed,  4d.    No  Drawings.] 

A.D.  1861,  May  14.— N»  1224.    (*  *) 
BOUTET,  Thomas  Charlss. — {Provisional  protection  only,) — 
*'  Improvements  in  obtaining  and  applying  motive  power  by  aero- 
**  hydraulic  means." 
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"  The  apparatus  ooDsists  of  aeertidn  number  of  irapec^^ous  aic 
''  chambers  fixed  on  a  movable  axis  in  the  centre  of  a  tank  full 
"  of  water.  The  air  chambers  communicate  mth  each,  other  by 
■'  means  of  tubea,  which  allow  the  air  to  circulate  when  the 
"  faateningfl  fixed  to  the  tubes  or  air  chambers  ate  open.  Sup- 
■'  pose,  for  example,  only  two  air  chambers  of  tlie  same  size  fixed 
" 'vertioallj  upon  on  horizontal  and  movable  axis;  the  air 
"  chamher  which  is  at  the  bottom  of  the  water  is  full  of  air 
"  while  the  one  on  the  surfeee  is  empty.  If  the  fiutening  is 
"  opened  the  air  pressed  by  the  body  of  water  remonnts  im- 
"  mediately  from  the  lower  into  the  upper  air  chamber,  and  lifts 
"  up  a  piston  rod  with  a  force  in  proportion  to  the  size,  or  rather 
"  to  the  surface  of  the  air  chamber.  The  piston  rod,  upon  the 
"  axis  of  which  ia  fixed  a  fly  wheel,  tmnsmita  the  motion  to  the 
"  axis  from  the  tank  either  by  means  of  toothed  wheels  or  gnlls, 
"  chains,  or  a  connecting  rod  with  an  excentrio,  so  that  every 
"  turn  of  the  piston  forces  down  the  chamber  filled  with  air  to 
"  the  bottom  of  the  tank,  whilst  the  other  ascends,  and  Bo  on  in 
"  sueceBslon,  and  thus  a  continual  motion  is  obtained." — "The 
"  fastenings  are  opened  and  shut  successively  by  the  motion  of 
"  the  apparatua,  by  means  of  pins  or  projections  &sei  in  the 
"  tnside  of  the  tank." 

[PrJnlBi!,W,    J'oDrawiNga.] 


A.D.  I8G1,  Junei'C— N"  1G33. 
MENNONS,  Mabc  ASTOiNB  Francois. ^(.-1  coTmnttnieation 
from  Nicolas  lie  Telese^i-Jf.)—T\\e  invention  coDsists  of  a  venti- 
lating apparatus  which  throws  cold  air  into  the  body  of  the 
enginp ;  a  furnace  composed  of  a  metallic  cylinder  with  a  hori- 
zontal grate  carrying  the  fuel  and  vertteal  grated  appertures  fee 
the  passage  of  the  air ;  a  turbine  on  a  horizontal  shaft  driven  hy 
the  dilated  air  mingled  with  the  products  of  combustion  :  and  a 
reaenerating  apparatus  by  which  the  cold  air  is  heated  and  the 
temperature  of  the  hot  air  e'caping  from  the  turbine  reduced  with 
connecting  rods,  cranks,  and  other  ordinary  mechanical  U. 
[FrinloiUj.    DruwinKS.] 

A.D.  18G1,  June  2/.— >'"  164/. 
DOUGHTY,  Jnnx.—{Prodsioaal  protection  only.)— 
pOM-er  tvhee]  is  diriJed  into  sections  by  channels  or  f 
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which  are  metal  slides  actuated  by  toothed  wheels  and  screws,  and 
is  provided  with  two  semicircles  near  its  centre  one  with  teeth 
within  and  the  other  with  teeth  around  the  periphery  so  that 
when  each  slide  leaves  its  vertical  position  it  commences  to  project 
frova  the  edge  of  the  wheel,  when  it  falls  by  its  weight  into  a  hori- 
zontal position  and  the  weight  of  the  next  slide  carrying  it  past, 
it  then  commences  to  return  until  it  again  becomes  vertical,  by 
which  time  it  is  returned  within  the  periphery  of  the  wheel  neither 
end  projecting,  and  so  on  with  each  succeeding  slide,  thus  impart- 
ing a  continuous  motion. 

[Printed,  4d.   No  Drawings.] 

A.D.  1861,  July  4.— N<»  1702.    (*  *) 

NEWTON,  William  Edward. — (A  communication  from  Robert 
Rogers.) — ^This  invention  for  obtaining  motive  power  by  the  elastic 
force  of  steam  and  air  combined,  consists  in  the  mode  of  effecting 
a  commingling  of  the  air  possessing  only  the  ordinary  atmospheric 
the  pressure,  with  steam  out  of  a  boiler  under  pressure.  Hitherto 
the  operation  has  been  performed  by  the  interposition  of  an  air 
pump,  which  absorbs  a  certain  per-centage  of  the  power  of 
the  engine.  By  this  invention  the  force  of  the  current  of  steam 
on  its  passage  from  the  boiler  to  the  engine  is  made  to  drag 
with  it  the  required  quantity  of  air.  Within  a  chamber  or 
aspirator  closed  by  a  flap  valve  opening  inwards,  the  steam  pipe 
from  the  boiler  terminates  in  a  tapering  nozzle,  which  points  into 
the  mouth  of  the  receiving  or  steam  pipe  leading  to  the  engine ; 
the  distance  between  the  nozzle  and  the  mouth  must  be  slight, 
but  suflScient  for  the  passage  of  air.  When  the  steam  is  turned 
on,  it  passes  from  the  nozzle  into  the  mouth  of  the  recei^dng  pipe, 
with  such  velocity  as  to  draw  with  it  out  of  the  aspirator  a  large 
amount  of  air ;  the  commingling  of  the  air  and  steam  takes  place 
while  the  mixed  current  is  coursing  on  to  the  engine.  The  flap 
valve  does  not  control  the  quantity  of  air  supplied  to  the  aspirator, 
it  only  operates  to  check  a  back  pressure  of  steam  when,  from  any 
cause,  the  speed  of  the  engine  diminishes.  Air  may  be  supeN 
added  to  the  quantity  already  taken  up  by  the  steam,  by  the  use 
of  flap  valves,  opening  inwards,  attached  to  each  end  of  the 
cylinder,  and  by  so  timing  the  slide  valve,  that  the  induction  port 
shall  remain  closed  until  the  momentum  of  the  fly-wheel  or 
machinery  has  carried  the  piston  a  short  distance  on  its  return 
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course ;  the  vacuum  thereby  formed  in  the  end  of  the  cyiiader 
draws  in  the  air,  which  ceases  the  moment  steam  is  admitted  and 
closes  the  valve.     Air  may  be  adTanta^eously  mingled  with  steam 
for  sounding'  steam  whistles. 
[Priated,  lOJ.    Dinwing.] 

A.D.  1861,  July  1?.— N"  1794.  (*  *) 
HARNETT,  Anbrew  'Wli.hi&iii.—(PromdQnal protection  onli/.) 
— "  Improvementa  in  the  construction  of  steam  engines,  air 
"  engines,  and  pumpa."  "The  inner  surface  of  the  cylinder 
■'  and  the  outer  surface  of  the  piston  and  piston  rod,  all  or  either 
''  to  be  BO  formed  by  any  mode  of  rifling,  as  to  cause  to  be  im- 
"  parted  to  the  piston  a  spiral  movement  when  in  motion." 
[Printed,  id.    Ho  Drawings,] 

A.D.  1861,  July  19.— N"  1818. 
SHAW,  PalLAN'DEB. — ^Hot  air  engines  having  two  single  acting 
cylinders  placed  on  each  side  of  a  furnace  and  partly  within  an 
ur-tigbt  casing.  Pistons  work  in  the  upper  part  of  the  cylinders 
only.  They  have  at  their  upper  surfuee  a  pipe  or  trunk  open  at 
the  top  whick  passes  through  the  head  of  the  cylinder  where  it  is 
packed  with  leather.  The  cold  air  between  the  trunk  and  the 
cylinder  is  during  the  ascent  of  the  piston  forced  into  a  pipe 
opening  at  the  liead  of  the  cylinder,  and  is  conducted  through  a 
series  of  tubes  warmed  by  external  contact  ivith  the  hot  air,  and 
finally  admitted  to  the  furnace.  The  hot  air  and  products  of 
combustion  pass  into  a  pipe,  and  when  the  inlet  volve  is  opened 
pass  into  the  cylinder  and  force  the  piston  upwards.  The  cold 
compressed  air  can  be  admitted  into  the  cylinder  below  the  piston 
by  an  auxiliary  valve  opening  from  the  pipe  conducting  the  cold 
air  to  the  heated  tubes.  This  valve  is  made  to  open  a  little  before 
the  inlet  valve.  The  cylinder  is  furnished  with  a  groove  where  the 
lower  edge  of  the  packed  part  of  the  piston  comes  at  its  lowest 
point  in  its  stroke.  This  groove  receives  the  luhriooting  fluid 
which,  escapes  past  the  packed  portion  of  the  piston.  It  may  also 
be  furnished  by  an  oU  trough  isolated  and  kept  coo!  by  the  cold 
air  from  the  auxiliary  valve  passing  all  round  it.  In  this  way  the 
piston  can  be  packed  tightly  and  kept  well  lubricated. 
IPrintod,  1»,  Id.   Dn.viaKB.2 
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A.D.  1861,  July  22.— N°  1840. 

NEWTON,  WiLLLiAM  Edward.  —  (A  communication  from 
Francisque  Million,) — ^This  engine  has  two  pumps,  whose  rods  are 
connected  by  crossheads  to  a  recoil  rod  on  the  workinf(  piston, 
one  of  which  compresses  common  air,  the  other  inflammable  gases 
produced  in  a  gas  generator,  attached  to  the  engine.  The  stream 
of  air  and  gas  are  conducted  to  a  mixer  and  thence  to  the  double- 
acting  motive  cylinder  in  which  they  are  exploded  by  electricity. 
The  cylinder  is  cooled  by  a  cold  water  jacket  or  by  the  injection  of 
cold  water.  The  gas  may  also  by  a  modification  of  the  engine  be 
made  to  enter  '^the  cylinder  in  jets  of  flames  and  the  engine 
*'  would  work  in  the  same  manner  as  ordinary  air  engines." 
[Printed,  Is,   Drawing.] 

A.D.  1861,  August  8.— N°  1969. 

MAILLARD,  Nicholas  Doran  Proby.  —  Motive  power  is 
obtained  from  self-acting  hydraulic  and  atmospheric  engines, 
which  consist  of  two  or  more  metal  receivers,  having  loaded 
pistons  worked  by  long  levers  resting  on  suitable  bearings.  The 
piston  of  one  receiver  is  raised,  and  the  receiver  charged  with  air 
or  other  fluid  which  is  forced  by  the  descent  of  the  piston  into 
one  end  of  the  working  cylinder.  The  falling  piston  is  made  by 
the  aid  of  the  lever  of  the  rising  piston  to  raise  it,  and  thus  to 
draw  the  air  or  fluid  from  the  working  cylinder.  The  receivers 
thus  act  alternately  as  force  and  suction  pumps.  To  prefvent  the 
loaded  pistons  balancing  each  other,  two  or  more  auxiliary  or 
monkey  cylinder  and  pistons,  which  act  as  lifts,  and  are  worked 
by  the  pressure  from  the  charged  receiver,  or  a  semicircular  pen- 
dulum worked  from  or  on  an  eccentric  are  used.  The  pistons  of 
the  liffcs  or  pendulums  are  attached  to  the  extreme  ends  of  the 
levers  of  the  loaded  pistons.  The  pendulum  brings  its  weight  to 
bear  on  the  lever  of  the  rising  piston,  until  it  has  passed  the  line 
or  point  at  which  the  pistons  would  balance  themselves. 
[Printed,  Sd,   Drawing.] 

A.D.  1861,  September  7.— N»  2236. 
TAYLOR,  Ephraim. — (Provisional  protection  only.) — Employs 
a  number  of  weights  on  a  shaft  or  eccentric  and  a  wheel  which 
revolves  and  changes  the  position  of  the  weights.    It  has  bowls 
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on  n-hich  the  weights  aliile  go  that  &s  their  position  ts  changed 
they  gain  their,  leverage  and  give  effect  to  the  wheel  which  is 
started,  stopped,  or  governed  by  chnnging  the  position  of  the  shaft 
or  eccentric. 

[Printed,  W.    No  Drawings.] 

A.D.  18G1,  September  !).— N"  l'3-17. 
DOWELL,  William,  and  DOWELL,  Jambs.— (ProCTMonai 
protfctioa  only.) — Thia  consists  of  a  wheel  having  an  even  number 
of  Epokes  each  diametrically  opposite  another.  Each  spoke  carries 
a  weight  and  a  rod  prolonged  in  the  direction  of  the  spoke 
carries  a  second.  The  two  vreights  are  connected  by  a  set  of 
levera  whose  action  resenihles  lazy-tongs  levers.  When  the  spoke 
u  vertically  over  the  axle  the  inner  weight  descends  and  thus 
forces  the  outer  weights  to  its  highest  point  which  ia  again  drawn 
upwards  by  the  inner  weight  when  vertically  below  the  a^.  The 
weights  on  the  descending  side  of  the  wheel  are  thus  always  &t  a 
greater  distance  from  the  centre  than  those  on  the  ascending  aide 
and  the  wheel  is  thns  made  constantly  to  rotate. 

[Printed.  W.    KoDniwinga.J 

A.D.  1861,  September  13.— N"  2278. 
FELL,  Richard,— {Provisional  proleclit/R  only.) — "  Compresang 
"  and  ru-eiying  atmospheric  air  to  obtain  a.  motive  power,  part 
'■  of  which  is  applicable  for  cooking  purposes." 

For  "  the  piojiulsion  of  vessels  "  "  over  a  furnace  I  place  an 
"  wr  chamber  "  "  and  between  it  and  the  furnace  I  mount  a  series 
■ "  of  tubes  provided  with  inlet  and  outlet  valves  "  and  "  free  to 
"  revob'e  on  a  central  shaft.  A  cold  water  cistern  is  placed  under 
"  the  furnace  through  which  the  aforesaid  tubes  pass  as  they 
"  revolve.  As  the  tubes  descend  a  partial  vacuum  ia  obtained  in 
"  them,  but  83  they  ascend  the  aor  contained  in  them  is  e.tpanded 
"  and  admitted  into  the  air  chamber  o\'er  the  furnace  where  it 
"  becomes  compressed.  When  great  poner  is  required  I  employ 
"  another  vessel  containing  cold  water  and  filled  with  "  "  air-tight 
"  condensers."  ".\  eoiied  pipe"  leads  "the  air  from  the  air 
"  chamber  over  the  furnace  into  the  condensers,  whereby  the 
'"  water  contained  therein  is  forced  and  made  to  not  in  the  driving 
'"  ejUnders  "  which  "  contain  collftjising  pistons  opening  to  the 
■"  ealemal  WEter."    "Aa  the  piston  becomes  expanded  it  draws 
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"^  in  with  it  tlie  external  water  and  in  collapsing  forces  the  water 
*'  back  again  and  thus  the  vessel  is  propelled." 
[Printed,  ^.    No  Drawin??s.] 


A.D.  1861,  October  2.-.N0  2455.   (*  *) 

DAVIS,  James,  and  EVANS,  Thomas.— This  invention  re- 
lates to  the  construction  of  engines  to  be  worked  by  steam,  air,  or 
gases  with  oscillating  cylinders,  and  consists  of  peculiar  forms  and 
arrangements  of  vjJves,  which  are  operated  by  the  oscillations 
of  the  cylinder,  and  in  the  mechanism  by  which  these  valves  are 
regulated.  Two  kinds  of  valves  are  used ;  the  one  in  common  use 
is  an  ordinary  slide  valve  fitted  within  one  of  the  trunnions  5  it  is 
operated  as  the  cylinder  oscillates  by  means  of  a  bowl  upon  the 
valve  spindle  working  in  a  fixed  guide.  The  other  proposed  for 
use  is  a  fixed  circular  valve ;  the  ports  are  so  arranged  that  while 
one  port  is  over  a  corresponding  port  in  the  cylinder  the  other  is 
upon  the  blank  face  of  the  valve  surface,  and  **  vice  versa ;  "  a 
sunken  portion  of  the  valve  face  places  the  exhaust  in  communis 
cation  with  each  steam  port.  Reversing  gear  is  arranged  to  each 
description  of  valve. 

[Printed  Sd.    Drawing.] 

A.D.  1861,  October  2.-N°  2457.  (*  *) 
COFFEY,  John  Ambrose.  —  {Provisional  protection  only.) — 
This  invention,  relating  to  engines  for  obtaining  rotary  motive 
power,  consists  of  a  central  hollow  axis  from  which  radiate  a 
number  of  pipes;  the  outer  ends  of  these  pipes  are  suitably 
furnished  so  as  to  open  at  their  extreme  ends,  all  in  one  direction 
at  about  right  angles  with  the  radial  line;  these  ends  abut 
against,  and  work  air-tight  within  the  inner  surface  of  an 
"  annulus  "  concentrically  fixed  on  the  same  plane  as  the  radial 
pipes.  When  steam,  air,  gas,  or  other  fluid  is  admitted  to  the 
central  axis,  it  diverges  respectively  through  the  radial  pipes  to 
their  furnished  ends,  where  it  strikes  at  an  angle  against  the 
"fixed  annulus,'*  and  so  acts  by  repression  upon  the  ends  of  the 
pipes,  as  to  cause  the  axis,  which  is  suitably  stepped  and  sup- 
ported, to  revolve.  The  invention  may  be  modified  by  causing 
the  "  annulus "  to  revolve  round  a  suitably  fixed  circumposed 
series  of  pipes,  also,  instead  of  the  steam  or  fluid  being  admitted 
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■P  at  the  centre,  it  may  act  from  the  "  annulns,"  in  which  case  only 

r  the  extreme  angular  ends  of  the  pipes  need  be  hollow. 

i  [Printed,  W.    No  Drawini??  J 
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A.D.  1861,  October  17.— N°2a89.  {•  ") 
MERRITT,  Thomas  Edward.— This  invention  relates  to  a 
description  of  engines  to  be  worked  either  bj-  the  action  of  steam, 
,  in  which  reciprocating  motion  is  given  to  the  cylinder 
irtiilBt  the  piston  temaina  a  fistnre.  Within  the  piston  rod  there 
two  lon^tudinal  passages  which  open,  at  opposite  sides  of  the 
piston;  these  passages  comtnunioate  externally  with  an  ordinary 
dide  box  and  valve.  The  cylinder,  which  givea  off  the  moticrn, 
works  between  slides ;  the  central  length  which  works  upon  the 
of  small  diameter,  whilst  a  large  area  denotative  of  the 
power,  is  given  internally  to  the  cylindei  ends  which  expand  in 
conformity  therewith.  The  action  may  be  either  vertical,  hori- 
zontal, or  at  an  oblique  angle.  The  cylinder  may  be  enclosed  In 
a  steam  jacket,  supplied  with  fresh  steam  from  the  boiler  or  by 
the  eihaust  steam. 

tPrinted,  lOd.    Drawing.] 

A.D.  1861,  October  18— >'->  2599, 
I    BTREATHER,  William.— "Wind  engines."    The  shutters  or 
flaps  are  made  perpendicular  to  the  back  or  whip,  and  are  opened 
T  shut  by  a  light  rod  connected  to  the  rod  that  parses  through 
the  wind  abaft.     The  latter  rod  is  pulled  further  in  by  means  of  a 
,  weighted  bell-crank  iever  to  -.vbich  is  secured  one  end  of  an  up- 
right rod,  atte-ched  to  and  working  at  the  side  of  the  apright  or 
moveable  shaft  aKtrouoding  the  centre  or  downright  shaft.    The 
other  end  of  the  upright  rod  is  attached  to  a  weighted  lever,    Sucb 
weight  however  not  to  be  so  great  as  not  to  allow  the  sails  or 
]  open  out  in  the  pressure  of  a  gale.    In  using  another 
description  of  sails  which  have  no  flaps  and  in  which  all  the  sails 
can  at  the  same  time  be  turned  from  the  wind,  the  downi^bt 
ehaft  rod  for  turning  the  sails  is  made  to  work  by  allowing  two 
■  teotbed  wheels  connected  with  the  lower  part  of  the  shaft  to  be 
'b  gear  with  each  other  or  throwing  them  out  of  gear. 

[FHate^lild.    DrawlnB.] 
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A.D.  1861,  October  21.— N<»  2625.    (*  *) 

CALVERT,  Francis  Alton. — ^This  invention,relating  to  engines 
which  may  be  worked  with  either  steam  or  compressed  air,  consists 
in  supplying  (say)  steam  to  one  or  two  cylinders,  each  containing 
two  pistons ;  the  lower  pistons  containing  one  or  more  vacuum 
valves  to  supply  the  upper  pistons  with  steam  when  the  expansive 
force  of  the  steam  is  expended.  The  exhaust  ports  consist  of 
annular  rows  of  holes ;  each  air  cushion  communicates  with  the 
admission  valve  chest;  the  lower  pistons  which  receive  motion 
from  a  cam,  and  traverse  about  one-fourth  the  length  of  the 
cylinder,  are  actuated  by  toggle  joints ;  when  only  one  cylinder 
is  used,  the  piston  is  counterbalanced ;  the  upper  pistons  are 
connected  to  a  crank  shaft  or  beam.  At  the  conunencement  of 
a  stroke,  both  pistons  travel  together,  but  when  the  lowest  has 
completed  its  stroke,  steam  is  instantly  admitted  between  them, 
which  impels  the  upper  one  forward  to  the  end  of  the  cylinder. 
Each  cylinder  is  single  acting,  receiving  steam  to  effect  the 
upward  stroke,  the  crank  being  near  the  position  to  obtain  full 
leverage.  During  the  admission  of  steam  it  enters  the  cylinder 
with  full  force,  regulated  by  a  moveable  inclined  tappet  which  is 
lifted  so  as  not  to  operate  the  admission  valve  when  the  load  is 
suddenly  thrown  off. 
CPrinted,  lOd,   Drawing.] 

A.D.  1861,  October  28.— N»  2696. 
PREDAVALLE,  Bartolomeo. — (Provisional  protection  only,) 
— A  piston  is  made  to  fit  the  upper  part  of  a  cylinder.  It  is  pro- 
vided with  a  rod  furnished  with  a  lever  and  weight.  The  piston 
is  raised  by  a  column  of  fluid  acting  on  the  lower  part  of  the 
piston.  By  shutting  a  valve  the  fluid  is  cut  off  and  the  weight 
by  a  contrivance  is  made  to  move  on  the  lever,  so  as  to  press  more 
when  the  valve  is  closed,  and  the  fluid  is  forced  out  and  driven 
into  the  reservoir  of  the  column. 
DPrinted,  4<{.   No  Drawings.] 

A.D.  1861,  November  7.— N<»  2797. 
SCHWARTZ,  Theodore.— Improvements  in  air  engines. 

Constant  temperatures  in  the  cylinders  are  maintiuned  either 
by  the  injection  of  liquids  whose  boiling  point  is  "  at  least  as  hi^h 
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vorkiDK  temperature  of  the  engine,"  sutiii  aa  parafliniied 
oil,  glycerine,  cloride  of  zinc,  &c.,  ta  by  inakioK  as  an  extension 
of  the  working  apace  of  the  cylinder  a  cellular  surface  atructure 
to  be  heated  or  cooled  by  ontaide  ageney,  (of  a  liquid  or  \-apour, 
or  hot  or  cold  water)  and  Bgitating  within  the  same  the  air  in  the 
])rogrea8  of  expansion  or  compression  by  rocking  Rear  or  by  a 
body  attached  to  or  following  the  piston. 

An  engine  is  described  which  is  furnished  with  3  cylinders,  the 
working  cylinder  communicatinn  with  it  generator  heated  by  a 
fVumace.  The  hot  exhaust  air  from  this  cylinder  passes  down  a 
regenerator  where  it  parta  with  moat  of  its  heat  and  is  received 
by  the  third  cyhnder  or  exhaust  pump,  having  a  piston  double 
the  area  of  the  main  piston,  aud  is  reduced  by  this  pump  to  the 
temperature  and  pressure  of  the  atmosphere.  It  thence  pnases  to 
an  accommodation  vessel  with  a  pouch-like  elaatic  diaphragm 
which  pulsates  with  the  action  of  the  currents,  and  by  com- 
pensating the  difference  of  time  and  speed  in  the  respective  piston 
movements  regulates  the  supply  volume  to  demand.  From,  this 
vessel  it  is  taken  by  the  1st  cylinder  or  pump  and  compressed  to 
five  and  a  half  atmospheres,  the  heat  evolved  being  neutralized 
by  cold  water  and  thence  rises  up  pipea  passing  through  the 
regenerator,  where  it  becomes  heated  by  the  exhaust  hot  air.  A 
amall  side  stream  proceeds  to  the  furnace  and  entering  the  regular 
heater  is  raised  to  a  high  temperature  and  the  two  differently 
heated  streams  commingle  at  the  entrance  of  the  main  cylinder  and 
yield  the  desired  temperature  of  four  hundred  and  fifty  degrees. 
[Printed,  IJ.  M.    Dramng.] 

A.D.  18G1,  November  2!.— N"  '292S.  (•  -) 
NEWTON,  William  Edwaud.— {^  commumcotion  from  Jaht 
'Benjamin  Root.) — Tliis  invention  relates  especially  to  that  olass  of 
lotary  engines  in  which  the  main  shaft  and  the  rotating  piston 
drum  are  arranged  eccentrically  to  the  outer  cylinder,  and  con- 
sists (1),  in  controlling  and  directing  the  combined  radial  and 
oscillating  movement  of  the  ])istona,  by  packing  and  fitting  to 
their  faces  segment-shaped  pieces  of  metal,  and  jjrovi ding  bearings 
for  them  in  the  drum;  also  attaching  arc-formed  pieces  to  the 
inner  ends  of  the  piatons,  which  work  in  grooves  formed  in  the 
cylinder  heads. 
i'.  Employing  packing  rings  of  a  peculiar  construction  witbia 


St 


St 
€4 


MOTIVE  POWER  ENGINES.  345 

the  cylinder  heads,  in  combination  with  the  piston  drum,  piston 
packing,  and  cylinder  abutment,  to  prevent  the  escape  of  steam. 

3.  Pressing  out  the  packings  into  close  contact  between  their 
wearing  and  their  opposed  surfaces,  by  admitting  steam  to  act 
expansively  against  the  backs  of  such  packings. 

4.  Consists  ''  in  the  arrangement  of  a  valve,  partition,  and  pas- 
sages in  combination  with  a  steam  jacket,  round  the  cylinder 
of  a  rotary  engine  for  the  purpose  of  providing  for  the  warming 
up  and  expansion  of  the  cylinder  by  steam  from  the  boiler  before 

"  starting  the  engine,  and  for  keeping  the  cylinder  during  the 
operation  of  the  engine  warmed  and  expanded,  partly  by  steam 
from  the  boiler,  and  partly  by  the  exhaust  steam  from  the 
cylinder ;  and  it  further  consists  in  the  arrangement  of  exhaust 
valves,  in  combination  with  the  steam  jacket  and  its  appur- 
tenances, above  mentioned,  to  provide  for  the  free  exhaust  of 
the  steam  in  whichever  direction  the  engine  may  be  rotating." 

5.  Consists  in  so  applying  and  securing  the  cylinder  heads  to 
the  cylinder,  that  unequal  expansion  is  provided  for,  and  the 
binding  of  the  piston  drum  and  pistons  prevented. 

[Printed,  lOd.    Drawing.] 

A.D.  1861,November22.— N°2939. 
EVANS,  William. — {Provisional  protection  only,)  —  The  ends 
of  a  horizontal  bar  are  connected  by  rods  to  cranks  on  toothed 
spindles,  on  the  axes  of  which  fly  wheels  are  fixed.  The  spindles 
drive  toothed  wheels,  upon  the  axis  of  which  spindles  carrying 
tappets  are  fixed.  A  heavy  weie;ht  or  pendulum  is  hung  from 
the  horizontal  bar,  and  at  each  end  of  its  course  is  a  hammer  or 
spring.  The  bar  is  made  to  rock  and  set  the  pendulum  in  motion 
through  the  connecting  rods.  ITie  crank,  spindles,  fly,  and  tappet 
wheels  are  made  to  revolve  and  the  tappets  release  the  hammers 
or  springs  which  fall  or  press  on  the  pendulum  and  keep  up  its 
motion. 

[Printed,  4rf.    No  Drawings.] 

A.D.  1861,  Dec^ber  9.— N°  3083.    (*  *) 

BROOMAN,  Richard  Archibald. — (A  commtumcation  from 
Charles  Dickson  Archibald,) — ^This  invention  relates  (1)  to  "the 
hydration  or  moistening  of  common  air  or  other  elastic  fluids  to 
the  extent  of  their  capacity  to  retain  and  transport  the  watec^ 
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"  particles  in  the  condition  of  vapour  when  the  same  are  to  Iw 
"  emplojed  for  purposes  of  motive  power,  iu  oombination  with 
"  heated  surfacea."  The  operation  la  effected  by  forcing  water 
with  intermittent  prcBSure  through  fimall  orifices  or  elonK&teil 
flattened  apertures,  whence  it  issues  in  a  condition  approaching  to 
fog  or  vapour;  water  thus  comminuted  and  injected  into  ai-olume 
or  current  of  air  and  steam,  is  at  once  absorbed,  the  Operation 
being  repeated  until  the  requisite  degree  of  moisture  ieattuned. 

2.  Consists  in  circulating  fluids,  thus  moistened,  through  heated 
chambers  or  spiral  or  other  form  of  heated  paEaagea,  under  con- 
ditions that  will  allow  of  the  dilatatiuu  or  expansion  of  tiiQ  whale 
volume  at  each  stroke  of  the  engine. 

3.  The  construction  (to  be  worked  b;  such  expanded  fluids)  of 
a  single-acting  trunk  engine,  in  which  the  annular  space  around 
the  trunk  above  the  piston  is  employed  aa  the  air  pump;  when 
used  with  reciprocating  action,  a  separate  air  pump  is  provided. 

4.  The  construction  and  use  of  a  moveable  fire-grate  or  furnace, 
capable  of  being  simultaneously  raised,  lowered,  or  withdrawn,  at 
the  moment  of  starting  or  stopping  the  engine. 

5.  Consists  "  in  the  employment  of  a  reciprocating  rotary  valve, 
"  with  moveable  port  lips  adjustable  hy  screws,  to  compensate  for 
"  friction  and  wear." 

CPrtntffli,  lOA    DrawinK.] 

A.D.  1861,  December  31.— ^N"  3270. 
NEWTON,  Wii,LiAM  Edward.— (J  commamcation/rom  JEughit 
Bartanti  and  Felix  Matteacci.) — The  force  generated  in  the  explo- 
sion of  a  mixture  of  atmospheric  air  and  hydrogen,  or  other 
explosive  mixtures  or  compounds,  is  utUised  by  employing  a 
cylinder  with  two  pistons,  the  rods  of  which  are  attached  to  the 
extremities  of  vibrating  levers  suspended  from  suitable  bearings, 
which  by  connecting  rods  communicate  rotary  motion  to  a  crank 
shaft.  When  the  pistons  ore  nearly  in  contact,  the  pendent  rods 
or  levers  will  be  made  to  move  forward  by  the  motion  of  the  fly 
wheel.  Sectors  on  the  rods  will  at  first  separate,  and  the  piston 
rods  will  remain  at  re»t,  but  a  little  before  the  le^'crs  have  attMned 
their  fiirthest  poittion,  the  sectors  will  engage  ivitb  the  rods,  and 
the  pistons  being  made  to  separate,  a  charge  of  the  explosive 
mixture  will  be  drawn  in,  and  when  the  levers  have  attained  their 
furthest  position  will  be  ignited  by  an  electric  spark,  the  ports 
being  closed.    The  piston  rods  ate  then  driven  forward,  moving 
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«  of  the  sectors,  and  will  finish  their  stroke  when  the  pendent 
rods  hegin  to  return,  which  return  is  effected  at  first  hy  the  pres- 
sure of  the  atmosphere  on  the  pistona,  the  rods  of  which  act  on  the 
seotore.  The  pistons  are  brought  into  cootact,  and  the  products 
of  the  explosion  driven  off  by  the  action  of  the  pendent  rods. 

The  power  of  the  engine  is  regulated  in  two  ways.  Firat,  by 
altering  the  position  of  hearing  points,  which  will  cauae  the 
sectors  to  come  sooner  or  later  in  contact  with  the  piston  during 
the  forward  movement  of  the  pendent  rods,  by  which  the  length 
of  charge  is  raised.  And,  secondly,  by  opening  the  passage  for 
the  gas,  more  or  less,  which  will  alter  the  proportions  of  the 
mixture  t*  he  exploded.  The  electric  apark  is  produced  by  a 
Ruhmkorff's  batttry,  one  of  the  rcophores  of  which  surrounds 
the  engine  ;  opposite  the  estremity  of  each  piston  rod  is  a  circuit 
breaker  generally  dosed  by  an  insulated  metallic  ring.  If  one  of 
the  pistons  draws  too  heavy  a  charge,  the  ring  advances  more  than 
usual  and  breaks  the  circuit,  so  that  no  cuirent  will  pass,  and  the 
diai^  win  not  he  ignited. 
^KCPrlQtcd,  Is.      Drawinii.] 


.4.D.  1862,  Januttty  13.— N"  93.    (•  *) 
GEDGE,  William  Edwaru, — [A  camTaunieation  from  Hugut 
Sarrada.) — {Provisionat  prolectioa  OTiIy.}—"  Improved  means  or 
"  apparatus  for  gaining  or  acquiring  motive  power." 

In  a  trough  partially  filled  with  water  is  made  to  rotate  a  drum 
or  cylinder,  "  supported  on  a  horizontal  shaft,  and  having  o 
"  outer  surface  a  number  of  sacks  or  pockets  .  .  .  into  eac 
"  which  enters  a  couple  of  tubes,  the  other  ends  of  which  are 
"  socketed  on  the  drum,  and  proi-idedwith  a  small  toothed  wheel  I 
"  the  rotation  of  which  opens  or  shuts  a  tap  placed  in  the  tuba 
"...  As  the  drum  rotates  it  works  a  pair  of  bellows,  injeotin 
"  into  each  pocket  as  it  passes  beneath  the  water  sufGcient  air  t 
"  fill  and  swell  it  out,  giving  it  a  tendency  to  rise  to  the  surface 
"  of  the  liquid,  where  the  air  is  permitted  to  escape,  and  the  drum 
"  collapses,  to  be  agsun  inflated,  when  by  the  continued  rotetioD 
"  of  the  drum  it  again  passes  beueath  the  water," 

[Prinlod, 4d.  NoDraningi.]  '    "      "" 
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A.D.  1863,  Januaiy  16.— N°  119. 
JIO'CKTON,  Edward  Henry  Chadock.— In  thia  invention 
bnilen  ■re  dispensed  with  and  email  qunatjties  of  pure  or  dia- 
tilled  wftter  or  other  fluid,  ot  air  or  j^as  or  mercury  are  made  to 
circulate  through  silver  or  gold  jilnted  or  ulaminium  plated  circular 
oval  or  Sattened  metallic  tubes  heated  by  coal,  coko,  or  gas.  The 
steam  or  elastic  fluid  thus  passes  ihrough  the  cylinder  of  air 
'  engines  and  afterwards  into  a  condenser  cooled  by  currents  of  air 
or  other  means,  or  by  water  or  a  shower  bs.th  arrangement.  The 
steam  vapour  or  gns  is  thus  condensed  and  repassed  into  the 
original  reservoir  and  thus  kept  perpetually  circulating.  If  air 
or  gases  be  used  they  may  he  first  oondeneed  to  the  pressure  of 
several  atmospheres,  by  which  means  very  little  heat  would  be  re- 
quired to  expand  them.  Where  water  is  used  an  arrangement  of 
tubes  is  described  to  jirevent  the  water  being  repelled  by  the  super- 
heated tubes.  Locomotive  marine  and  other  boat  engines  may 
carry  condensed  gas  instead  of  fuel,  in  which  case  the  engines  are 
regulated  by  turning  the  gas  cock. 
[Printed,  9d.    No  Drawings.] 

A.D.  1863,  January  SS.-N"  :218.    (*  •) 
MENNONS,   Marc   Antoisb  Francois.  — (il   commimieation 
from  Jacques  Belou.) — Improvements  in  engine*  actuated  by  heated 
air,  or  by  wr  and  steam  comblDed. 

The  invention  consists  in  adapting  the  piston  of  a  single-acting 
engine  to  the  double  purpose  of  on  one  aide  drawing  in  and  forcing 
the  atmosphere  into  the  heating  furnace,  and  on  the  other  side  to 
the  motive  power  of  the  heated  air ;  the  capacity  of  the  cylinder  on 
one  aide  of  the  piston  is  made  to  correspond  with  the  volume  of 
a  given  quantity  of  air  in  its  cold  natural  state,  and  on  the  other 
side  to  the  volume  of  the  same  quantity  when  heated  and  expanded. 
To  effect  this,  the  piston  is  fitted  to  a  trunk  of  considerable  aiie, 
which  works  through  a  stufGng  box  in  the  cylinder  cover;  the 
connecting  rod  is  jointed  to  the  piston  at  the  bottom  end  of  the 
trunk ;  the  annular  space  round  the  trunk  is  equal  to  contain  the 
given  quantity  of  cool  air  required  at  each  stroke  of  the  piston  i 
this  end  of  the  cylinder  is  fitted  with  a  suction  valve  for  the 
admission  of  air,  and  an  emission  valve  which  opens  when  the 

IS  forced  out  towards  the  furnace  and  closes  irith  the  back 


MOTIVE  POWER  ENGINES.  349 

pressure.  The  lower  end  of  the  cylinder  below  the  piston  is  all 
open  space ;  it  is  fitted  with  two  valves,  one  for  induction,  which 
opens  to  admit  the  heated  air  under  the  piston,  and  the  other  as 
an  outlet  valve  for  the  exhaust.  Double-action  engines  may  be 
arranged  on  this  principle,  by  coupling,  end  to  end,  two  single- 
acting  cylinders,  and  working  with  two  pistons  on  one  piston  rod, 
upon  which,  between  the  piston,  is  concentrically  interposed  a 
metal  tube  of  the  same  relative  proportionate  diameter  as  explained 
with  regard  to  the  volume  of  air  at  its  natural  temperature  and  in 
its  heated  state ;  this  piston  tube  works  through  a  stufi&ng  box 
interposed  between  the  united  ends  of  the  cylinders,  over  which 
is  placed  an  air-tight  vessel  divided  into  two  compartments,  each 
of  which  is  fitted  with  a  suction  valve  for  the  admission  of  air, 
and  an  emission  valve  which  opens  when  the  air  is  forced  through 
into  the  furnace,  and  closes  with  the  back  pressure;  these  two 
compartments  communicate  separately  with  the  cylinder  ends; 
the  annular  space  formed  by  the  piston  tube  in  each  cylinder  is 
filled  with  oil  or  other  suitable  liquid,  which  as  the  piston  alter* 
nately  comes  home  to  the  united  ends  of  the  cylinders,  is  driven 
up  into  its  respective  compartment  and  forces  the  air  through 
the  emission  valve ;  on  the  reverse  movement  of  the  piston  the 
liquid  sinks  and  draws  in  the  air ;  the  outer  ends  of  the  cylinders 
are  fitted  with  the  necessary  valves  and  work  the  motive  power. 
The  cooling  of  the  cylinders  after  every  stroke  of  the  pistons  is  a 
very  important  advantage  gained. 
[Printed,  8d.    Drawing.] 

A.D.  1862,  February  4.— N°  289. 

MEEKINS,  Thomas  Mossom. — Oxygen  and  hydrogen  gases 
are  evolved  in  a  strong  iron  vessel  or  generator  either  in  a 
mixed  or  a  separate  state  by  electricity  at  an  exceedingly  high 
pressure  or  tension,  and  are  used  for  the  production  of  projectile 
force  or  "  after  the  manner  of  steam  in  a  steam  engine,  by  intro- 
"  ducing  them  into  a  cylinder  or  cylinders  in  a  mixed  or  separate 
**  state,  if  the  latter,  the  cylinder  being  divided  during  the  whole 
"  or  part  of  its  stroke  into  separate  compartments  proportioned 
**  to  the  respective  volumes  of  the  separate  gases.**  After  expand- 
ing the  gases  augment  the  power  of  the  engine  by  being  mixed 
and  detonated  in  the  cylinder, 
[Printed,  id.    No  Drawing.] 
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A.D.  1862,  February  26.— N"  623. 
BENNETT,  James    Ut^HRV.— {Provisional  pTotection    (ml;/.}— 
"  Improvements  in  flteam  generators  and  in  enjrines  to  be  worked 
"  by  atmospheric  pressure  or  ateam  and  air  combined." 

TTie  latter  "  consist  in  the  cmpiDjment  of  one  or  more  cylinders 
"  provided  with  slide  or  other  valves  and  forming  a  vacuum 
"  on  one  side  of  the  piston  or  pistons,  and  supplying  air  either 
"  singly  or  combined  with  steam  for  the  preasute.  The  crank 
"  shaft  of  the  engine  has  cranks  for  ivorking  the  pomps  which 
"  fi)rm  the  vacuum,  and  supply  air  to  the  pipes  which  pass  through 
"  the  boilers.  I  also  employ  air  singly  or  combined  with  steam 
"  in  connection  with  a  vamiura  for  working  rotary  engines.  In 
"  the  interior  of  a  stationary  cylinder  there  is  a  shaft  working 
"  in  suitable  bearings,  to  this  shaft  is  fixed  an  inner  wheel  having 
"  upon  it  projections  working  against  the  interiiir  of  the  cylinder 
"  Bud  acting  as  a  piston  at  both  ends  of  the  stationary  cylinder, 
"  on  the  outside  are  bands  for  tlie  purpose  of  holding  the  pack- 
"  ing  and  keeping  the  parts  tight.  The  air  or  air  and  steam  com- 
"  bined  passes  either  directly  into  the  stationary  cylinder  ot 
"  throngh  a  tubular  shaft  and  through  one  or  more  hollow  Mms 
"  of  the  inner  wheel,  and  a  vacuum  produced  by  pumps  is  always 
"  maintained  on  one  side  of  the  projecting  arms  of  the  inner 
"  wheel  or  piston." 

lT*rintrf,*I,    NoDrsHinss.] 

A.D.  1862,  February  28.— N°  552. 
PARKER,  Jambb.— "An  improved  mode  of  applying  steam  as 
"  a  motive  power  for  propelling  vessels  and  for  other  purposes." 

The  third  part  of  this  invention  "relates  to  the  application  of 
"  combined  steam  andtur''  "to  set  in  motion  all  descriptions 
"  of  machinery  and  apparatus." 

Steam  is  discharged  into  a  pipe  or  pipes  carrying  with  it  a 
quantity  of  atmospheric  air  and  sometimes  also  the  products  of 
combustion  from  the  furnace.  The  steam  and  air  finally  issue 
into  the  water  and  the  air  acts  on  helices  or  turbines  or  other 
wheels  immersed  in  water  or  other  fluid  either  by  its  buoyancy  or 
by  the  power  with  which  it  is  forced  into  the  water.  The  ur  may 
also  be  made  to  rise  into  inverted  buckets  and  cause  bucket 
chains  to  revolve,  the  buckets  being  made  feathering  or  collapsing 
to  reduce  friction. 

[I'Tinteil  id.    So  Smvinn.l 
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A.D.  1862,  March  19.— N«  769.    (*  *) 

BROOMAN,  Richard  Archibald. — (A  communication  from 
Serkis  Ballian.) — Rotary  engines  to  be  "worked  by  steam,  air,  or 
*'  any  other  gas." 

This  invention  consists  of  a  movable  plate  piston,  made  to 
slide  to  and  fro  through  a  morticed  shaft  by  double  contact  with 
the  internal  surface  of  an  "  ellipsoidal  cylinder "  supported  on 
suitable  framing  which  carries  the  bearings  of  the  shaft.  The 
surface  of  the  shaft  revolves  against  a  packing  strip  bedded  in  a 
groove  along  the  surface  of  the  cylinder.  There  is  a  metal  pack- 
ing, at  each  side  of  the  plate  piston  and  also  at  the  extremities, 
which  work  against  the  flanged  covering  plates  enclosing  the  ends 
of  the  cylinder;  eccentric  to  which,  on  the  outside  of  each  cover^ 
there  is  a  stuffing  box  for  maintaining  a  steam-tight  joint  round 
the  shaft.  The  steam  inlet  passage  is  on  one  side  of  the  point  of 
contact  between  the  shaft  and  the  cylinder,  and  the  exhaust  outlet 
passage  is  on  the  other  side.  A  cup  and  tap  are  provided  for 
introducing  a  lubricant  into  the  cylinder ;  and  when  it  is  desired 
to  reverse  the  action  the  inlet  passage  becomes  the  exhaust  and 
the  outlet  the  port  of  admission.  The  steam  admission  tap  acts 
also  as  a  regulator.  The  two  ends  of  the  piston  plate  are  alter- 
nately acted  upon  by  the  steam  each  succeeding  revolution  of  the 
shaft,  caused  by  the  eccentric  position  of  the  shaft  in  relation  to 
the  sides  of  the  cylinder.  The  engine  is  to  be  worked  either  by 
steam,  air,  or  other  aeriform  vapour. 

[Printed,  10(?,   Drawing.] 

A.D.  1862,  May  20.— N^  776.    (*  *) 

ROBERTS,  Robert  Martin. — (Provisional  protection  only,) — 
This  invention  consists  in  using  for  obtaining  and  applying 
motive  power  or  force  a  weighted  wheel,  the  weight  being  placed 
at  a  given  point  of  the  circiunference  thereof  (or  only  a  pro- 
jecting lever  or  radius  weighted  at  its  end)  such  wheel  (or 
lever  or  radius)  having  affixed  to  the  axis  or  shaft  thereof  and 
turning  therewith  an  eccentric  so  set  on  the  aforesaid  axis  or 

^^  shaft  that  the  rim  of  such  eccentric  shall  always  be  nearest  to 
the  weight  on  the  wheel  (or  lever  or  radius  aforesaid).  This 
eccentric  to  be  arranged  so  as  to  continuously  work  into  an 
eccentric  opposite  thereto,  fixed  in  the  like  manner  as  aforesaid 
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on  th.e  axia  of  anothet  and  similar  weighted  wheel  {oc  lever  or 
radius).  Tlie  two  wheels  and  eccentrics  so  arranged  as  ofore- 
"  said  cause  the  weifthta  to  trarerse  a  portion  of  the  circle  {the 
"  one  weight  pulling  opposite  lo  the  other),  and  in  order  to 
"  traverse  the  other  part  of  the  circle  two,  four,  or  more  precisely 
"  similar  weighted  wheels  (or  levers  or  radii)  and  eccentrics  work- 
"  ing  in  conjunction  as  aforesaid  are  conneGted  (by  wheel  gearing- 
"  for  instance)  with  the  aforesaid  arranffement  of  weighted  wheels 
"  or  levers  or  radii  and  eccentrics.  The  weights  on  the  wheels 
"  are  to  be  so  placed  and  the  eccentrics  so  arranged  with  regard 
"  to  each  other  that  whilst  (upon  the  first  impetus  being  given 
"  by  moving  one  of  the  wheels)  one  weight  will  carry  on  rotation 
"  through  one  arc  of  the  circle,  another  weight  shall  cany  on 
"  through  another  until  the  entire  circle  of  rotation  shaU  be 
"  effected,  when  another  circle  of  rotation  will  begin,  and  so  on. 
"  From  one  of  the  axles  power  may  be  applied  to  any  purpose 
"  required.  Instead  of  weights  applied  to  the  circumference  of 
"  the  weighted  wheel,  ehclrlc  or  magnetic  force  might  be  applied 
"  to  the  wheel," 

LIMntod,  id.    No  Drawing!.] 

A.D.  1863,  Match  25.— N"  319, 
MOLYNEUX,  EcHLiN,  junior. — [Prcmsional  protection  on?y.)— 
Air,  gaa,  or  vapour  is  confined  in  tivu  tubular  sir-tight  vessels,  each 
of  which  has  at  one  end  a  resen-oir  of  fused  metal  and  at  the  other 
a  reservoir  of  water.  A  combination  oF  metallic  suilkces  such  as 
coil  of  wire  is  made  to  move  so  that  one  extremity  becomes 
heated  by  the  fused  metal  and  the  other  cooled  by  the  water. 
The  air  being  alternately  heated  and  coated  in  the  two  vessels 
the  difference  of  pressure  produces  motive  power.  In  a  modifica- 
tion of  the  engine  the  generator  is  made  cylindrical  and  revolves 
on  a  spindle  so  as  to  come  into  communication  with  the  reservoirs 
Hllemately. 

[Printed,  W.    Ko  Drawiiiiis.] 

A.D.  1S6:.',  April  9.— N"  1016. 

KNOWELDEN,  John.— The  framework  of  steam  and  othtf 

I  similar  fluid  engines  are.  made  hallow  to  form  a  condenser.    To 

J  the  frame  an  uneven  number  of  cylinders  are  attached.     The  fVame 

P  ie  diridsd  into  two  chambers,  in  ihe  first,  water  to  supply  the 
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boiler  meets  and  parfcly  condenses  the  first  discharge  of  steam ;  in 
the  second  the  uncondensed  steam  meets  a  fresh  supplj  of  cold 
water  and  is  condensed.  ''The  piston  carries  a  trunk  as  much 
''  less  in  diameter  as  will  leave  the  area  of  the  piston  on  one 
side  as  much  less  than  the  other  as  will  give  the  desired  amount 
of  expansion^  the  steam  h&n^  first  admitted  on  the  trunk  side 
and  then  expanded  on  the  other."  The  same  object  may  be 
obtained  by  using  a  cylinder  of  two  different  areas.  The  parts 
and  slides  of  steam  and  other  elastic  fluid  engines  are  arranged 
so  as  to  cause  the  fluid  to  act  on  both  sides  of  the  piston.  The 
inventor  also  describes  surface  condensers  for  steam  engines. 
[Printed,  lOd.    Drawing.] 

A.D.  1862,  April  24.— N°  1205. 

ASHBY,  Thomas  Woodhousb. — {A  communication  from  hud- 
wig  Hauswald,  Friederich  Hauswald,  and  Carl  Gustav  Dittmar,) — 
(Provisional  protection  only.)  — "  Obtaining  motive  power  from 
*'  the  wind.'* 

On  a  vertical  shaft;  are  a  series  of  cross  arms  arranged  in  pairs 
and  intended  to  receive  sails.  The  cross  arms  are  free  to  receive 
an  axial  motion  of  about  forty-five  degrees  and  each  pair  are 
mounted  so  as  to  cross  one  another  at  right  angles  and  have 
skeleton  frames  fixed  at  an  angle  of  about  forty-five  degrees. 
The  pressure  of  the  wind  upon  that  sail  which  is  presented  to  the 
windmill  causes  it  to  take  a  vertical  position,  at  the  same  moment 
the)  position  of  its  corresponding  sail  will  be  shifted  so  as  to 
present  the  least  possible  resistance. 
[Printed,  4(2.   No  Drawings.] 

A.D.  1862,  May  22.— N«  1552. 

EVANS,  William. — (Provisional protection  only,) — ^The  ends  of 
a  horizontal  bar  are  connected  by  rods  to  cranks  on  toothed 
spindles  on  the  axes  of  which  fly  wheels  are  fixed.  The  spindles 
drive  wheels,  upon  the  axes  of  which  spindles  carrying  tappets  are 
:fixed.  A  heavy  weight  or  pendulum  is  hung  from  the  horizontal 
bar  and  at  each  end  of  its  course  is  a  hammer  or  spring.  The  bar 
is  made  to  rock  and  set  the  pendulum  in  motion  tiirough  the 
connecting  rods.  The  crank  spindles  and  fly  and  tappet  wheels 
are  made  to  revolve  and  the  tappets  to  release  the  hammers  oc 
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Bprings  which  fall  or  press  on  the  pendulum 
motion. 

tPrinted,  IJ.    NoDtawiogj.] 
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A.D.  1862,  June  9.— N"  1720. 
HECKETHORN,  Charlbb  William.— (PrwrisiDnoI  pnteclion 
ttnli/.) — Motive  power  ia  obtained  by  attaching  a  series  of  hollow 
spokes  to  B.  shaft.  Bellows  having  the  upper  or  moveable  plate 
weighted  are  attached  to  the  spokes  and  made  to  communicate 
with  each  other  by  snitable  openings  in  the  spokes  and  shaft. 
The  whole  apparatus  ia  placed  in  a  reservoir  of  water  "  where  it 
"  will  be  found  that  the  weights  on  the  bellows  irill  force  down 
"  and  close  the  covers  of  those  in  a  vertical  position  and  will 
"  open  or  aeparate  those  bellows  on  the  opposite  spokes."  The 
inflated  series  of  bellows  on  one  side  of  the  eliaft  will  rise  in  the 
water  causing  the  shaft  to  revolve. 
CPrinlad.W.    Nd  DriwinsaJ 


A.D.  1862,  June  17.— N«  1786. 
CRESTADORO,  Andrea.. — Motive  power  is  obtained  from  the 
two  vital  functions,  necessary  to  combustion,  the  inhaling  and  the 
exhaling  functions.  To  utilize  the  first  a  furnace  is  niade  in  such 
a  manner  that  no  air  is  admitted  except  throu|;li  the  B£hpit,  into 
which  it  pHBses  through  a  pipe  which  at  one  place  expands  into  a 

.  hollow  vessel  or  barrel  containing  a  fan  wheel  connected  to  a  suit- 
able shaft  which  projects  for  the  object  of  being  applied  to  drive 
machinery.  The  barrel  has  two  orifices  where  the  pipe  intersects 
it,  which  are  at  the  extremities  of  a  chord  less  than  the  diameter 
of  the  wheel.  The  form  of  the  piston  or  fan  wheel  may  be  varied 
or  a  reciprocating  piston  used,  The  furnace  is  fed  fixtm  two 
lateral  chambers  containing  fuel  and  having  two  bottoms,  one 
Tnoveabte  serving  to  introduce  the  fuel.  The  firc'box  has  grating 
on  its  bottom  and  two  sides.  The  exhaling  action  of  fire  is 
utilized  by  transferring  the  apparatus  described  above  to  the 
chimney,  the  chimney  shaft  being  made  into  a  pipe  which  expands 
into  a  chamber.  Both  properties  combined  ore  used  to  make  an 
aerial  machine  in  which  the  chimney  expands  into  a  vessel  in 
which  a  partial  vacuum  is  formed.     The  machine  has  propelling 

apparatus  worked  by  the  air-aucking  faculty  of  fire.    The  inven- 
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tion  is  also  applicable  for  ventilating  ships  and  mines^  for  pro- 
pelling submerged  vessels  for  refrigerating^  and  for  treating  ores. 
[Printed,  6d.   NoDrawiiig.l 

A.D.  1862,  June  26.— N»  1867. 

HUGH,  Edward  Hbinson,  and  WINDHAUSEN,  Francis 
Joseph. — Fire-air  engines. 

The  apparatus  for  heating  the  air  consists  of  an  external  case  or 
cylinder  with  hemispherical  or  curved  ends,  and  an  internal 
cylinder  made  double,  the  space  being  filled  with  ashes  or  non- 
conducting material.  The  air  is  forced  by  the  engines  into  the 
space  between  the  outer  and  inner  cylinders.  Part  passes  into 
the  inner  cylinder  by  a  regulating  valve  (which  may  consist  of 
two  circular  disks  with  corresponding  openings,  one  fixed  and 
the  other  moved  by  a  thermostat)  at  the  top  of  the  cylinder,  and 
part  through  a  similar  valve,  connected  to  the  governor  or  other- 
wise, to  ♦the  fire  at  the  lower  part  of  the  cylinder.  The  products 
of  combustion  and  compressed  air  come  together  at  the  upper 
part  of  the  cyHnder  and  pass  through  winding  passages  to  the 
engine.  The  fmmace  is  cylindrical  with  the  fire  grating  at  the 
lower  end.  It  is  fed  by  a  hopper,  the  fuel  being  uniformly  spread 
by  falling  on  a  cone.  Lever  stirrers  worked  from  the  outside  keep 
the  fire  in  good  order.  A  water  case  within  the  outer  casing 
supplies  water  to  keep  the  valve  and  pipe  cool,  and  a  stream  of 
water  on  to  the  fire  to  produce  steam  to  aid  starting  the  engine. 
The  engines  have  an  outer  and  an  inner  cylinder.  The  piston  is 
long,  filled  with  ashes  or  non-conducting  material,  and  packed 
only  at  one  end,  the  one  next  the  end  of  cylinder  at  which  cold 
atmospheric  air  is  admitted.  The  hot  air  acts  at  the  other  end  of 
the  cylinder  and  forces  the  cold  air  first  into  the  space  between 
the  two  cylinders  of  the  engine  and  thence  into  the  heating 
apparatus,  passing  on  its  way  around  the  slide  valve  by  which  the 
hot  air  enters  and  passes  off  to  the  atmosphere  or  a  refrigerator. 
The  piston  acts  through  a  series  of  pistons  and  levers  on  a  pres- 
sure valve,  which  allows  the  air  to  pass  into  the  passages  to  the 
heating  apparatus.  The  slide  valve  is  made  to  fit  air  tight  by  two 
screws  fixed  in  a  plate  and  passing  through  a  frame  in  which  four 
rollers  are  set  two  and  two  forming  one  set  and  set  properly  by 
the  screws.  A  particular  construction  of  outlet  and  inlet  valves, 
is  also  described. 

[Printed,  1$.  6d»   Drawings.] 
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A.D.  1862,  July  25.— N"  2110. 
JOWETT,  Hknrv  Alfbkd. —  Proposes  to  obtain  compresied 
air  by  pumps  worked  by  steam  engines,  water  wheels,  turbines, 
or  Barker's  mills  set  in  motion  by  falls  of  water  in  tidal  rivers  or 
reservoirs  liavinR  a,  natural  or  artificial  fall.  The  air  is  trana- 
mitted  through  pipes  having  slide  valyea  at  regular  digtances  to 
test  their  air  tightrteaa.  The  pipes  lead  from  resen'oira  of  air  to 
the  places  where  the  motive  power  is  required,  and  are  laid  down 
under  streets  or  highways.  At  certain  distances  are  plugs  by 
unscrewing  which  and  connecting  the  pipe  with  a  portable  air 
engine  the  air  may  be  used  for  pumping  water  to  extingubh  fires. 
The  pressure  is  ascertained  by  the  revolutions  of  a  fly  wheel 
working  in  gear  with  a  second  ivhc^l  of  size  to  permit  of  regis- 
tration by  an  index  similar  to  the  steam  or  gas  index  in  common 

[Printed,**.    NoDrawinKB.] 

A.D.  1862,  July  28.— N°  2143. 
SIEMENS,  Charles  William. — (Prmisional  protection  tmlg.] 
— This  invention  has  reference  to  the  class  of  engines  No.  2074, 
A.D.  1850. 

Mixed  air  and  gas  arc  admitted  into  the  working  cylinder  and 
ignited  either  by  having  jets  of  the  explosive  gaseous  mixture 
or  by  electricity.  The  working  cylinder  is  lined  with  plumbofjo, 
fire-clay,  or  other  reft*actary  material.  Water  is  sometimes  ad- 
mitted with  the  gases  into  the  pumping  cylinder  both  for  the 
purposes  of  cooling  the  same  and  of  generating  vapour  by  the 
heat  evolved  in  compressing  the  gases.  To  prevent  the  destruc- 
tion of  the  reservoir  by  an  accidental  explosion,  it  is  provided 
with  an  aperture  closed  by  a  p!ate  of  very  thin  and  tough  metal 
which  wiU  readily  yield  to  any  increase  of  pressure  sensibly 
exceeding  the  usual  working  pressure.  The  products  of  com- 
bustion are  discharged  into  the  atmosphere  through  a  regenerator 
through  which  the  combustible  air  and  gases  pass  in  the  opposite 
direction. 

[FrintoJ,  id.    Ha  ErawiiiES.] 

A.D.  1862,  August  9.— N"  2228. 
MACINTOSH,  John.  —  (ProBisionoi  proltetion   onii/.)  —  Tliis 
/ni-eD[ioD   "consists  in  the  rapid  generation  of  power  by  the  aid 
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of  oxygenous  fuel  composed  either  of  coke»  cobI,  and  nitrate 
of  soda^  or  coke  and  nitrate  of  potash."     Sulphur^  chloride 

of  potash,  pitch,  resins,  and  other  substances  may  be  used. 
The  prepared  fuel  is  put  into  closed  tubes  or  furnaces  with 
valves  for  the  escape  of  the  gaseous  products  of  the  combustion 
which  may  be  used  alone  or  in  a  combination  with  air,  steam, 
or  other  fluids  in  giving  motion  to  machinery.    This  oxy- 

"  geneous  fuel  may  be  put  into  ordinary  steam  boilers." 
[Printed,  4d.   No  Drawings.] 

A.D.  1862,  August  19.— N»  2322. 
DEMBINSKI,  Henry,— {Provisional  protection  only,) — ^A  wheel 
with  teeth  on  the  in  and  out  sides  of  its  rim  is  suspended  on  the 
upper  of  two  similar  pinions  one  placed  vertically  above  the  other, 
whose  shafts  are  kept  apart  by  a  bar.  The  axes  of  the  pinions 
rest  on  and  yield  to  the  pressure  of  bars  acted  on  by  springs  of 
steel,  compressed  air,  or  caoutchouc.  The  pinions  will  yield  to 
the  traction  on  their  axes  and  revolve  and  communicate  a  uniform 
rotary  motion  to  the  wheel.  To  make  the  motion  more  easy 
other  pinions  are  added  to  the  two  before  mentioned.  The  last 
gear  into  pinions  placed  outside  the  wheel.  The  apparatus  is 
made  to  work  between  two  iron  plates  or  wooden  planks. 
[Printed,  6rf .   Drawings.] 

A.D.  1862,  August  22.— N»  2343. 

MONSON,  Charles. — Repeating  rotary  engines  set  in  motion 
by  a  current  of  a  liquid  aeriform  or  gaseous  character,  and  con- 
sisting in  one  or  more  chambered  shafts,  a  series  of  wheels,  arms,  or 
equivalents,  and  a  series  of  air-tight  boxes  or  chambers  combined 
and  arranged  and  provided  with  induction  and  eduction  passages 
so  that  the  same  current  shall  be  made  repeatedly  available  for 
mechanical  power.  In  the  engine  described  as  one  mode  of  carry- 
ing out  the  invention  steam  passes  from  a  chest  to  a  chamber  in 
the  shaft  and  thence  to  hollow  arms  made  to  revolve  by  its  escape, 
from  these  the  steam  escapes  into  a  vessel  containing  the  arms 
and  thence  passes  by  proper  passages  to  a  second  shaft  chamber 
and  a  second  set  of  arms  contained  in  a  second  vessel.  The  same 
current  after  passing  through  several  similar  sets  escapes.  The 
steam  is  or  may  be  used  expansively  by  a  progressive  enlargement 
of  the  bore  of  the  arms. 
[Printed,  8rf.   Drawing.] 
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i.D.  1862,  i 


it  29.— N"  2-103. 


l,  Aufipist  21 

COURTENAY,  Reginald.  —  {Froiiisimal  protection  only.)  — 
Motive  power  ia  produced  bj  changing;  the  specific  gravity  of  an 
elastic  fluid  by  means  of  revolving  weights.  Theae  we  attauhed 
at  equal  distanceB  to  the  circumference  of  a  wlieel  by  being  plaf;ed 
on  the  extremitiea  of  levers  jointed  to  the  circumference.  The 
play  on  the  hinges  is  lestricted  by  sprinf^s  formed  by  vessels  con- 
taining air  or  other  elastic  fluid.  Theae  springs  or  vessels  are 
alternately  contracted  and  expanded  by  the  weights,  and  the 
wheel  being  vertical  and  immersed  in  fluid,  one  side  will  become 
heavier  than  the  other,  and  descend  from  the  condensation  being 
all  on  one  side. 

[Printed,  id.    KoDrttwinga.] 

A.D.  1862,  September  16.— N°  2538. 
WEATHERDON,  Baldwin  Fulpord,  and  MON'CKTON, 
Edward  Henry  Cradock. — {Proemoniil  protection  only.) — An 
"  engine  to  be  worked  by  volatile  chemical  agents  "  "  capable  of 
"  being  readily  converted  into  vapour  and  condensed  by  ordinary 
"  means  at  temperaturea  below  the  boiling  point  of  water." 
The  cylinders  and  working  parta  of  the  engine  are  wholly 
enclosed  and  caused  to  work  within  the  boiler  or  generator  in 
auch  a  manner  as  to  communicate  rotatory  motion  thereto.  The 
boiler  is  used  with  ateam  or  hot  water  jackets  surrounding  it  und 
either  fixed  or  rotating,  and  with  condenaera  in  like  manner. 
(Trinl«d,  *il.    No  Dranings.] 

A.D.  1862,  November  3,— N"  3963. 
MUSGRAVE,  James. — Vaivea  of  steam  hammers  and  steam 
hydrauUc  and  gaa  engines  are  made  tfl  work  "  in  a  cylinder,  the 
"  piston  of  which  forma  the  valve.  The  ateam  or  other  fluid  for 
"  working  the  valve  after  passing  through  a  very  small  slide  valve 
"  is  admitted  above  and  below  the  piston  valve,  the  centre  portion 
"  of  which  forms  the  valve  for  admitting  the  ateam  or  fluid  to  tlia 
"  cylinder." 

The  small  slide  valve  is  moved  by  levers  actuated  by  (he 
cylinder  or  crank  shaft  or  other  convenient  part.  The  traverse  of 
the  piston  valve  is  governed  by  opening  or  contracting  the  ei- 
hauat  passages  at  each  end  of  the  cylinder  in  which  it  revolvea, 
aad  the  piston  is  thus  prevented  from  striking  either  end. 

[Printed,  IM.    Drawinft.l 
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A.D.  1862,  November  13.— N^  3059. 

GED6E,  William  Edward.  —  (A  communication  from  Jules 
Bonnard.) — {Provisional prtaecUon  only.) — This  is  an  engine  having 
a  double-acting  compression  cylinder  from  which  compressed  air 
passes  to  a  main  cylinder  placed  above  afire-box.  The  .warm 
air  after  having  expanded  in  the  main  cylinder  goes  into  the 
fire-place  or  the  chimn^. 
[Printed,  8(2.    Drawing.] 

A.D.  .1862,  November  14.— N»  3067.  (*  *) 
WILSON,  Edward  Brown. — {Provisional  protection  only,) — 
This  invention  relates  to  a  peculiar  mode  of  connecting  a  pipe  for 
the  conveyance  of  steam,  air,  gas,  or  other  fluid,  to  oscillating  or 
vibrating  cylinders.  As  an  example  of  its  application,  in  the 
manufietcture  of  iron  and  steel,  to  the  osdUating  converting  vessels, 
in  heu  of  the  ordinary  method  of  conveying  air  thereto,  by  pass- 
ing it  through  the  trunnions,  '^  it  is  proposed  to  bring  the  blast 
'^  pipe  centrally  with,  but  disconnected  from  the  trunnions  or 
*'  centres  on  which  the  vessel  turns,  and  as  near  to  the  same  as 
may  be  convenient,  at  the  end  of  which  pipe  a  suitable  oonnect- 
yig  joint  is  made  that  will  allow  the  pipe  to  revolve  freely,  such 
pipe  being  in  the  form  of  a  radial  arm,  and  connected  to  the 
other  end  with  the  atmospheric  vessel.  This  mode  of  convey- 
ing air  to  an  atmospheric  converting  vessel  is  equally  applicable 
to  the  conveying  of  steam  to  the  oscillating  cylinders  of  steam 
engines,  and  may  be  employed  in  all  cases  where  steam,  air, 
gas,  or  fluids  are  required  to  be  conveyed  to  vessels  or  recep- 
^'  tacles  which  oscillate  or  vibrate  upon  trunnions  or  centres." 

[Printed,  4d.   No  Drawings.] 

A.D.  1862,  November  19.— N»  3108. 

ARB5S,  jAcauES. — ^The  invention  consists  in  a  gas  engine  with 
an  apparatus  for  generating  gas  forming  one  apparatus.  A 
furnace  lined  with  fire-brick  is  placed  in  the  centre  of  a  steam 
boiler  and  is  supplied  with  fuel  from  above  and  with  air  which 
may  be  mixed  with  steam  under  a  grating  near  the  bottom. 
Liquid  combustible  materials  can  also  be  inlaroduced  into  ihe 
fuinace  to  increase  the  intensity  of  the  gaseous  mixture  generated. 
This  mixture  is  composed  of  oxide  of  carbon,  hydrogen,  azote. 
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and  a  bhiqII  proportion  of  caiburetted  hydrogen,  and  passes  from 
i  furnace  to  a  vessel  containing  red  hot  coal  for  decomposing 
the  earhonic  acid  and  vapour  which  escaped  deoompoaition  in  the 
furnace.  The  mixture  then  pasBea  into  (he  gas  en^oe  beinj;  first 
mixed  with  on  amount  of  air  regulated  by  a  tap  worked  by  hand 
according  to  the  richness  of  the  mixture  in  carburet  of  hydrogen, 
and  is  exploded  atproperinter\-a]Bin  the  two  enda  altemalely  of  a 
cylinder  hj-  an  electric  spark,  excited  by  a  commutator  worlted  by 
tiie  piston  rod.  The  cyUnder  is  surrounded  by  a  water  jacket,  the 
water  in  which,  becomes  heated  and  is  then  pumped  into  the 
boiler  eunfouiiding  the  furnace.  The  steam  from  the  boiler  passes 
to  a  steam  chest,  engine,  or  other  destination. 
[Printed,  fid.  Drawing.] 

A.D.  1862,  November  20.— N°  312!. 
SEILER,  Fredbbic— This  relates  to  certain  ■'  modes  of  apply- 
"  ing  compressed  BJr"  and  "communicating  motive  power  to 
"  machinery  more  or  less  distant  from  the  prime  mover."  Tha 
first  mode  is  by  means  of  two  cylinders  and  piitona.  The  air  in 
each  end  of  one  cyhnder  is  allowed  to  pass  by  tubes  to  tlie  corre- 
sponding ends  of  the  other  cylinder  and  thus,  on  the  piston  of  the 
first  cylinder  being  moved  by  the  prime  mover,  that  of  the 
second  cylinder  will  be  actuated  by  the  compressed  air.  A  second 
mode  is  by  making  an  air  pump  actuated  by  the  prime  mover  to 
compress  air  to  a  high  pressure  and  actuating  a  colander  and 
piston  at  the  required  distance  by  such  compressed  air  whieb 
after  partly  expandiog  is  returned  to  a  low  pressure  reservoir 
which  supplies  the  air  pump.  The  high  pressure  air  may  also  be 
used  to  drive  water  from  one  vessel  to  another  in  a  stream  which 
drives  s  "turbioein  the  usual  manner,"  or  may  be  made  applicable 
to  pumping  water  in  mines. 
[Fiinted,  lod.    Srawiug.} 

A.D.  18G2,  November  21.— N"  3137. 
ORTH,  Chasles  Antok. — The  machine  from  which  motive 
power  is  obtained  consists  of  two  Eets  of  three  rollers  haviutf 
toothed  danges.  The  rollers  of  one  set  are  placed  one  over  the 
other  in  gear  and  with  their  smooth  surfaces  also  in  contact.  The 
upper  rollers  carry  a  rack  or  toothed  plate  on  which  two  other 
rollers  work,  one  over  each  set.    On  these  rests  a  beam  to  which 
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pressm'e  is  applied  by  a  screY^  or  otherwise^  which  being  trans- 
mitted through  the  upper  to  the  lower  sets  of  rollers  works  them  to 
and  fro  in  alternate  directions.  The  lowest  rollers  of  each  set  rest 
on  a  toothed  base  plate  and  contain  within  them  smaller  rollers  on 
which  a  platform  rests  which  supports  what  is  called  a  union  lever. 
ITiis  consists  of  two  portions^  an  upper  and  a  lower,  held  together 
hj  guide  pieces  and  composed  of  two  arms  crossing  and  jointed 
to  each  other  near  one  end  and  jointed  at  that  end  to  other  arms. 
The  arms  of  this  union  lever  approach  and  recede  in  the  manner 
of  lazy  tongs.  They  are  actuated  by  the  middle  of  the  three 
rollers  and  transmit  the  motion  to  the  crank  shafts  which  again 
transmit  it  to  a  compound  lever  from  which  motion  can  be  com- 
municated as  desired.  The  union  lever  may  be  employed  without 
the  rollers  and  worked  by  a  handle  or  other  ordinary  means,  and 
the  power  imparted  transmitted  for  motive  piurposes  by  cranks, 
[Printed,  8d!.   Drawing.] 

A.D.  1862,  November  27.— N^  3179. 

KEYWORTH,  Thomas.  —  Improved  motive  power  machinery 
consisting  of  a  series  of  levers  all  except  the  last  of  equal  length, 
and  jointed  in  the  long  arm  which  exceeds  the  shorter  arm  in  the 
proportion  of  3  to  1.  The  short  arm  of  one  lever  is  opposite  the 
long  arm  of  the  next  to  which  it  is  connected  by  a  jointed  metal 
bolt  passing  over  and  revolving  on  two  rollers  one  placed  verti- 
cally above  the  other.  These  rollers  are  placed  on  the  ends  of 
two  revolving  shafts  bearing  at  their  other  ends  two  small  pinions 
which  gear  into  the  interior  toothed  rim  of  a  large  (sun  and 
planet)  wheel.  The  last  wheel  is  bevilled  and  gears  into  abeviUed 
pinion  in  a  crank  shaft  revolving  crosswise  of  the  axis  of  the  sun 
and  planet  wheel.  The  short  end  of  each  jointed  lever  is  connec- 
ted by  a  vertical  rod  to  another  cranked  spindle  used  for  imparting 
rotary  motion.  The  motive  power  obtained  by  the  machine  may 
be  transmitted  in  any  convenient  manner. 

[Printed,  10(?.    Drawing.] 

A.D.  1862,  December  1.— N»  3220.    (*  *) 
CLARK,  William. — {A  communication  frfym  William  Foster  and 
Robert  Foster,)  —  This  invention  relates  to  rotating  apparatus 
applicable  as  a  pump,  water  meter,  or  an  hydraulic,  steam,  or  gas 
engine.    It  consists  of  a  fixed  cylindrical  case,  wherein^  upon  an 
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axis  which  works  in  eccentric  be»ringa  on  the  cylinder  ends,  is 
fixed  a  revolving  drum  cylinder  of  much  BraeUer  diameter ;  the 
eccentricity  of  the  axis  with  regard  to  the  inner  surface  of  the 
cflindrical  case,  hrings  the  peripheiy  of  the  drum  at  one  ptunt 
close  to  the  case,  go  as  to  leave  a  creecent-formed  apace  hetween 
their  two  surfaces,  Two  longitudinal  mortices  are  cut  at  right 
angles  with  each  other  completely  through  the  drum  cylinder, 
intersecting  each  other  at  the  centre ;  in  these  morticeB  an  placed 
to  slide,  two  piston  plates,  the  ends  of  which  are  furnished  with 
packing  strips,  kept  in  constant  contact  aa  the  drum  revolves, 
with  the  cylindrical  case,  which  must  be  bored  slightly  eUiptical 
so  as  to  deviate  almost  imperceptibly  at  opposite  sides  fivm  a 
true  circle.  The  admission  and  emission  passages  to  and  &om 
the  cyhnder  open  at  each  side  on  the  plane  of  the  drum  axis,  and 
suitable  packings  are  employed  round  the  axis  and  drum  end. 
The  flow  of  steam  or  fluid  is  continuous,  and  so  acta  against  the 
ends  of  the  piston  slides  as  they  come  round  in  succession,  as  to 
impart  rotaiy  motion  to  the  drum  and  axis. 

rPrinted,  lOd.    Srawing.] 

A.D,  18G2,  December  8.— N°  3283.  (•  *) 
BUDDEN,  John'  Lbggett. — {A  communication  from  Woodford 
Pilkiitgton.}—{Proi!isiimalproleclion  onli/.) — This  invention  relates 
to  "means  or  apparatus  for  obtaining  and  applying  motive  power 
"  for  propelling  and  other  purposes,''  and  is  supplementary  to  n 
prior  oommunication  from  W.  Pilkingtou,  No.  i'317,  A.D,  18G0. 
The  present  invention  consists  "in  the  application  of  a  fixed 
'  steam  guard  or  guards  (by  preference  of  a  cyhndrical  form)  to 
y  jiropeller  or  turbine  wheel  described  in  the  apecifica- 
'  tion  before  referred  to  and  within  the  circumference  of  which 
■'  the  blade  or  vanes  of  the  screw  or  turbine  wheel  revolve.  This 
'  guard '  is  suitably  fixed  so  as  to  be  entirely  independent  of 
the  '  screw '  or  '  turbine '  wheel  revolving  within  it.  The  inner 
''  circumference  of  this  steam  guard  is  furnished  ^tt  floats  or 
■  steps  which  cross  the  direction  of  the  pitch  of  the  screw  some- 
'  what  like  the  steps  of  a  treadmill  or  teeth  of  a  wheel  with 
'  internal  cogs,  and  upon  which  the  steam  or  other  propelling 
''  medium  is  caused  to  impinge  as  it  issues  bora  the  passages, 
''  terminating  at  the  periphery  of  the  blades  or  vanes  of  the  screw 
ir  turbine  wheel,  by  which  arrangement,  in  the  application  of 
fiis  invention  tu   a  submerged  screw  propeller,  the  steam  or 
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other  fluid  in  discharging  is  projected  against  the  'steam 
'  guard '  in  place  of  going  directly  into  the  water^  as  described 
in  the  former  specification.  The  guard  or  cylindrical  ring  may 
completely  surround  or  enclose  the  screw  or  turbine^  except 
being  open  at  each  end^  or  it  may  be  formed  in  belts  or  zones 
placed  over  the  emitting  orifices.  The  steam  passages  are,  by 
preferences  lined  or  protected  by  non-conducting  material  in 
order  to  avoid  condensation  of  the  steam  or  vapour  in  its 
passage  firom  the  steam  pipe  to  the  emitting  orifices." 
[Printed,  4(7.   No  Drawings.] 


1863. 


A.D.  1863,  January  17.— N^  166. 

BOUSFIELD,  George  Tomlinson. — {A  commumcation  from 
Elmer  Totonsend,) — *'  Hot  air  engines." 

The  fire  box  is  made  of  a  single  casting  and  lined  with  fire 
brick.  The  lower  part  of  the  cylinder  has  two  casings  and  the 
space  between  is  filled  with  plasrter.  The  upper  portion  of  the 
cylinder  which  comes  in  contact  with  the  piston  is  isolated  from 
the  lower  portion,  a  cylinder  of  thin  sheet  metal  being  interposed 
between  them.  Beneath  the  piston  is  a  prolongation  which 
descends  on  the  down  stroke  to  near  the  bottom  of  the  chamber. 
Above  the  cylinder  is  an  air  pump  worked  by  a  hoUow  piston 
with  a  hollow  rod  which  is  fastened  to  the  piston  of  the  working 
cylinder.  The  air  is  forced  through  this  hollow  rod  into  a  cavity 
in  the  upper  part  of  the  working  piston  in  which  it  is  made  to 
circulate  by  a  deflecting  plate  and  whence  it  passes  tp  the  furnace 
and  afterwards  to  the  lower  part  of  the  cylinder. 
[Printed,  la.   Drawings.] 

A.D.  1863,  January  20.— N«  174. 
SMITH,  James,  and  GHEASE,  Sydney  Arthur.  —  (Pro- 
visional  protection  only.) — ^Two  or  more  tanks  are  secured  on  the 
bed  of  the  engine,  or  if  oscillating,  are  supported  by  trunnions. 
In  each  tank  is  a  cylinder  within  which  is  another  cylkider  or  float 
made  ur  tight,  and  after  the  fashion  of  a  buoy.  Its  external 
diameter  is  to  the  internal  diameter  of  the  outer  cylindsx  «&4l^ 
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to  50.  A  piston  made  air-tight  in  the  outer  cyhnder  is  fixed  to 
the  bottom  of  the  float.  In  its  centre  ia  a  metal  valve  to  which 
is  attached  gear  having  a  rud  passing  through  a,  tuhe  in  the  float 
and  united  to  eccentric  gear.  From  the  head  of  the  float  a  rod 
passes  through  the  head  of  the  tank  and  is  united  by  a  crosshead 
or  lever  and  a  coonectinj^  rod  ivith  the  crank.  The  tank  is  filled 
with  water  and  the  valve  opened  by  the  regulating  gear.  The 
water  ou  the  face  of  the  piston  passes  through  the  valve  and  the 
float  ascends.  When  arrived  at  the  full  throw  of  the  crank  the 
valve  is  closed  by  the  eccentric  and  the  float  deaceuds,  producing 
action  and  re-action  throughout  the  whole  system. 
tPrintedpW.    No  DrawiiiRa.] 


A.D.  1863,  January  28,— N"  -261. 
BROMWICH,  Bryan  J'Ansok.— A  series  of  annular  cases  fitted 
with  air-tight  covers  but  free  to  rotate  on  their  seats  are  mounted 
one  above  the  other  with  a  vertical  shaft  concentric  therewith. 
To  the  inner  face  of  each  of  these  covers  a  piston  is  attached 
which  fits  the  cose,  and  each  case  is  provided  with  a  supply  and 
discharge  pipe  between  which  is  a  valve  ranintained  in  position 
by  a  spring  but  which  will  yield  to  the  pressure  of  the  piston  so 
U  to  allow  it  to  pass.  Compreseed  air  enters  the  hollow  ring  and 
Operates  with  all  its  force  against  the  piston,  for  the  valve  being 
seated  immediately  behind  the  point  at  which  the  air  enters  there 
is  no  escape  in  that  direction,  and  tlie  piston  is  forced  round, 
thereby  causing  the  steel  ring  to  revolve  and  ultimately  causing 
the  vertical  shaft  to  revolve.  The  air  after  having  operated  in 
one  case  is  conducted  to  another,  and  ultimately  by  the  rotation 
of  the  central  shaft  forced  back  into  the  reservoir  from  whence  it 
was  suppUed. 

[Prinled,  lOrf.    DmwinB.] 

A.D.  186a,  January  30.— N"  281. 
LLOYD,  Nicholas  Philip  Comiss.- (ProcwionaZ  proleciiou 
only.) — A  metallie  tube  is  inserted  at  a  right  angle  into  a  metaUic 
plate.  A  metallic  rod  is  inserted  into  a  corresponding  plate. 
These  plates  are  united  by  a  hinge.  Another  apparatus  similarly 
constructed,  is  used.  TTie  tube  of  No.  1  and  the  rod  of  No.  2 
'   jiass  through  aper  tures  in  one  side  of  a  cubic  metalhc  air-tiRht 
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box  from  which  the  air  is  extracted  by  a  pump.  A  stop-cock 
connected  with  the  tube  of  No.  I  will  admit  air  between  the 
metallic  plates.  The  air  will  force  No.  2  through  the  chamber 
and  will  raise  No.  1  to  the  position  it  occupied  while  quiescent 
and  cause  the  rod  of  No.  2  to  pass  without  the  chamber.  Air 
admitted  alternately  into  each  receiver  will  move  the  united 
apparatuses  in  alternate  opposite  directions. 

[Frinted,  4(2.   "No  Drawings.] 


A.D.  1863,  February  14.— N«»  402. 

DEMBINSKI,  Henri. — {Provisional  protection  only.) — ^A  wheel 
with  teeth  on  the  in  and  out  sides  of  its  rim  is  suspended  on  the 
upper  of  two  similar  pinions  one  placed  vertically  above  the  other, 
whose  shafts  are  kept  apart  by  a  bar.  The  axes  of  the  pinions 
rest  on  and  yield  to  the  pressure  of  bars  acted  on  by  springs  of 
steel,  compressed  air,  or  caoutchouc.  The  pinions  will  yield  to 
the  traction  on  their  axes  and  revolve  and  communicate  a  uniform 
rotary  motion  to  the  wheel.  To  make  the  motion  more  easy 
other  pinions  are  added  to  the  two  before  mentioned.  The  last 
gear  into  pinions  placed  outside  the  wheel.  The  apparatus  is 
made  to  work  between  two  iron  plates  or  wooden  planks.  Instead 
of  one  wheel  two  of  different  radii  may  be  used,  placed  concen- 
trically.  Both  are  without  axes  and  rest  on  brackets  (represented 
as  toothed)  with  axles  resting  on  a  frame. 
[Printed,  lOd.    Drawings.] 

A.D.  1863,  February  28.— N^  673. 

COURTENAY,  Josceline.  —  {A  communication  from  Reginald 
Courtenay.)  —  {Provisional  protection  only.)  — Motive  power  is 
produced  by  changing  the  specific  gravity  of  an  elastic  fluid  by 
means  of  revolving  weights.  These  are  attached  at  equal  distances 
to  the  circtunference  of  a  wheel  by  being  placed  on  the  extremities 
of  levers  jointed  to  the  circumference.  The  play  on  the  hinges 
is  restricted  by  springs  formed  by  vessels  containing  air  or  other 
elastic  fluid.  These  springs  or  vessels  are  alternately  contracted 
and  expanded  by  the  weights  and  the  wheel  bdng  vertical  and 
immersed  in  fluid,  one  side  will  become  heavier  than  the  other 
and  descend  from  the  condensation  being  all  on  one  side. 
[Printed,  4e?.   No  Drawings.] 
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A.D.  iaC3,  March  9.— N"  653.  (•  *) 
HUGON,  Pierre.— This  invention  consists  of  a  gae  engine,  in 
which  the  explosive  force  of  the  gaseous  miirture  acts  "upon  an 
'  intermediate  column  of  water,  and  thua  indirectly  upon  the 
'  piston.  The  cylinder,  in  which  the  piston  works,  is  separated 
'  from  the  tubes  wherein  the  explosion  takes  place ;  the  power 
'  reaulttng  trom  the  dilatation  of  the  gases  is  employed  to  expel 
'  a  certain  quantity  of  water  from  the  explosion  tube  and  to  pro- 
'  duce  a  vacuum,  the  effect  of  which  is  added  to  that  due  to  the 
"  condensation  of  steam  arising  from  the  combination  of  the 
"  hydrogen  and  oxygen  and  can  he  utilized  in  the  cyhnder. 

"  The  several  reservoirs  of  the  engine  are  arranged  in  such 
"  manner  that  the  same  water  always  circulates  in  the  engine, 
"  and  that  that  which  has  been  expelled  from  the  tube  fills  the 
"  cylinder  on  the  side  opposite  to  the  chamber,  which  ia  at  the 
"  moment  in  connection  with  the  vacuum  produced.  The  cylinder 
"  being  originally  full  of  water  it  is  the  exhausting  towards  the 
"  vacuum  of  the  liquid  contained  in  one  of  the  chambers  which 
"  produces  the  movement  of  the  piston ;  the  water  expelled  from 
"  the  tube  which  fills  the  opposite  chamber,  the  capacity  of  which 
."  increases  gradually,  acts  in  the  same  manner  at  the  following 
"  explosion."     "  Water  enters  every  part  of  the  engine." 

The  mixture  is  exploded  either  by  means  of  "an  electric  spark 
"  an  incandescent  platinum  wire,"  or  "a  gas  jet."  The  slide 
lever  shaft  of  the  engine  bears  "rollers  or  discs,  made  of  hardened 
"  india-rubber,  or  other  insulating  material,  carryiug  copper 
"  plates,  which  transmit  the  electric  spark  "  from  an  induction 
coil  "  at  the  proper  moment  to  explode  the  mixture." 

[Printed,  2i.  lad.    Drawings.] 

A.D.  1863,  March  18.— N°  732. 
MOREL,  AuousTK. — "  Generating  carbonic  acid." 

Itie  generator  is  self-supplying,  regulates  itself  at  a  constant 
pressure,  and  produces  a  regular  current  of  gas  which  may  be 
used  (among  other  applications)  in  a  small  motor  in  the  place  of 
steam  or  compressed  air.  There  are  two  vessels,  the  lower  con- 
taining a  carbonate  and  the  upper  an  acid  which  is  introduced 
into  the  lower  vessel.  The  gas  produced  passes  into  a  wasluog 
A  tube  leads  feam  the  top  of  the  lower  vcesel,  and  is 
represeated  as  passing  into  the  upper  part  of  the  upper  vt 


MOTIVB  POWER  ENGINES.  367 

and  dipping  to  near  the  bottom.    TliiB  vessel  is  connected  with  a 
safeiy  apparatus  oonsisting  of  two  small  reservoirs^  one  placed 
vertically  above  the  other^  and  connected  by  a  tube  dipping  to 
near  the  bottom  of  the  lower  one^  which  is  filled  with  water. 
[Printed,  Iff.   Drawings.] 

A.D.  1863,  March  25.— N«»  781. 

MONSON,  Charles. — Employs  two  similar  vessels  connected 
by  a  pipe.  The  vessels  are  exhausted  of  air^  and  one  partly  filled 
with  water  or  preferably  with  a  fluid  which  boils  at  a  less,  degree 
of  heat.  The  fluid  is  partly  vaporised  by  immersion  in  a  hot 
water  bath  or  other  means,  and  the  steam  or  vapour  by  its  pressure 
on  the  fluid  drives  it  through  the  tube  to  the  other  vessel,  which 
in  its  turn  is  immersed.  A  motive  power  is  thus  obtained  from 
an  oscillating  or  rotary  motion  of  an  axle,  on  which  several  of 
such  pairs  of  vessels  are  fixed.  It  may  be  advantageous  to  use 
two  fluids,  one  being  such  as  mercury,  and  a  lighter  one  for  the 
rapid  generation  of  steam.  The  upper  vessel  may  be  cooled  by 
allowing  cold  water  to  flow  into  it  in  its  highest  position  from  a 
small  removeable  vessel  attached  it.  The  steam  may  also  some- 
times be  advantageously  generated  in  separate  vessels  from  those 
which  contain  the  vessel  for  the  weight. 
[Printed,  Iff.  4(f .   Drawings.] 

A.D.  1863,  April  17 —N^  968. 

LAWSON,  Robert  Henry,  and  DARLOW,  William.— 
{Provisional  protection  only,) — ^A  cylindrical  box  is  divided  in  the 
centre  by  a  partition,  and  suspended  at  its  centre  on  pivots.  The 
box  has  two  holes,  partially  closed  by  balls  or  ball  valves,  and  also 
two  air  holes.  On  the  top  two  smaller  tubes  are  fixed,  at  an 
angle  of  about  5^,  so  that  one  end  is  directly  over  the  larger 
orifice,  and  the  other  end  projects  beyond  the  end  of  the  partition 
of  the  box.  The  tubes  are  open  or  partly  so,  4ind  partly  filled 
with  pieces  of  iron,  wood,  and  other  substances.  The  box  is 
entirely  filled  with  mercury.  The  end  of  it  opposite  to  that 
where  the  upper  tubes  overhang  is  furnished  with  a  box,  about 
a  diameter  and  a  half  of  the  box  in  length.  The  apparatus  is 
pulled  over  on  its  pivots  by  power  applied  to  the  rod.  The 
mercury  then  enters  the  small  tubes,  and  causes  the  ^pieces  of 
iron  and  wood  to  ascend.  •  The  weight  of  the  balls  and  other 
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^^^^^  pieces  of  iron  causes  tlie  tube  to  lose  its  inclined  position,  and 

n  return  to  a  horizontal  position.     The  mercury  then  runs  out  from 

I  the  tubes  into  the  box,  and  the  apparatus  is  ready  for  anotbet 

^^^^  tilting  operation, 
^^^^  [PrlDted,  4d.    ^'D  Drawings.] 

^^M  A.D.18G3,  April  20.— N°  981.    {*  •) 

^^^^^  BLANC,  Claude. — This  invention  relates  to  apparatus  for 
^^^^1  combining  »r  with  Bteant,  and  usinj;  their  united  elastic  force  as 
^^^^F  a  motive  power.  The  objects  to  be  obtained  are,  1,  increase  of 
^^^^  power ;  2,  loss  of  power  prevented  by  restoring  the  steam  (which 
would  otherwise  be  allowed  to  escape)  to  the  generator,  and  which 
consequently  renders  the  use  of  feed  pumps  unnecessary ;  3, 
economy  of  fuel ;  and  4,  preventing  the  incruatation  of  calcareous 
and  sedimentary  deposits  in  the  boiler.  The  exhaust  steam  from 
the  engine  is  received  into  a  chamber  enclosed  in  a  case  or  jacket; 
by  means  of  a  double  acting  air  pump,  the  atmosphere  is  forced 
into  the  chamber,  there  to  commingle  with  the  exhaust  steam. 
The  combined  liuids  are  drawn  through  a  pipe  attached  to  the 
lower  part  of  the  vessel  by  means  of  a  pump,  which  afterwards 
forces  them  on  through  service  pipes  into  the  boiler  or  generator, 
the  steam  being  in  a  partially  condensed  atnte ;  the  service  pipes 
are  provided  with  stop  values  to  prevent  any  reSux  of  water  from 
the  boiler.  The  air  is  admitted,  through  a  perforated  distributing 
plate,  into  the  upper  part  or  neck  of  the  chamber  in  regulated 
ijuantities,  by  means  of  a  cock  containing  a  compound  plug  and 
a  pipe  in  connection  with  the  pump.  The  working  speed  of  the 
pumps  win  be  regulated  to  suit  the  speed  of  the  piston  of  the 
engine  to  which  the  apparatus  is  applied. 

tPrinted.Sd.    DrawitiK.] 

A.D.  1863,  April  31.— N°  989. 
LLOYD,  Nicholas  Pbii-ip  Comins, — [Prorisional  protfelion 
not  atUneed.) — A  tube  expanded  each  way  towards  its  middle  in 
the  form  of  two  cones  connected  by  flanges  at  their  rircum- 
ferences,  is  contained  within  an  air-tight  chamber,  from  which 
the  air  is  extracted  by  a  pump.  The  portions  of  the  tube  pro- 
jecting ivithout  the  chamber  are  provided  with  stop-cocks,  wbieh, 
being  olfernately  opened,  wiU,  by  the  pressure  of  the  atmosphere. 
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effect   alternate  motions   of  the  tube   within   and  without    the 
chamber. 

[Printtd.W.    No  Drawiiiijs,] 

A.D.  1863,  April  30.— N"  1092.  (•  *) 
STEWART,  Charles  Patrick,  and  KERSHAW,  John,- 
Thia  invention  relates  to  "  engines,  machijierj,  and  apparatus  foi 
"  obtaining  compressed  air,  and  for  applying  the  power  thereof  in 
"  propelling  railway  and  other  carriages."  The  air  is  compressed 
to  the  required  degree,  by  the  successive  operations  of  the  com- 
bined apparatus  which  actuates  a  body  of  water,  whereto  recipro 
eating  motion  is  imparted  by  a,  piston  in  a  horizontal  cylinder, 
actuated  by  the  power  of  a  duplex  steam  engine,  the  cylinders  of 
which  are  disposed,  in  relation  to  each  other,  at  an  angle  of  90°. 
The  periphery  of  the  piston  in  the  water  cylinder  is  covered  with 
wood.  Each  end  of  tlic  cylinder  is  coonected  to  a  vertical  chamber, 
wherein  the  water  simultaneously  rises  in  one  chamber  and  falls 
in  the  other,  alternating  as  the  motions  of  the  piston  in  the  cylin- 
der are  reciprocated.  Suitable  inlet  and  outlet  air  I'alves  arefitted 
to  the  upper  part  of  each  vertical  chamber ;  the  air  forced  through 
the  outlet  valve  is  conveyed  to  the  next  section  of  the  apparatus, 
which,  together  with  the  other  sections,  are  of  gradunlly  decreasing 
dimensions.  The  volume  of  the  air  is  gradually  reduced  by  the 
successive  operation  of  each  section,  passing  from  the  first  to  the 
second,  and  bo  on  to  the  lost,  and  thence  into  a  receiver  or  reser- 
voir. The  engine  for  applying  the  power  of  compressed  air  to  the 
propulsion  of  railway  and  other  carriages  ia  somewhat  similar  ii 
the  mechanism  to  a  locomotive  worked  by  steam,  but  in  the  place 
of  the  boiler  and  furnace,  a  series  of  cylindrical  reservoirs,  ci 
nected  with  each  other  by  suitable  pipes,  is  disposed  along  the 
centre  of  the  engine  framing.  Each  reservoir  may  have  a  separate 
pressure  gauge,  and  suitable  valves  provided  for  opening  the 
communication  with  the  &at  or  high-pressnre  cylinder,  whence 
the  compressed  aif  after  having  operated  the  piston  therein,  is 
exhausted  into  the  second  or  low-pressure  cylinder,  which  is  of 
larger  dimensions ;  other  cylinders  may  be  uaed,  go  aa  to  com- 
pletely exhaust  the  expansive  force  of  the  air.  The  area  of  each 
piston  is  relatively  proportioned  to  the  e-tpansion,  so  that  the 
power  of  each  is  about  eijual.  The  air  is  admitted  to  the  high- 
pressure  piston  at  its  full  pressure  without  throttling,  and  the 
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speed  of  the  engine  is  regulated  by  vaijing  the  cut-off,  without 
altenDg  the  eduction  valve,  or  effentiog  either  of  the  valves  of  the 
low-preBBure  cylinder.     Stationary  air-comprassing  eagiDe-houBes 
must  be  provided  at  intervals  along  the  hne  of  road. 
[Printed,  1«,  tk/.    Drawings.] 

A.D.  1863,  May  5.— N"  1119, 

BOOTHROYD,  WjhhitiM.— {Provisional  jirolecCion  on^y.)  — A 
cast-iron  or  other  framework  is  provided  with  four  pulleys  to  carry 
a.  horizontal  main  shaft.  On  the  shaft  are  two  bosses,  each  with 
four  arms  connected  by  four  cross  bars  or  plates.  A  spur  wheel 
on  the  shaft  is  geared  into  another  spur  wheel  on  a  counter  shaA, 
provided  with  a  toothed  wheel,  giving  motion  to  an  excenttic  tappet 
or  lever  attached  to  a  carriage  for  pulling  or  pushing  weights  off 
-  and  on  the  croas  bars  or  plates.  Another  shaft  receives  motion 
from  the  counter  shaft,  and  gives  motion  by  toothed  wheels  to 
two  rollers  provided  with  chains  or  ropea  for  lifting  the  weights 
when  pulled  off  the  plates  into  their  proper  pusition.  The  rollers 
turn  in  opposite  directions,  and  either  may  be  put  in  gear  as 
required.  Above  the  frame  work  is  a  carriage  and  tramway  with 
a  sheaf  pulley  for  the  chains  to  work  on,  the  carriage  being  moved 
to-and-fro  by  the  excentric  tappet  or  lever. 
[Printad,  4ii.    No  Drawinga.] 


AJ).  1863,  June  U.— N"  1449.  (♦  ♦} 
CLARK,  WiLLiAU. — (AcomnmnicotionfromAntoineMfrlanchon.) 
— This  consists  in  effecting  the  combination  of  osyyen  with  the 
fuel,  under  pressure  in  a  closed  chamber  furnace  without  fire-bars, 
BO  as  to  produce  the  greatest  amount  of  heat  by  the  introduction 
from  a  receiver  of  a  limited  supply  of  air.  The  heat  and  huMiing 
gas  generated  are  brought  into  contact  with  water  in  on  extreme 
state  of  sub-division,  and  the  gaseous  mixture  resulting  from  the 
vaporization  of  the  watery  particles,  and  their  intermiilure  with 
the  burning  products  of  combustion,  is  applied  as  a  motive  power 
to  actuate  a  piston  in  a  cylinder  or  receiver. 

The  generator  consists  of  a  cylindrical  chamber  divided  by  a 
vertical  partition  into  two  compartments  which  communicate  at 
the  lower  part;  one  of  these,  the  combustion  chranbei-,  is  lined 
with  sheet  iron,  and  the  other,  or  generating  chamber,  IB  lined 
with  reJiaotoTj  bricks,  as  alao  is  the  sole  of  the  furnace,  which  is 
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fitted  with  a  door  capable  of  resisting  pressure.  One  part  of 
the  air  necessary  to  support  combustion  is  introduced  to  the  fuel 
at  the  base  of  the  combustion  chamber^  and  the  other  portion  at 
the  base  of  the  generating  chamber^  so  as  to  mingle  with  the 
burning  products  of  combustion.  A  pipe  leading  firom  the  upper 
part  of  the  generating  chamber  communicates  with  the  receiver^ 
whereinto,  through  a  cap  at  the  top,  the  water  is  forced  in  at  a 
great  speed  in  a  circular  film,  which  rises  against  a  projecting 
plate,  whence  it  is  thrown  downwards  in  a  finely  divided  state 
amongst  the  ascending  burning  gases.  The  heat  vaporizes  the 
watery  particles  and  superheats  the  vapour,  which  is  diffused 
amongst  the  gaseous  products  from  the  generator,  and  used  to 
operate  the  piston  in  the  high  pressure  cylinder,  and  thence  con- 
ducted to  act  expansively  on  the  piston  in  the  low  pressure 
cylinder  of  an  engine  constructed  upon  Woolf  s  system.  All  the 
details  are  fully  described  and  illustrated,  including  a  pyrometer, 
which  is  employed  to  indicate  the  temperature  either  in  the  vicinity 
or  at  a  distance  from  the  apparatus. 
[Printed,  59. 4(2.   Drawings.] 

A.D.  1863,  July  27.— N°  1868.    (*  *) 

WHITTAKER,  James. — "  Improvements  in  engines  for  obtain- 
**  ing  motive  power  by  steam,  air,  or  any  other  vapour,"  in  the 
oylinders  of  which,  connected  to  two  piston  rods  which  work 
respectively  out  at  the  opposite  ends  of  the  cylinder,  four  reci- 
procating pistons  are  arranged  to  operate.  The  cylinder  is  fur- 
nished with  five  steam  inlet  ports.  Two  illustrations  are  shown 
and  described.  The  first  consists  of  a  cylinder  composed  of 
short  lengths  which,  when  united,  form  a  cylinder  sufficiently 
large  to  contain  four  pistons,  say  for  distinction  Nos.  1,  2,  3, 
and  4,  and  also  longitudinal  space  for  action.  Pistons  1  and  3 
are  mounted  a  suitable  distance  apart,  upon  one  piston  rod,  and 
piston  4  is  disposed  in  the  usual  manner  upon  the  piston  rod 
which  works  out  of  the  cylinder  at  the  opposite  end,  piston  2, 
being  united  to  piston  4  by  two  subordinate  rods  which  work 
through  stuffing  boxes  disposed  outside  the  high-pressure  section. 
No.  3,  of  the  cylinder ;  this  section  is  of  much  smaller  diameter 
than  the  others,  and  into  it  the  steam  at  high  pressure  is  first 
admitted,  and  alternately  operates  between  the  small  piston  3  and 
pistons  4  and  2  in  succession,  whence  it  exhausts  into  the  other 
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Bcction,  and  thence,  hoving  readied  its  tenninal  force,  is  dis- 
charged into  the  condeneer.  ITie  second  illustration  exhiliits  a 
cylinder  eontiiining  four  piatona  of  equal  diameter,  united  and 
operated  by  high  and  low-pressure  steam  in  the  same  manner,  the 
Bubordidate  piston  rods,  which  unite  pistons  2  and  4,  passing 
through  stuffing  boxes  in  the  immediate  piston  3.  The  cylinder 
is  made  in  one  casting,  and,  like  the  other,  is  furnished  mth  five 
steam  inlet  ports,  and  three  steam  hoses  containing  two  aingle 
and  one  duplex  slide  valve. 

[Printed,  lOi;.    DiawliiB.] 

A.D.  1863,  August  10.— N°  1968. 
DEL  RIO,  Patricio  Mahcos— (Prorisionoi  protection  only.) — 
Machiue  for  obtaining  motive  power,  consisting  of  a  pendulum, 
two  wheels,  one  mounted  on  a  shaft,  aud  a  weight  which  is 
moved  up  and  down  by  a  chain  or  cord  passing  over  pulleys  to 
one  of  the  wheels.  The  pendulum  moves  one  of  the  wheels 
which  puts  the  other  in  motion,  by  whioh  the  weight  is  raised. 
The  latter  falls  and  strikes  the  pendulum,  forcing  the  pendulum 
to  its  first  position,  after  which  the  same  movements  again  take 
place. 

[Printed.  W,    No  Drawings.] 

A.D.  1863,  August  24.— K"  2093. 
GUILLEMOT,  Louis.  —  Perpetual  motion  is  derived  from  a 
machine  composed  often  wheels  fixed  at  equal  distances  upoa  an 
axletree,  and  forming  &  sort  of  cylinder.  They  support  72  coupled 
levers  placed  between  them  by  groujis  of  four  couples.  The  levers 
have  an  appendix  consisting  of  a  poit  of  a  circle  disposed  in  such 
a  manner  as  to  grapple  with  articulated  levers,  of  which  there  are 
nine,  one  corresponding  n'ith  the  middle  of  each  interval  of  the 
wheels.  At  a  certain  moment  the  coupled  lever  placed  inside  the 
motive  cylinder  and  the  eitema!  lever  make  hut  one  lever,  which 
then  presses  with  all  its  weight  on  one  of  the  points  of  the  cir- 
cumference of  the  motive  cylinder,  in  order  to  make  it  run  over  • 
little  more  than  the  36th  part  of  the  circumference.  The  72  levera 
are  weighted  at  one  end  fixed  on  a.iletrce9  at  points  near  their 
centres,  and  tied  together  by  articulations.  The  external  icvers 
grapple  themselves  four  times  with  different  inside  couple  levera 
■evolution.    A  ball  or  wheel  rolls  on  the  interior  motive 
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levers.  It  is  let  go  from  a  spring  when  the  lever  is  oblique  and 
about  to  act^  and  descends  rapidly^  giving  a  greater  force  to  tbe 
wheel.  When  the  lever  has  acted^  the  ball  returns  to  its  first 
position.  Latches  on  the  wheels  retain  at  any  distance  required 
the  interior  levers,  and  let  them  loose  by  passing  before  a  point  of 
resistance. 

[Printed,  l9. 8<2.   Drawings.] 


A.D.  1863,  August  24.— N^  2098.   (*  ♦) 

BROOMAN,  Richard  Archibald. — {A  communication  from 
Auguste  Nicol  Otto.) — **  Improvements  in  air  and  gas  engines." 

"  The  up  stroke  of  a  piston  is  efiPected  by  the  explosion  within  a 
*'  cylinder  of  a  mixture  of  air  and  gas  by  an  electric  spark,  while 
''  the  down  stroke  of  another  piston  is  performed  by  the  pressure 
''  of  the  atmosphere."  A  perforated  piston  having  a  hollow 
piston  rod  is  placed  inside  a  cylinder,  another  piston  rod  with  a 
solid  piston  is  fitted  inside  the  hollow  piston  rod,  the  second  and 
solid  piston  rod  being  free  to  work  up  and  down  in  the  hoUow 
rod.  The  passages  of  the  perforated  piston  are  covered  by  a 
plate,  and  the  said  piston  only  descends  to  the  air  inlet  port, 
while  the  solid  piston  extends  to  the  bottom  of  the  cylinder, 
where  the  explosive  mixture  is  admitted.  When  the  perforated 
piston  is  raised  to  the  top  of  its  stroke,  the  explosive  mixture 
admitted  below  the  solid  piston,  and  air  between  the  two  pistons, 
the  explosion  drives  the  two  pistons  nearly  into  contact,  the  air 
passing  off  through  the  apertures  in  the  upper  piston ;  cooUng 
then  takes  place,  a  vacuum  is  formed,  the  upper  piston  is  thereby 
driven  to  the  bottom  of  its  course,  and  the  solid  piston  falls  (by 
its  own  weight)  on  the  bottom  of  the  cylinder.  The  expelled  air 
rushes  from  the  cylinder  (which  has  a  tight  cover)  into  a  suitable 
reservoir,  from  which  it  subsequently  escapes. 

In  the  cylinder  near  its  bottom  .there  are  two  insiilated  wires 
in  connection  with  a  galvanic  battery;  one  of  these  wires  is 
connected  to  the  engine,  and  the  other  to  an  insulated  spring,  with 
which  a  projection  on  the  main  shaft  of  the  engine  comes  into 
contact  at  each  revolution.  When  the  said  contact  is  made  an 
electric  spark  is  produced  in  the  cylinder,  and  the  mixture  of 
air  and  gas  is  thereby  exploded. 

[Printed,  10(2.  Drawing.] 
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A.D.  1863,  Seirtember  5.— N"  2191.  (•  •) 
MOODY,  Thomas,  and  MOODY,  Edward  Toms,.— {Proeisional 
protection  only.) — The  guses  from  the  decomposition  of  watei 
are  used  bb  a  motive  power,  a  magneto- electric  apparatua  being 
employed  to  decompose  the  water. 

The  geneiuting  apparatua.^A  Backer's  mill  is  situated  con- 
centricaUy  to  a  number  of  permanent  horseshoe  maf(nets,  the 
lower  or  cylindrical  portion  of  the  said  mill  having  suitable  valves 
which  allow  free  ingress  ot  the  water  contained  in  the  space  en- 
closed by  the  magnets  into  the  said  lower  portion  of  the  B&rkei'a 
mill.  An  exploding  chamber  is  level  with  the  poles  of  the  msfc- 
nets,  and  a  series  of  eledro-magnets  is  mounted  at  the  upper 
estremity  of  the  mill,  the  electricity  obtained  from  them  bang 
conducted  to  suitable  "  voltometers "  [voltameters?],  where  it 
will  be  employed  to  decompose  water  or  other  fluid. 

"  Of  the  gases  so  evolved  one  portion  goes  to  supply  the  eiplo- 
"  sive  chamber  of  the  'mill'  with  sufficient  energy  to  supply  the 
"  place  of  the  head  of  water  usual  to  such  reaction  enffines,  the 
"  other  into  a  reservoir  ready  to  be  applied  in  the  production  of 
"  motive  power. 

[Printed,  id.    Ho  Drawinss.] 


A.D.  ISSa,  September  17.— N"  2289. 
WHITEHEAD,  JAMBB.—(PTOi!i»((mai  proleotioa  only.) — "To 
"  each  end  of  a  long  lever  I  connect  a  rod,  to  which  is  ftlso  con- 
"  nected  a  piston  or  plunger  working  in  a  cyUnder  fitted  with 
"  suitable  inlet  and  outlet  valves  communicating  by  pipes  with  a 
•'  reservoir  to  contain  compressed  air  which  is  supplied  by  a  pipe 
"  to  the  cylinder  of  an  ordinary  steam  engine.  The  aforesaid 
"  long  lever  is  actuated  by  the  patented  (hydraulic)  machineir  " 
described  in  No.  1239,  A.D.  1863,  "  and  works  the  ait  pumps  for 
"  charging  the  reservoir." 
LPrinted,*!.   Ho  DrawiugB.] 


A.D.  1863,  September  13.— N°  2304. 
I  I5MALL,  Thomas. — (Provisional  protection  only.) — Two  sector 
I  Wheels  with  teeth  on  a  portion  only  of  thor  circumference  are 
J   mounted,  one  fast  and   the   other   loose,  on  a  revolving   shall, 
I  Tbey  jievolve  in  different  directions  and  their  teeth  gear  at  different 
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into  the  teeth  of  a  rack  which  is  thus  given  a  reciprocating  I 
motion.     The  rack  is  coanected  at  one  end  to  a  toothed  wheels 
whose  teeth  ^ar  into  a  Bimilnr  rack  connected  to  another  toothed  ] 
wheel  of  lajger  diameter  than  the  laat,  and  ao  throughout  a  ei 
of  racks  and  wheels  increasing  progreisively  in  diameter.     Powef  I 
is  thus  Rained  and  may  he  imparted  in  any  convenient  man 

[Priated,  4d,    NoDrawinBB.] 

A.D.  IS63,  September  19.— N"  2314. 
DE   ANGBLIS,   loNAzto.  —  ( J  mmmunicalitm   from   Fieriest  \ 
Salomone.) — An  apparatus  for  obtoininp;  motive  power  consistB  at    \ 
a.  shaft  wliich  revolves  in  a  socket  and  carries  a  long  arm  to  which 
are  attached  two  rods  having  bearings  for  an  axis  slightly  inclined. 
Two  drums  are  keyed  on  this  axis ;  each  consists  of  two  discs  one 
plane  and  the  other  a  truncated  cone.     Weights  connected  to 
the  axis  by  arms  are  suspended  within  the  drums.     They  b: 
to  move  on  their  axes  and  to  fall  in  and  out  of  equilibrium,  but  I 
aj;e  prevented  faUing  too  far  on  the  return  stroke  by  stays.     Thi  f 
weights  of  one  drum  are  placed  ao  as  to  break  joint  with  thos 
the  other.   The  axes  of  the  weights  project  beyond  the  drums,  anA  I 
curry  pina.     A  moveable  circular  platform  is  capable  of  trevellinff  I 
between  platforms  upon  an  inclined  circular  path  on  the  bed  plato  I 
which  supports  the  shaft.     Upon  the  top  surtuce  of  the  moveabls  I 
platform  are  pins  which  abut  against  the  pins  of  the  axes  of  tfari  I 
weiglits  when  the  drums  rotate.    By  raising  a  bar  the  moveabls  T 
platform  will  be  fixed  and  as   each  weight  in  turn  falls  c 
drops  out  of  its  equilibrium  the  drum  will  be  moved  round,  wii   | 
wheels  attached  to  the  lever  or  arm  on  the  central  shaft  will  btf  I 
driven  on  their  way  and  a  rotary  motion  communicated  to  ther  I 
shaft. 

[Printod,  Is,  6d.    DrawlnKB.]  I  ] 

A.D.  lfC3,  September  25.— N"  2365. 
LLOYD,  Edward — ^Pronisional  proteEtionoalt/.) — The  inventioff  J 
relates,  first,  to  wheels  to  be  worked  by  water,  and,  secondly,  to  m 
rotary  wheels  impelled  by  the  pressure  and  elastic  force  of  b 
or  other  elastic  fluids,  which  enter  at  the  axis  and  pass  to  thtt  J 
periphery  of  the  wheel  along  a  channel  forming  the  involttto  I 
curve,  struck  £rom  a  circular  evolute  ))1aced  at  the  axis  and  ter-  I 
minating  against  the  circle  forming  the  periphery,  llie  curve  ^  1 
the  channel  is  then  reversed,  one  side  of  the  channel  ia  fotmH-Aia 
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r  the  inside  periphMy  of  the  wheel,  and  the  other  by  the  oataide  ot 
the  involute  curved  channel  from  the  axis  to  the  periphery,  the 
passage  finally  terminating  at  a  point  half  or  three  quartera  of 
the  circle  from  the  point  uf  junction  between  tbc  Involute  and 
the  circle.  The  involate  curved  channel  is  about  the  same  area 
&om  the  axis  to  the  point  at  which  it  reverses,  and  the  channel 
ia  amallest  at  that  point,  and  then  increases  in  area  to  n-here  the 
fluid  escapea.  A  valve  is  placed  at  the  junction  of  the  involute 
and  the  circle  to  regulate  the  quantity  of  fluid,  and  vary  the 
d^ree  of  expansion.  The  wheel  ia  surrounded  by  a  casing  open 
to  the  atnioaphere,  for  preventing  condensation  of  high  pressure 
■team.  If  a  vacuum  is  to  be  formed,  the  caaing  Ja  endosed,  and 
connected  with  suitable  condenaing  apparatus. 
[PriJllflcl,  4<J.    No  Dniwiiuta.] 

A.D.  1B63,  October  5.— N"  2-1211.  (•  «) 
HOEHL,  William,  BRAKELL,  Curistophbb,  and  GON- 
THER,  William. —  Thia  invention  relates  to  rotary  engines 
which  act  by  the  momentum  of  the  moving  agent.  They  are 
adapted  to  steam,  water,  or  other  motor,  and  consist  of  inward 
and  outward  flow  turbine  wheels,  where&om  greater  efficiency 
results  than  can  be  obta,ined  by  a  single  wheel  moving  at  the  same 
apeed.  The  steam  or  other  motive  agent  is  passed  auccesaively 
through  B  pair  or  pairs  of  turbine  wheels  in  auch  manner  that  the 
succeeding  wheel  receivea  the  steam  as  it  passes  from  the  fore- 
going one.  The  velocity  of  the  fluid  in  passing  through  the 
wheels  is  much  less  than  when,  as  in  the  caae  of  a  single  wheel,  it 
ia  allowed  to  escape  direct  to  the  atmosphere  or  to  the  condenser, 
which  will  be  found  an  advantage,  as  the  effect  of  high  velocity  is 
produced  by  running  at  a  moderate  speed.  The  wheels  are  dis- 
posed concentrically  with  each  other  with  an  enclosed  annular 
apace  between  them  in  which  the  steam  enters  after  having  passed 
the  inward  flow  wheel,  whence  it  passes  divergently  through  the 
buckets  of  the  outward  flow  wheel  and  thence  to  the  exhaust,  or 
if  desirable  through  another  pair  or  series  of  similar  inward  and 
outward  flow  wheels. 
[Printed,  Sci.   Drawiiig.l 

I  A.D.  1863,  October  14.— N«  2513. 

[  CA VALERIE,  Marcelin  Francois  Doroth£. — {Provisiaaal 

^ro/fe/ion  on/i/.} — Centritugal  mcftWe  ^ower. 
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Two  iron  balls  or  discs  are  attached  to  the  arms  of  a  lever 
keyed  to  an  axis  rotating  in  two  moveable  plumber  blocks 
sliding  in  the  direction  of  the  length  of  the  framing.  A  connect- 
ing rod  attached  to  a  pivot  bolted  to  the  framing  is  attached  to 
the  crank  of  the  axis  and  a  forked  connecting  rod  attached  to 
each  side  of  a  fly  wheel  axis.  The  fly  wheel  being  set  in  action 
causes  the  intermittent  motion  of  the  plumber  blocks  carrying 
the  axis  of  the  balls  or  discs  which  receive  circular  motion  from 
the  blocks  and  the  connecting  rod  fixed  to  the  crank.  The  motion 
of  the  discs  produces  a  force  of  traction  on  the  plumber  blocks 
which  being  added  to  the  motion  of  the  fly  wheel  the  initiating 
power  is  suppressed  and  the  machine  works  from  its  own  centri- 
fugal momentum. 

\~Printedt  4d.   No  Drawings.] 

A.D.  1863,  October  17.— N«  2547.    (*  *) 

DARLOW,  William,  and  LAWSON,  Robert  Henry.— (Pro- 
visional  protection  only,) — ^The  main  body  of  the  apparatus  for 
obtaining  motive  power  consists  of  a  hollow  cylindrical  vessel, 
supported  on  axes,  '^  which  acts  as  an  alternating  balance  lever.'' 
Certain  compartments  in  the  said  vessel  are  in  connection  with 
inclined  tubes  of  the  same  capacity  as  their  corresponding  com- 
partments. The  compartments  contain  mercury,  and  the  tubes 
are  furnished  with  pistons,  llie  outer  ends  of  the  piston  rods 
are  connected  with  a  rolling  weight  supported  upon  a  platform 
moving  on  pivots  attached  to  the  apparatus. 

The  apparatus  is  pulled  over  on  its  pivot  to  a  certain  point, 
and  the  rolling  weight  is  moved  so  as  to  overbalance  the  lever 
apparatus  in  one  direction.  The  mercury  then  enters  the  inclined 
tubes,  the  piston  rods  are  forced  outwards,  and,  by  means  of 
certain  mechanism,  they  cause  the  weight  to  come  within  the 
influence  of  an  electro-magnet,  which  by  suitable  mechanism 
assists  in  carrying  the  weight  over  the  centre  and  thus  over- 
balances the  apparatus  on  its  pivots  in  the  opposite  direction  to 
which  it  had  been  previously  moved,  into  its  original  horizontal 
position,  where  its  downward  movement  is  arrested  by  a  fixed 
stop  or  support.  ''  The  mercury  then  commences  to  flow  from 
''  the  inclined  chambers  back  again  into  the  compartments  or 
reservoirs  below,  the  pistons  return  to  their  former  positbn, 
tilting  the  platform  and  causing  the  rolling  or  travelling  weight 
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'  to  piwa  back  again  over  the  centre  so  as  Bgain  to  actuate  the 
'  apparatus  or  balance  lever  dd  its  pivots  or  axes,  and  thus  repeat 
'  the  rocking  or  oscillating  movements  thereof   in  continuous 


[printed,  id.    So  Drawings.] 

A.D.  1863,  October  23.— N"  2620. 
PARKER,  James. — Steam  generated  in  a  boiler  is  combined 
with  air  by  discharging  it  in  small  jets,  each  opposite  to  an  air 
nozzle  communicating  with  a  receiver  in  connection  with  the 
valves  of  the  cyhnder.  Each  jet  should  shoot  in  the  centre  of 
a  nozzle.  For  greater  power  several  jets,  about  one  twentf-eigbtb 
of  an  inch  in  diameter  and  arranged  in  a  circle,  are  used  witli  a 
larger  nozzle.  Higher  pressure  but  less  air  is  obtained  from 
small  air  nozzlea.  The  steam  and  air  may  be  used  in  an  ordi- 
nary non-CD nde using  steam  engine  or  in  a  vessel  with  flexible 
aides  made  of  vulcanized  india-rubber  cloth  made  of  canvas  or 
other  lighter  material,  and  with  a  moveable  flap  called  the  piston. 
This  vessel  may  be  made  in  diOereot  forms  with  or  without  fised 
central  parts  or  extremities,  and  with  the  flexible  parts  made  into 
distinct  bags  or  fastened  to  the  fixed  parts,  and  the  pishm  ma; 
be  made  to  work  on  a  hinge  and  the  vessel  made  like  a  pair  of 
double-action  bdlows.  The  air  and  ateam  may  also  be  used  in 
a  press  which  may  be  in  the  form  of  single-action  cylinders  with 
flexible  sides.  Fur  this  purpose  the  steam  and  eix  ahould  be 
used  at  a  low  pressure  and  temperature,  so  that  little  loss  may 
take  place  by  condeusation.  Where  the  press  has  to  act  for 
several  hours  part  of  the  steam  may  be  condensed  by  passing  it 
through  cold  water.  After  being  used  the  steam  and  air  are 
conducted  to  the  furnace  or  the  ash-pit  by  which  much  of  the  heat 
will  be  returned.  They  may  be  also  passed  through  gas  tar, 
paraffiue,  or  liquids  of  a  similar  nature,  the  vapours  froui  wbicb 
will  aid  the  combustdon  in  the  furnace. 
[Printed, 'W.   KoDiawuigs.J 

A.D.  1863,  October  27.— N"  2653. 
ATBERLEY,  Eomond  Gibson. — {Provisional  protection  only.) 
— Motive  power  is  obtained  from  an  apparatus  in  two  pafta  con- 
nected by  a  channel  and  a  double  balance  lever.     Que  part  has  a 
cistern  tvjiich  can  be  depietiBQd  Vi-j  mcaoa  of  a  moveable  weight. 
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which  when  tiie  cistern  is  at  its  lowest  point  is  removed  by  the 
lever  and  replaced  on  rests  above  the  cistern.  The  cistern  is 
lowered  to  force  pistons  which  maybe  attached  to  the  bottom  into 
cylinders  to  act  as  pumps  or  for  obtaining  motive  power.  The 
cistern  is  raised  by  levers  or  we^hts  attached  to  pulleys ;  chains 
passing  over  puUeys  replace  the  weight  on  the  cistern.  The 
water  raised  by  the  pumps  passes  over  a  wheel  to  obtain  motive 
power.  The  second  part  consists  of  a  wheel  which  revolves  a 
quarter  of  its  circumference  and  places  a  bucket  alternately  above 
and  below  its  axis  by  which  the  bucket  is  filled  or  emptied.  Two 
weights  are  fixed  at  each  end  of  a  diameter  of  the  wheel  to  assist 
its  motion.  The  weight  at  the  opposite  end  j&om  the  bucket  is 
affixed  on  a  pivot  close  to  the  centre  of  the  wheel,  and  has  at  its 
further  end  a  toothed  curve  parallel  to  the  circxmiference  which 
gears  with  a  toothed  wheel.  The  arrangement  serves  to  remove 
the  weight  from  the  bucket  to  the  rests  above. 
[Printed,  4dL    No  Drawings.] 

A.D.  1863,  November  11,— N^  2806. 

RICHARDS,  Waltek  Davis. — (A  communication  from  Henry 
Messer.) — Improvements  in  caloric  engines.  These  are  "  making 
"  the  walls  of  the  furnace  hollow,  with  projections  or  reveals 
"  into  the  space  for  the  purpose  of  increasing  the  heated  surfece.'* 
"  Regulating  the  speed  by  forming  a  communication  between 
*^  the  air  pump  and  the  cylinder  in  such  a  manner  that  when 
"  the  engine  moves  above  its  normal  rate  of  speed,  the  regulator 
"  by  its  action  on  a  valve  "  "  operates  to  let  in  all  or  a  portion 
"  of  the  cold  air  into  the  cylinder  direct  from,  the  air  pump.'' 
"  Arranging  a  single  valve  in  the  passage  between  the  furnace 
"  and  air  pump  "  by  which  air  is  admitted  through  or  above  the 
fuel.  The  piston  is  packed  at  its  upper  end  only,  and  has  a  cup- 
like elongation  at  the  bottom  of  which  the  rod  is  fastened.  The' 
elongation  is  surrounded  by  a  thin  casing  and  the  space  between 
filled  with  ''any  suitable  non-conductor.''  The  upper  part  of 
the  cylinder  in  which  the  packed  part  of  the  piston  works  is 
kept  cool  by  "a  curvature  in  the  casing  "fitted  with  any  non- 
conductor. 

Other  improvements  consist  "  in  attaching  the  pump  cylinder 
"  to  the  working  piston  "  to  employ  the  weight  of  the  cylinder  to 
aid  the  descent  of  the  piston  in  single  acting  engines ;  part  of  the 
air  is  made  to  pass  through  the  working  piston,  and  it  is  all 
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forced  into  the  hollow  Btationaiy  piston  whence  it  is  conducted 
to  the  fumtLce.  Regulating  the  engine  by  means  of  a  cylinder 
and  piston  furnished  with  a  valve,  which  according  to  the  speed 
of  the  engine  either  allows  the  air  to  esca|)e  or  directs  it  into  a 
reservoir.  Using  steam  in  connection  with  such  engines,  and 
decomposing  it  by  immediate  contact  with  the  incandescent  fuel, 
and  passing  the  hot  exhaust  air  through  a  steajn  boiler. 
[Priatedili.ed.    Drawinsa.J 

A.D.  1863,  November  13. -N°  2830. 
REMINGTON,  George.— {Pro-oiiionai  proteclion  onij/.)— At- 
mospheric railways.  The  inventor  proposes  to  have  steam  or 
other  power  engines  at  intervals  along  the  line  with  a  tube  or 
main  of  the  ordinary  construction,  also  a  pneumatic  engine  with 
a  pair  of  cylinders  of  larger  dimension  then  in  the  ordinate 
locomotive  steam  engine.  These  eyiinders  are  connected  by  a 
cheat  or  air  chamber,  to  be  continually  kept  open,  with  the  mun. 
In  some  cases  instead  of  a  continuous  slit,  the  main  has  vents 
or  valves  at  intervals,  the  valves  to  ha  raised  and  closed  as  the 
locomotive  engine  passes  over  them.  Disc  valves,  slide  valves, 
or  valves  like  the  keys  of  a  flute  may  be  emplojcd. 
LPrfnted,  ill.   No  Drawlnga.] 


1864. 

A.D.  I8&J,  January  8,— N"  52. 
GRAHAM,   Alexander   .Ioseph    Slade.— Tliis  is 

"  parting  motion  to  a  shaft  by  causing  any  fluid  i 
"  entering  at  the  circumference  of  an  enclosed  vessel  or 
"  to  act  centripetally  in  gyrations  against  vanes,  anna,  o 
n  that  portion  of  the  abaft  which  is  within  the  enolo 


chamber 
flanches 

ed  vessel 


"  or  chamber,  until  it  escapes  by  a  hole  passing  along  the  centre 
"  of  the  stud  shaft  and  open  on  one  or  both  sides  to  the  atmo- 

And  2ndly,  for  a  "moveable  axle,  hollow  for  the  whole  or  ■ 
"  portion  of  its  length,  and  having  apertures  through  the  ciP- 
"  eumference  and  between  the  vanes,  arms,  or  flanohes  for  the 
"  Jirection  and  escape  of  the  fluid  or  vapour." 

/"Printed,  Is.    IlniwinKa-l 
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A.D.  1864,  January  9.— N°  59.  (» 
BROOKES.  William.— (vl  communicalion  from  Pierre  Joseph 
Gvyet.) — This  invention  relates  ta  steam  and  other  enginea,  1,  in  , 
regulating  bj  meana  of  the  exhaust  steam  from  the  cylinder,  the 
quantity  of  steam,  air,  or  gas  admitted  to  work  the  pistons  of  auch  | 
engines,  whereby  variable  espansion  and  regularity  of  speed  are  i 
produced.  An  equilibrium  valve  is  affixed  in  a  suitable  chest  to 
the  steam  chest  and  steam  jiipe  of  the  engine,  and  a  case  called 
"  the  exhaust  chest "  is  attached  by  flanges  to  the  exhaust  pipe ; 
within  the  1att«r  chest  there  is  a  diaphragm  or  disc  Buriitce,  capa- 
ble of  oscillating  on  an  axis,  which  carries  a  lever,  communicating 
with  the  equilibrium  valve  by  means  of  a  connecting  rod  ;  the 
lever  passes  outside  the  cheat ;  one  end  is  weighted  and  the  ottter 
works  upon  a  buffer,  which  laay  be  raised  or  lowered  by  hand  or, 
through  suitable  connections,  by  the  governor.  When  the  engine 
is  in  motion,  the  fshaust  steam  presses  ba^k  the  diaphragm  or 
disc,  which  causes,  by  means  of  the  lever,  the  equiUbrium  valve 
to  open  and  admit  steam  to  the  other  side  of  the  piston  during 
the  exit  passage  uf  the  exhaust  steam.  So  soon  as  the  force  of 
the  exhaust  steam  is  expended,  the  weight  on  the  lever  brings  the 
diaphragm  to  its  normal  position  and  closes  the  valve,  and  the 
steam  is  cut  off  for  the  remainder  of  the  stroke,  peuding  the  next 
discharge  of  exhaust  steam  to  move  the  diaphragm  and  agiun 
open  the  valve.  This  intermittent  motion  continues  while  the 
engine  is  at  work.  2,  consists  in  an  arrangement  of  oytinders 
and  pistons  of  steam  and  other  engines  whereby  the  weight  and 
number  of  working  parts  are  reduced.  This  engine  is  composed  of 
two  cylinders  rectilineally  connected  to  a  central  casting,  contain- 
ing a  hollow  axis,  on  which  the  cylinders  oscillate  ;  the  two 
pistons  are  fixed  on  one  piston  rod,  which  works  through  the 
hollow  axis.  The  piston  rodeitends  beyond  the  end  of  one  cylin- 
der through  a,  stuffing  box,  and  is  connected  direct  to  the  crank 
coupling.  The  steam  is  admitted  into  the  hollow  axis,  and  dis- 
tributed, as  the  ports  by  the  oscillations  of  the  cylinders,  are 
brought  coincident  with  the  supply  and  exhaust.  I'he  regulfttinjf 
apparatus  first  described  may  be  applied  to  these  engines,  whicli 
may  be  either  vertical,  horizontal,  or  incliningly  disposed;  they,  j 
may  be  adapted  as  locomotive,  marine,  or  stationary  engines.hl 
and  when  requited  to  work  expansively,  one  cyUnder  may  exhftus 
into  the  other,  which  should  be  of  larger  dimi 

inted,  Is.    UmrthigJ 


^^^{Printei 
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A.D.  1864,  Januaty  2l).— N°  150. 
DE  KERCADO,  Gkorges  Thomas.— (PnroisiDn a i  protection 
only.) — Improveraeota  in  using  the  motive  power  of  Gteam  eora- 
pressed  air,  water,  and  g&iea  consisting  essentiallf  in  directing  ot 
projeotin^  it  on  to  one  or  more  jilates,  which  ate  moveable  but 
attached  to  cupB  by  rods,  and  ore  pushed  forward  b;  the  motive 
power.  In  certain  cases  it  mi){ht  be  useful  to  make  the  plate  turn, 
in  which  case  it  should  be  made  more  or  less  like  a  turbine. 

[Prlntea,  4d.    No  Drmtrinffs.J 

A.D.  1864,  January  27.— N'  22?. 
YOUNG,  James,  and  KIRK,  Alexancbr  CAnNSQiB. — Tbia 
consists  in  heating  the  air  used  in  enginea  moved  by  air  or  other 
claBtie  fluid  expanded  by  beat,  by  eiposing  it  to  the  snrfiMJe  of 
vessels  or  tubes  heated  by  steam.  In  applying  the  invention  to 
Stirling's  air  engine,  a  vessel  or  steam  jacket  is  conatrueted  M  the 
upper  hot  end  of  the  displacing  cylinders.  The  Steam  enters  by 
a  tube  and  after  heating  the  air  is  condensed  on  the  upper  snrface 
of  the  plate,  dividing  the  jacket  from  the  cylinder  and  flows  into 
a  groove,  and  tbe  water  escapes  by  a  pipe,  and  may  if  desired  be 
returned  to  the  boiler.  To  increase  the  heating  aurfoce.  It  is 
corrugated  or  covered  with  annular  ridges.  In  engines  in  which 
the  regenerator  is  outside  the  displacing  cylinder,  the  hot  air 
passes  to  it  through  a  series  of  small  tubes  contained  in  a  chamber 
to  which  steam  of  suffiinent  temperature  is  admitted,  and  after 
condensation  flows  off  by  pipes.  Another  aeries  of  tubea  cooled 
by  currents  of  cold  water  leads  from  the  regenerator  to  the  lower 
end  of  tbe  displacing  cylinder, 
[yrinted.  Sii.    Drawiuir.] 

A.D  1864,  Febroaiy  6.— N"  314. 
ECCLES,    Thomas.— (Propisional  protection    oniji.)— "Wind- 

A  number  of  sails  are  placed  around  a  wheel  whose  face  may 
be  vertical,  horizontal,  or  inclined.  The  sails  move  on  pivots. 
and  when  they  have  revolved  half  a  circle  are  turned  by  an 
inclined  plane  so  as  to  cut  the  wind  with  their  edges.  After 
revolving  for  another  half  circle  they  are  brought  by  a  catch  to 
have  their  flat  sides  perpendicular  to  the  wind.  The  inclined 
planc'aad  catch  are  moved  by  a  V-ahaped  sail,  so  as  to  preserve 
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the  same  relative  position  to  the  direction  of  the  wind.    When 
the  wind  is  stormy,  the  sails  are  turned  edge  towards  the  wind 
bj  another  sail  or  sails  near  the  revolving  wheel. 
[Printed,  4(2.    No  Drawings.] 

A.D.  1864,  February  9.— N°  345. 

JOHNSON,  John  Hbnby. — {A  communication  from  Eugene 
Desrousseaux  Hubert.) — ''According  to  this  invention  it  is  pro- 
posed to  work  a  piston  or  pistons  in  a  cylinder  or  cylinders 
by  means  of  compressed  air  expanded  by  heat  before  entering 
*'  the  valve  box,  and  to  employ  a  portion  of  the  power  so 
''  obtained  in  forcing  fresh  air  into  the  main  receiver.'' 

The  piston  end  of  the  working  piston  is  prolonged  so  as  to 
cany  a  second  piston  which  works  in  an  air  pump  and  forces  air 
into  a  receiver  furnished  with  three  valves,  of  which  one  opens 
the  aur  passage  when  the  pressure  decreases  and  shuts  it  when  the 
pressure  is  sufficient ;  the  second  is  an  ordinary  safety  valve,  and 
the  third  is  acted  on  by  the  governor  of  the  engine  in  accordance 
with  the  variations  in  speed.  The  air  passes  thence  through  a  coil 
or  series  of  pipes  inside  a  furnace  to  the  valve  box.  Steam  at  a 
low  pressure  may  be  u^ed  with  the  hot  air  to  prevent  it  from 
causing  the  piston  to  grip  or  fit  too  tightly  the  cylinder. 
(Trinted,  Qd.    Drawing.] 

A.D.  1864,  February  9.— N«  348. 

NEWTON,  Alfred  Vincbnt. — {A  communication  from  James 
Joseph  Gorman,) — A  fixed  frame  supports  an  oscillating  frame 
resting  on  three  knife  edge  bearings.  Weights  are  attached  to 
arms  on  the  moving  frame  and  impart  to  it  a  certain  momentum. 
Between  the  bearings  of  the  frame  are  guideways  on  which  the 
wheels  of  a  rolling  weight  run.  When  relieved  from  the  weight 
the  guideways  are  raised  up  by  a  spring.  The  weight  assists  in 
moving  the  oscillating  frame  by  being  made  by  the  action  of  the 
guideways  to  rest  alternately  on  the  oscillating  frame  and  on  a 
stationary  frame.  The  motion  is  transmitted  by  a  rod,  a  pitman, 
and  a  dog  hinged  thereto  and  provided  with  two  studs  in  com- 
bination with  a  cam  secured  to  the  end  of  the  shaft,  a  spring 
acts  on  the  dog,  so  that  whenever  the  pitman  airives  at  a  dead 
centre  the  position  of  the  dog  is  changed,  and  thus  the  dead 
centre  avoided.  The  spring  and  dog  are  combined  with  a  rocker 
arm  and  a  lever  catching  on  eccentric  wrist  pins  on  a  disc  secured 
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to  the  shaft.     By  changing  the  lever  bom  one  pin  to  the  Dthsr 
the  mntion  is  reversed  without  altering  the  motion  of  the  frame. 
[Printed,  IM,    DrawinB.] 

A.D.  1864,  March  1.— N"  C13. 
MOULINE,  Louis  Eugene. — {Prt»?isional  proteet'um  only.) — 
Tbia  invention  coDsista  in  introducing  into  a  cylioder  heated  air 
from  a  furnare,  Hvd  cooling  such  sir  by  a  jet  of  rold  water  on  one 
side  of  the  piston.  The  atmospheric  preaaure  exerted  on  the  other 
side  through  the  opening  of  the  cylinder,  the  conducting  pipe  and 
the  furnace  will  move  the  piston  while  the  space  left  vacant  will 
he  filled  with  hot  air,  to  he  in  its  turn  cooled.  The  cold  air  and 
water  are  driven  out  through  a  valve  by  the  niomentiun  acqubed 
by  the  pistoa  engine.  The  water  required  is  supplied  by  a  pump, 
which  injecta  rather  more  than  is  necessary  to  a  reservoir  con- 
taining compressed  air,  which  seri'es  to  force  the  water  through 
tubes  into  the  cylinder. 

[Printed,  td.    ^'l>  Ilni»ln|i;9.] 


A.D.  1364,  March  2.— N"  526. 
BABLAND,  Margaret,  and  O'KEEFE,  THOMAa.~(^  com- 
mtinication  from  T/lomas  Barland.) — (Pmmsional  prutecHon  only.) 
— It  is  proposed  to  propel  ships  or  vessels  by  "  sails  attached  to 
"  arms  irom  a  centre,  similar  to  those  of  a  windmill,  but  with 
■'  the  addition  of  a  screen  or  protector,  shielding  the  lails  from 
"  the  action  of  the  wind,  while  they  would  othenvise  be  exposed 
"  to  its  counteracting  influence."  A  series  of  these  sails  either 
in  a  vertical,  horizontal,  or  oblique  position,  may  be  applied  to 
the  deck  and  sides  of  a  vessel,  and  made  to  act  on  a  paddle  shaft. 
The  lower  part  of  the  vessel  should  be  made  of  a  series  of  QovlU, 
with  their  bows  and  sterna  of  fine  or  sharp  lines.  These  floota 
should  be  placed  aide  by  side  seiiarrfed  by  spaces  equal  to  their 
width. 

[FrlaUd,*/.    Xo  Dmwiiigs.] 


*) 


A.D.  1864,  Msi'ch  12.— N" 
GEDGE,  William  Edward.— (^  commnuieation  from  Emik 
BerchcToa  dr.s  Essarls  and  Pierre  Jacgaes  Carmita.) — {PropiaioHol 
protectiott  o'ltly.) — "Applying  and  transmitting  motive  power 
"  ohtuiued  Irom  the  aea." 
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The  object  of  this  invention  is  to  employ  a  wave  of  the  sea  as  a 
motor.  ^'  It  is  proposed  to  employ  the  ascentional  power  of  the 
"  wave  by  transmitting  it  to  the  pistons  of  a  pneumatic  engine  in 
"  the  following  manner : — At  any  point  of  a  beach,  or  of  any 
construction  built  on  the  sea  shore,  it  is  proposed  to  place  an 
arrangement  of  two  or  more  pulleys,  on  which  will  roll  a  cable, 
having  at  one  end  a  buoy  and  at  the  other  a  counterweight, 
which  may  rise  and  fall  in  a  well  made  for  such  purpose.  The 
pulleys,  by  the  constant  come-and-go  motion  of  the  wave,  which 
will  at  one  time  liffc  and  at  another  lower  the  buoy,  may,  aided 
'^  by  connecting  rods,  act  upon  the  pisons  of  air-compressing 
*'  machines,  which  will  store  this  compressed  air  in  reservoirs 
"  provided  for  this  purpose,  and  placed  even  several  miles  inland 
"  at  the  places  where  the  power  is  required." 
[Printed,  M.   No  Drawings.] 

A.D.  1864,  April  6.— N°  862.     (*  *) 

SMITH,  George,  the  younger. — ^This  ''  invention  relates  to  a 
peculiar  construction  and  arrangement  of  rotatory  engines  to 
be  worked  by  steam,  air,  gas,  or  water,  and  consists,  according 
to  one  modification,  in  the  employment  of  a  hollow  driving 
drum  provided  with  end  covers  or  disc  plates,  which  are  fitted 
upon  a  driving  shaft  in  such  a  manner  as  to  allow  the  drum 
and  disc  plates  to  have  free  longitudinal  play  thereon,  whilst 
^'  the  shaft  is  carried  round  therewith.  This  drum  and  shaft  are 
*'  placed  eccentrically  inside  the  main  working  cylinder  of  the 
engine,  and  a  number  of  slots  or  openings  are  made  equi- 
distant in  the  surfeu^e  of  the  drum,  in  each  of  which  is  placed  a 
*'  roller,  which  serves  as  a  rolling  and  revolving  piston.  These 
rolling  pistons  are  interposed  between  the  internal  surface  of 
the  main  working  cylinder  and  the  periphery  of  a  smaller 
**  drum  situate  inside  the  main  driving  drum,  but  placed 
**  concentric  with  the  working  cylinder,  the  rolling  pistons  thus 
**  rolling  and  revolving  between  the  two  surfaces  of  the  working 
**  cylinder  and  the  small  internal  drum.  The  steam  or  other 
^'  medium  employed  in  working  the  engine  is  introduced  and 
**  allowed  to  escape  by  two  sets  of  separate  and  independent 
"  ports  or  passages,  or,  if  desired,  the  ordinary  arrangement  of 
"  ports  or  passages  may  be  used.*'  According  to  a  second 
modification,  the  main  driving  drum  is  dispensed  with,  and  cx^^^ 
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grooves  or  channels  ue  m&ds  in  the  disc  plates,  for  the  purpose 
of  guiding  the  piatons,  as  they  roll  between  the  surface  of  the 
Giualler   drum,   and   the   intfinuil  snrface  of  the  main  working 

cylinder, 

[Printed.  IQd.    Da.innK.1 

A.D.  1864,  AprU  18.— N"  972. 
JOHNSON,  John  Hbnbv.— {^  commwiEation  from  Franfois 
Montecucco.) — (Pronisional  protection  oniy.)— A  rod  hangs  fCom  a 
horizontal  rocking  shaft  and  carries  a  heavy  tveight  constituting 
B  pendulum  from  the  oacillations  (maintained  by  hand)  of  which 
power  is  derived.  Two  horizontal  weighted  cross  wires  are  fitted 
to  the  rocking  shaft.  Carriages  are  propelled  by  working  the 
pendulum  hy  a  crank  handle  and  converting  its  moldon  into  a 
rotary  one  by  a  rod  and  crank. 
[Printed,*;.    yoDrawiugs.] 
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A,D.  1864,  April  20,— N"  991.    (*  ♦} 
NEWTOK,WiLLiAM  Edward,— (^commMiitca(ion^oniFVe3 

Ernest  Ferret.) — This  invention  relates  to  the  construetion  of 
equilibrium  slide  valves,  applicable  to  steam,  gas,  cur,  or  water 
engines.  The  piston,  instead  of  working  in  contact  with  the 
main  cylinder  is  placed  and  works  inside  a  second  cylinder,  wliich 
is  longitudinally  movable  within  the  main  cylinder,  the  diameter 
of  which  is  contracted  at  each  end,  where  only  the  surface  of  the 
two  cylinders  come  in  contact.  The  inner  cylinder  has  only  a 
limited  action  imparted  to  it  by  an  eccentric  on  the  main  shaft, 
and  it  is  this  inner  cylinder  which  performs  the  functions  of  ■ 
slide  valve,  making,  every  stroke  of  the  piston,  a  short  stroke, 
sufficient  alternately  to  uncover  and  close  the  iulet  and  exhaust 
porta,  which  are  thus  brought  at  the  proper  time  comoident  with 
the  supply  and  delivery  passages.  The  steam  surrounds  the  inner 
cylinder  in  the  annular  space  formed  between  it  and  the  m^n 
cylinder,  so  that  the  pressure  at  each  lateral  point  is  equalized. 
The  piston  operates  in  the  ordinaiy  way  in  the  inner  cylinder, 
and  the  piston  tod  works  through  a  stut&ing  box  at  the  cud  ;  the 
ends  of  the  inner  cylinder  also  work  through  annular  boxes 
suitably  packed. 

fPdnted.  lOd.   DraninE.] 
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A.D.  1864,  April  22.— N«  1022.    (*  *) 

NEWTON,  Alfred  Vincent. — (A  communication  from  Addison 
Smith.)— Rotaxj  engine,  adapted  for  forcing  air  or  water,  or 
applying  motive  power.  "  Within  a  fixed  cylindrical  xsase  fitted 
with  heads  which  are  severally  provided  with  a  hollow  projecting 
"  eccentric  hub,  is  placed  a  smaller  hollow  cylinder.  This  inner 
"  cylinder  is  provided  at  its  ends  with  hollow  journals  which  are 
^'  concentric  and  slightly  conical.  These  journals  have  their 
^'  bearings  in  conical  thimbles  affixed  to  but  a4justable  endwise 
in  the  hoUow  hubs  of  the  outer  cylinder.  Through  the  inner 
or  excentric  cylinder  passes  a  shaft  which  is  concentric  with  the 
outer  cylinder.  This  shafb  is  coned  at  its  ends  and  fitted  to 
conical  thimbles  carried  by  fixed  external  bracket  bearings,  and 
adjustable  endwise  therein.  The  periphery  of  the  inner  or 
excentric  cylinder  is  fitted  longitudinally  with  rollers  which  are 
slotted  and  form  rocking  guides  for  sliding  plates,  which  plates 
constitute  the  pistons  or  vanes  of  the  engine,  and  of  which  there 
may  be  three  or  more.  Supposing  three  of  these  plates  to  be 
used  .  .  .  they  are  set  radially  round  the  before-mentioned 
shaft;  that  passes  through  the  excentric  cylinder,  and  are  of 
such  length  as  to  extend  to  and  touch  the  inner  periphery  of 
the  fixed  cylinder.  One  plate  or  vane  is  bolted  to  collars  keyed* 
to  the  shaft,  and  the  others  to  collars  loose  on  the  shaft,  the 
loose  collars  being  fitted  with  an  oil  box  to  ensure  freedom  of 
"  motion.  Inserted  in  the  fixed  cyhnder  is  an  adjustable  pack- 
ing strip,  placed  longitudinally  of  the  cylinder,  and  against  this 
the  excentric  cylinder  is  caused  to  bear.  On  the  outer  edge  of 
each  plate  or  vane  is  arranged  a  packing  strip  or  shoe,  which 
is  free  to  work  out  radially  as  the  shoe  wears  away.  In  the 
periphery  of  the  outer  cylinder  or  case  induction  and  educ- 
tion openings  are  made  for  the  passage  of  the  air,  water,  or 
steam,  and  the  projection  of  the  radial  plates  or  vanes  from  and 
their  withdrawal  within  the  inner  excentric  cylinder  is  e£Pected 
by  the  rotation  of  that  cylinder,  which  rotation  is  produced  in 
the  case  of  a  motive-power  engine  by  the  pressure  of  the  im- 
pelling fluid  on  the  plates."  "  The  guide  rollers  turn  fireely  in 
their  socket  bearings,  and  are  fitted  with  spring  packing  to  press 
against  the  sliding  plates.  The  adjustable  conical  thimbles 
allow  of  endway  adjustment  of  the  vanes  or  plates,  and  also 
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'  of  the  excentrio  cylinder,  so  as  to  keep  them  from 
'  aKBinattbe  heads  of  the  outer  cylinder." 

[Primed.  lOrf,    Drawing.] 
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A.D,  1864,  AprU  SfH.— N°  1065. 
PARKER,  James. — (Provisional  protection  on/y.)— This  i; 
tion  relatiiif;  to  the  iipplicatian  of  steam  combined  tvttfa  air  as  a 
motive  power,  and  for  other  purposes,  is  supplementary  to  No. 
2620,  A.D.  1863.  and  consists  :— 

1st.  In  heating  the  receiver  or  eneine  cylinder  into  which  the 
combined  fluid  vapour  is  admitted,  otherwise  than  by  the  heat  of 
such  fluid  vaponr,  ho  that,  by  superheating  or  surcharging  the 
combined  vapour  with  heat,  further  expansion  thereof  may  be 
obtained. 

2nd.  Obtaining  "  a  further  increase  of  motive  power  by  using 
"  the  steam  and  air  after  it  has  been  onee  used  In  a  cylinder  at 
"  rather  high  pressure  by  again  combining  or  mixing  the  dis- 
"  charged  steam  and  air  with  other  atmospheric  air  by  passing 
"  the  at«am  and  air  on  its  discharge  from  the  first  cylinder  into  a 
"  receiver,  and  from  thence  through  other  jets  or  apertures  into 
"  other  open  air  nozzles  or  pipes  communicating  with  a  second 
"  cylinder  or  receiver  in  connection  therewith,  and  after  it  has 
"  been  thus  used  as  or  to  obtain  motive  power,  it  is  conducted 
"  directly  to  the  furnace  or  to  a  receiver  or  pipes,  or  channels 
"  leading  thereto." 

3rd.  Obtaining  a  fresh  supply  of  aerated  water,  by  condensing 
the  combined  fluid  vapour  after  it  has  been  used  as  a  motive 
power  in  an  engine. 

4tfa.  Proposes  "  to  use  the  cooled  or  partially  condensed  atetun 
"  and  air,  as  motive  power  in  engines  with  cytinders  having 
"  flesribie  aides." 

The  invention  further  relates  to  the  employment  of  the  com- 
bined fluid  vapour,  after  it  has  been  exhausted  from  an  engine 
cylinder,  to  act  as  a  humid  hot  blast  upon  the  fuel  in  the  furnace, 
instead  of  allowing  it  to  blow  off  up  the  chimney,  and  thereby  in 
the  usual  way  induce  a  draught  of  cold  atmospheric  air  through 
the  furnace  bars. 

panted,  id.    No  SrawlnBB.] 

A.D.  18G4,  April  29.— N»  1085. 

MARVEY,  John. — (Prorisional  protection  oniy.) — Motive  power 

obtained  from  a  cylinder  \iu\'\Tvg  *.  tei^'im.V  fixed  disc  and  two 
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moveable  discs  or  pistons  joined  by  a  rod  passing  through  tbe  fixed 
disc.  A  mass  of  tow,  cotton,  or  fibrous  absorbent  material  is  fixed 
on  each  side  of  the  central  disc,  and  a  supply  of  petroleum,  spirits 
of  wine,  oil,  naphtha,  turpentine,  or  other  rapidly  combustible 
hydro-carbon  is  conveyed  by  a  pipe  to  the  upper  or  lower  chamber 
according  to  the  position  of  the  piston,  and  is  ignited  by  a  small 
lamp  or  jet  of  flame.  The  lower  pistoo  in  rising  tends  to  create  a 
vacuum  in  the  lower  chamber  which  is  filled  up  with  water  from  a 
suction  pipe  directed  in  vessels  to  the  bow.  The  water  is  after- 
wards forced  out  by  a  water  pipe  directed  in  vessels  to  the  stem. 
The  same  apparatus  may  be  applied  to  pumping  water  to  any 
desired  elevation  or  by  lengthening  the  piston  rod  and  connecting 
it  with  a  crank  to  driving  machinery. 

[Printed,  4<7.    No  Drawings.] 

A.D.  1864,  April  30.-.N°  1099.    (*  *) 

BOULTON,  Matthew  Piers  Watt. — {Provisional  protection 
only.) — ^The  object  of  this  invention,  in  connection  with  the  mode 
of  working  steam  and  caloric  engines,  is  to  employ  that  portio 
of  the  heat  which  is  generated  by  the  combustion  of  the  fuel, 
and  which  is  ordinarily  wasted  and  carried  off  through  the  flues 
to  the  chimney.  The  following  method  is  employed  : — A  force 
pump  is  worked  by  the  engine  which  forces  the  air  into  the 
furnace  or  combustion  chamber,  and  thence  "  onwards  into  the 
*'  water  contained  in  the  boiler.  The  heated  gases  after  issuing 
*'  into  the  water  are  made  to  pass  through  a  number  of  small 
"  orifices,  and  so  to  rise  in  numerous  currents  through  the  water, 
communicating  heat  to  it  in  their  passage  as  the  bubbles  of 
steam  do  in  rising  through  the  water  in  an  ordinary  boiler.  As 
the  air  is  forced  through  the  force  pump  at  the  ordinary  tempe- 
rature of  the  atmosphere,  while  when  it  acts  on  the  piston  its 
temperature  is  much  higher,  there  is  gain  of  power  in  this 
part  of  the  process.  In  fact  the  engine  is  a  combination  of  the 
steam  engine  and  the  caloric  engine."  Any  description  of 
solid,  liquid,  or  gaseous  fuel  may  be  used,  and  particular  arrange- 
ments provided  for  theur  combustion. 
[Printed,  4d.    No  I>rawing8.] 

A.D.  1864,  May  3.— N«  1112.    (*  *) 

BOULTON,  Matthew  Piers  Watt. — (Provisional  protection 
only.) — This  invention  relates  to  a  mode  of  obtaining  motive 
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power  bf  the  comLuation  of  fuel,  and  consists  in  utilising  the 
expanded  gases  generated  during  its  combustioD,  For  tliis  pur- 
pose, the  air  and  gnsee,  which  paea  through  the  chamber  wherein 
combustion  talces  place,  are  first  made  to  actuate  on  engine, 
whence  they  issue  into  a  flue,  and  eommunicate  heat  to  the  water 
in  the  boiler  of  a  steam  engine.  The  heated  gases  iriBy  be  em- 
ployed to  work  the  piston  of  a  caloric  engine,  or  to  actuate 
meohanism  on  the  principle  of  the  turbine,  to  effiect  which,  air 
may  be  forced  into  a  chamber  where  ordinary  fuel  is  burnt,  or 
aeriform  matters  in  inflammable  proportions,  such  as  a  mixture  of 
air  or  oiygen  with  hydrogen,  carhuretted  hydrogen,  carbonic 
oiide,  rapour  of  petroleum,  vapour  of  naphtha,  or  with  Tapour  of 
oils  generated  either  by  heat,  electricity,  or  chemical  action ;  and 
inflaimnable  gas  may  be  employed  to  operate  engines,  contrived 
for  the  purpose  of  being  worked  by  the  explosion  of  gas  miied 
mth  atmospheric  air,  the  heated  products  being  afterwards 
employed  to  impart  their  heat  to  water  in  the  boiler  of  a  steam 
engine. 

[Printed, 'hj.    No  Drawini^.] 

A.D.  1B64,  May  ?.— N'  1160.  (•  •); 
HANDCOCS,  Elias  ^obison.— {Provisional  proteetion  aoli/.) 
— This  invention  relates  to  rotary  engines  to  be  worked  by  steam 
or  other  motive  power.  The  outer  rim  of  the  engine  cylinder  "  is 
"  of  a  hollow  annular  form,  into  which  steam  is  admitted  from 
"  the  boiler  through  a  steam  stop,  which  also  serves  as  a  fiilcrum 
"  for  the  steam  to  abut  against.  In  this  hollow  annular  cylinder 
"  pistons  are  inserted,  against  which  the  steam  acts,  and  as  this 
"  annular  cylinder  is  attached  to  the  shaft  or  axle  much  in  the 
"  same  manner  as  an  ordinary  fly  wheel,  a  rotajy  motion  is 
"  imparted  to  the  machinery." 

[Printed,  *i.    NoDrawinffs.] 

A.D.  1864,  May  9.— N"  1173. 
^YENHAM,  Francis  Herbert.— «  Engines  worked  by  explosive 
"  mixtures." 

IVo  pistons,  one  working  a  crank,  are  contained  in  a  cylinder 
with  open  ends.  The  second  piston  is  made  to  follow  dose  to  the 
first  by  atmospheric  pressure  till  near  the  end  of  the  stroke,  when 
tftef  are  separated  by  a  atop  on  the  second  piston  rod.  A  misrtnre 
ind  gaa  or  explosive  vapowt  \5  TOttoduced  between  the 
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pistons  and  exploded  by  a  flame  drawn  in  through  a  touch-hole 
uncovered  by  the  first  piston.  The  second  piston  is  then  driven 
to  the  opposite  end  of  the  piston  yalve>  it  is  held  fast  by  wedges 
driven  into  the  cross  bar  against  the  side  of  the  rod.  A  partial 
vacuum  is  formed  between  the  pistons^  and  the  atmospheric  pres- 
sure causes  the  first  piston  to  move  up  to  the  second  and  to  drive 
out  the  products  of  combustion.  The  jet  of  flame  is  contained  in 
a  cage  of  platinum  or  other  metal,  and  a  similar  arrangement  is 
fixed  round  the  touch-hole.  These  act  as  heat  retainers,  becoming 
red  hot  and  so  prevent  the  flame  being  blown  out. 

A  double-acting  cylinder  with  closed  ends  and  a  single  piston 
may  be  worked  by  explosive  mixtures  admitted  at  each  end  of  the 
cylinder.    The  pressure  caused  by  the  explosion  acts  to  drive 
forward  the  piston,  and  the  resulting  vacuum  aids  its  return. 
[Printed,  8(f.   Drawing.] 

A.D.  1864,  May  14.— N»  1227.  (*  *) 
NEWTON,  William  Edward. — {A  communication  from  John 
Jones,) — ^This  invention  relates  to  rotary  engines,  which,  it  is 
stated,  in  consequence  of  the  peculiar  construction  of  the  valves, 
are  of  the  simplest  description  that  will  operate  by  the  pressure 
of  steam  or  gases.  The  engine  consists  of  a  cylindrical  case, 
within  which,  concentrically  mounted  upon  the  central  axis  or 
shaft,  is  a  cylindrical  piston  block  or  drum,  which  fills  the  cylin- 
der to  the  ends  lengthwise,  but  leaves  an  annular  space  between 
its  periphery  and  the  internal  surface  of  the  cylinder,  along 
which  two  recesses  are  formed  to  receive  the  valves ;  along  the 
surface  of  the  cylindrical  block  a  projecting  piece  is  fitted,  the  sides 
of  which  in  section  converge  towards  each  other  in  gentle  curves 
from  the  periphery  of  the  block  to  the  apex  of  tiae  projecting 
piece,  where  it  is  fitted  with  a  packing  strip  which,  when  the 
engine  is  in  motion,  slides  round  in  steam-tight  contact  with  the 
internal  surface  of  the  cylinder.  This  projecting  piece  acts  as  the 
pistoD,  and  as  it  is  driven  round  by  the  steam,  a  rotative  move- 
ment is  imparted  to  the  central  shaft.  The  valves  are  near  to- 
gether and  act  right  and  left  for  the  inlet  and  exhaust ;  they  are 
lifted  by  the  ciurved  sides  of  the  piston  piece  and  returned  by 
springs.  The  working  face  of  each  valve  is  suitably  beveUed 
and  furnished  with  packing,  which  acts  against  the  periphery  of 
the  revolving  piston  block. 
[Printed,  Kki.   Drawing.] 
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A.D.  18C4,  Mey  2^.— N"  1291,  (*  •) 
BOULTON,  Matthew  Piers  Watt.— This  conaiats  in  im- 
provements in  engines  worked  by  heated  air  or  gnaea  mised 
with  steam ;  it  is  alao  applicable  to  compreaaing  air  and  other 
aeriform  fluida.  A  combuation  chamber  ia  employed,  wherein 
inflammable  gas,  vapour,  or  other  fuel  is  burnt,  the  products  &om 
which  posaeas  great  expansive  force.  A  boiler  is  employed  in 
which  ateam  ia  generated.  The  heated  gaaes  and  vapours  isaue 
from  the  combuation  chamber  into  a  receiver,  where  they  com- 
mingle with  the  ateam  which  entera  from  the  boiler;  or  the  heated 
ga^ea  and  vapoura  may,  through  suitable  pasaagea,  be  conducted 
into  the  ateam  apace  of  the  boiler,  and  there  combine  with  the 
steam,  which  combination  is  employed  to  work  an  engine.  The 
exhaust  pasaages  conduct  the  vapoura  (which  atill  retain  con- 
siderable heat)  from  the  engine  to  the  boiler  furnace,  where  (being 
inflammable  when  mised  with  air)  they  are  employed  to  generate 
the  steam ;  they  are  alao  partially  employed  to  generate  inflam- 
muble  vapour  from  petroleum,  naphtha,  or  oils,  which  vapour  is 
used  in  the  combu^ition  chamber  as  fuel.  The  air  is  farced  into 
the  combuation  chamber  by  a  pump,  and  the  engine  is  started  by 
the  steam  Irom  the  boiler,  whereby  the  forcing  apparatus  ia  aeC 
in  motion,  combuation  taking  place  under  pleasure  within  the 
chamber,  which,  aa  also  the  vessels  connected  with  it,  consist  of 
Etrong  pressure  bearing  metal  casings  lined  with  fire-brick. 
[Printed,]*.    Dmwiiij!.] 

A.D.  laG-l,  May  3U.— N"  1339.  (•  ♦) 
HUGGETT,  JoH>". — Rotary  engine,  also  applicable  as  &  pump  or 
gu  exhauster.  It  consiata  of  a  cylinder  or  caae  having  fitted 
longitudinally  through  its  centre  the  main  ahaft,  concentrically 
upon  which  within  the  cylinder  ia  fixed  a  solid  boss  which  extends 
internally  from  end  to  end,  abutting  against  the  covers  which  are 
fitted  with  stuffing  boxes  through  which  the  shaft  revolves.  The 
boss  within  the  cylinder  ia  partly  surrounded  by  a  circular  apace, 
and  partly  by  solid  metal,  against  which  it  works.  These  forms 
ace  concentric  with  the  shaft,  on  the  opposite  aides  of  which,  the 
ends  of  the  inner  circle  formed  by  the  solid  metal  diverge  and 
unite  with  the  outer  circle  and  so  form  suitably  curi'ed  piston 
guides.  Tlie  piston  plate  which  extends  from  end  to  end,  works 
a  longitudinal  mortice  t\uoU(^Vt  the  shaft  and  boss,  and  is 
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caused  to  slide  diametrically  to  and  fro  in  the  mortice  by  the  curved 
guides,  which  are  so  fashioned,  that  the  longitudinal  edges  of  the 
diametrical  piston  plate,  whilst  sliding  through  the  shaft  and 
boss,  are  always  in  contact  either  with  the  extremity  of  the  two 
radii  or  with  the  curves.  The  steam  admission  port  is  on  one 
side  of  the  boss  at  one  extremity  of  the  space,  and  the  exhaust 
port  at  the  other ;  by  sending  the  fresh  steam  through  the  exhaust 
passage,  the  direction  of  motion  may  be  reversed. 
[Printed,  8(1.    Drawing.] 

A.D.  1864,  May  31.— N°  1350.    (*  *) 

STANLEY,  John  Martin,  and  STANLEY,  Jabez.— This 
invention  relates  to  apparatus  comprising,  1st,  a  rotary  engine, 
to  be  worked  by  steam  or  other  elastic  fluid,  and  2nd,  a  similarly 
formed  engine,  capable  of  being  used  as  a  water  mill  or  hydraulic 
engine,  for  moving,  raising,  or  forcing  water,  exhausting,  com- 
pressing, or  blowing  air  or  flidds. 

The  rotary  engine  consists  of  an  inner  revolving  cylinder,  which 
is  mounted  or  fixed  upon  a  horizontal  central  axis  or  shaft,  which 
passes  so  far  eccentrically  through  the  ends  of  a  fixed  cylindrical 
outer  case,  as  to  bring  the  periphery  of  the  inner  cylinder  against 
one  part  of  the  internal  surface  of  the  case,  which  is  there  fitted 
longitudinally  with  a  packing  strap,  against  which  the  surface  of 
the  inner  cylinder  revolves  in  constant  steam-tight  fractional  con- 
tact, so  that  at  all  parts  of  the  revolution  a  crescent  formed  space 
exists  between  the  inner  cylinder  and  the  case.  Stuffing  boxes 
eccentrically  fitted  on  the  ends  of  the  case,  act  as  bearings  for  the 
shaft.  Diametrically  through  the  inner  cylinder  and  through  the 
shaft  there  is  a  longitudinal  narrow  mortice  or  opening,  which 
extends  towards  the  ends  of  the  cylinder,  and  in  this  mortice  a 
plate  piston,  suitably  packed,  is  fitted  to  slide  diametrically  with 
its  ends  in  constant  contact  with  the  inner  surface  of  the  case,  the 
configuration  of  the  transverse  section  of  which,  is  necessarily 
caused  slightly  to  deviate  from  a  true  circle.  Ports  or  apertures, 
for  the  steam  and  exhaust,  open  into  the  case  on  each  side  of  the 
packed  line  of  contact  between  the  case  and  the  inner  cylinder. 
The  passage  of  the  steam  through  these  ports  is  regulated  by  a 
valve,  and  in  accordance  with  the  required  direction  of  motion, 
they  are  made  to  answer  respectively  either  for  the  induction  of 
the  steam  or  for  the  exhaust. 
[Printed,  lOd.   Drawing.] 
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A.D.  1864,  June  lO.^N"  1445.  (*  *) 
I  JAMES,  William  Hbnhv, — ^This  invention  telates  to  a  motive- 
powei  enf^e  actuated  by  high-pressure  Btc&m  combiaed  with 
compresBed  &ir.  Two  single  action  cjlinders  acting  on  one  crank 
shaft,  the  throws  of  which  reciprocate  motion  on  the  some  plane 
at  opposite  sides  of  the  shaft,  are  shown  and  descrihed.  The 
length  of  stroke  is  unusual!;  lonR,  in  order  to  carrj  the  pistons 
into  perforated  prolongations  of  the  cylinders  at  the  end  of  the 
upstroke  of  each.  By  this  arrangement  the  atmosphere  is 
admitted  into  the  cylinders  underneath  the  pistons  respectively, 
and  is  compressed  aa  they  return  and  finish  their  downward 
stroke,  after  which  the  lower  ends  of  the  cylinders  hare  capacity  ■ 
left  to  contain  the  compressed  air,  amongst  which,  ainiultaneously 
with  the  finish  of  the  stroke,  the  high-pressure  steam  is  admitted 
and  commingling  therewith,  the  reactive  power  of  the  air  is 
increased  by  the  additional  eipansihility  it  obtains  from  the  high 
temperature  of  the  steam,  the  force  of  the  combination  acting 
expansively  upon  the  pistons  to  produce  the  up  stroke.  The 
valves  are  operated  by  the  pistons,  which  at  the  end  of  their 
strokes  respectively  strike  the  t^  ends  of  and  open  the  inlet 
valves.  It  la  proposed  to  pass  the  exhaust  from  the  cylinders 
into  the  boiler  furnace  to  assist  in  the  combustion  of  the  &ie1. 
Stop-cocks  or  slide  valves,  actuated  by  eccentrics  or  otherwise, 
may  be  substituted  for  the  inlet  valves  for  the  purpose  of  intro- 
ducing the  steam. 

ITrintail,  8ii.    Urawmg,] 

A.D.  1864,  June  16.— N"  1492, 
YOUNG,  Samuel. — (Provisional  profection  on/j/.)— Weights  in 
the  form  of  governor  balls  are  connected  to  a  slide  which  presses 
on  one  end  of  a  series  of  hell  crank  levers,  and  causes  another 
lever  to  slide  or  move  a  cylinder  along  a  key-way  on  a  crank 
shaft,  which  causes  the  ends  of  two  levers  to  act  against  a 
diagonal  rib  on  the  cylinder,  and  to  effect  the  revolnlJon  of  the 
cylinder  and  crank  shaft.  The  opposite  ends  of  these  leven 
move  a  sliding  block  or  spring  connected  by  a  rod  to  the  shaft, 
whence  the  balls  receive  motion.  When  the  poiwer  of  the 
engine  is  beginning  to  be  spent,  the  weight  of  the  balls  folUnit 
and  pressing  the  levers  maintain  the  working  power. 
fPrtnled,  4d.    No  Drawinea.l 
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A.D.  1864,  June  23.— N»  1578. 

HENRY,  Michael. — (A  communication  from  Louis  Dominique 
Girard,) — (Provisional  protection  only,) — ^This  is  an  air  engine 
having  a  force  and  pressure  pump ;  a  double  receiver  consisting 
of  a  cylindrical  portion,  in  whicH  work  two  displacing  pistons 
fitted  to  the  same  rod ;  two  regenerators,  one  placed  before  the 
mouth  of  each  receiver ;  and  two  heaters  and  a  working  cylinder. 
The  displacing  pistons  are  moved  by  fresh  volumes  of  air  forced 
in  by  the  pump  at  one  end  of  one  of  the  heads  of  the  receiver. 
The  air  at  the  opposite  end  of  the  other  head  is  then  forced 
through  the  regenerator  into  the  heater,  and  thence  partly  into 
the  receiver  at  the  other  side  of  the  displacing  piston,  and  partly 
into  the  working  cylinder.  The  exhaust  air  passes  through  the 
regenerator  into  the  furnace. 
D?rinted,  4rf.    No  Drawings.] 

A.D.  1864,  June  26.— N°  1599. 

STEVENS,  Benjamin  Franklin.  —  (A  communication  from 
Simon  Stevens,) — ^Applying  petroleum. 

Crude  or  refined  petroleum  oil,  coal  oil,  or  other  similar  sub- 
stances, are  vaporised  in  a  suitable  vessel,  and  air  or  air  and 
steam  are  mixed  therewith,  and  the  mixture  is  used  for  (among 
other  purposes)  operating  engines  by  a  combustion  effected  in 
the  cylinder  of  the  engine,  or  in  a  separate  combustion  chamber. 
Where  it  is  desirable  to  keep  the  temperature  of  tiie  cylinder  low, 
the  products  of  combustion  are  passed  through  a  slrong  vessel 
containing  water.  The  pressure  of  the  mixture  of  the  hydro- 
carbon vapor  and  air  as  it  enters  the  combustion  chamber  must 
be  at  least  equal  to  that  to  be  exerted  on  the  piston.  The  diffi- 
culty of  packing  the  pistons,  and  the  difficulty  arising  from  soot 
and  ashes  are  avoided  by  the  arrangement. 

DPrinted,  6d,    No  Drawings.] 

A.D.  1864,  June  30.— N°  1636. 
BOULTON,  Matthew  Piers  Watt.  —  Improvements  in 
obtaining  power  from  aeriform  fluids.  When  highly  heated 
fluids  are  used,  a  cylindrical  vessel  containing  water  is  placed 
within,  but  not  so  as  to  touch  the  cylinder  below  the  piston. 
The  heated  fluids  are  admitted  between  the  sides  of  the  vessel 
and  the  cylinder,  and  act  on  the  piston,  but  are  prevented  froxn. 
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lising  above  it.  The  rod  and  packing  can  thus  be  liept  cool  and 
well  lubricated.  The  water  is  supplied  through  the  piston  rod 
or  some  rod  attacheJ  to  the  piston,  and  the  vapors  generated 
may  lie  utilised  or  discharged.  Valves  are  formed  of  veasels 
containing  water,  and  baring  their  sides  protected  by  o  badly 
conducting  substance.  A  second  valve,  not  fitting  accurately, 
may  be  used  to  obstract  the  communication  of  the  lieafed  gases 
with  the  principal  valve.  When  heated  gssea  are  used  in  a 
chamber,  steam  may  be  introduced  so  as  to  form  a  thin  layer  or 
film  between  them  and  the  vessel,  which  is  thus  kept  cool- 
Heated  gases  are  forced  into  conibuBtion  chambers  from  the 
generating  chamber,  and  after  being  burnt,  the  heat  may  be 
reduced  by  injecting  eteam,  or  by  making  the  products  pass 
through  water  in  numerous  eroull  streams  made  to  take  a  xig-tsg 
couree  by  metallic  surfaces.  Air  is  forced  into  the  combustion 
ehnmber  by  liquid  worked  by  the  pressure  of  steam,  or  by  steam 
caused  to  issue  by  a  jet  into  a  larger  tube,  where  it  becomes 
contracted  by  cooling,  and  combines  with  and  forces  along  a 
current  of  wr.  The  air  may  be  freed  ftom  the  steam  by  pre- 
cipitation or  causing  the  mixture  to  pass  through  water.  The 
heated  gases  which  have  been  discharged  after  working  a  piston 
may  be  employed  to  drive  a  turbine,  fan,  or  siroilar  instrument, 
which  may  be  immersed  in  water,  which  is  required  to  be  heated 
to  utilise  the  heat  generated  by  the  friction  and  velocity  and  the 
issuing  fluid.  Where  gases  are  used  to  work  a  turbine,  the 
velocity  of  the  turbine  nmy  be  diminished  by  making  the  gases 
act  as  a  blast,  and  set  in  motion  a  current  of  air  in  conjunction 
with  them. 

[Printed,  ti.   Drawing.] 


A.D.  18&t.  July  5.— N"  1664.  {•  •) 
MESSER,  Henhv.— This  invention,  relating  to  "caloric  or 
'■■  heated  air  engines,"  is  supplementary  to  a  prior  invection, 
Ko.  2B06,  A.D.  1863.  The  present  invention  consists,  1,  of 
additional  details  of  construction,  and  the  so  arranging  such 
engines  that  the  lower  part  of  the  cylinder,  the  air  pump,  and 
the  furnace  are  mounted  on  one  horizontal  plane  which  reduces 
the  height,  and  affords  facilities  for  disposing  the  fuel  feed  box 
over  the  fire-box,  so  that  when  the  communication  is  opened, 
tie  faei  will  deposit  itselE  upon  Uie  fire,    2,  In  passing  the  ait 
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in  its  course  from  ihe  air  pump  to  the  furnace,  through  an 
annular  passage  formed  around  that  portion  of  the  length  of 
the  working  cylinder  contiguous  to  where  the  packing  portion 
of  the  piston  works  within ;  this  arrangement  is  to  prevent  the 
over-heating  of  that  part  of  the  cylinder,  while  the  caloric 
carried  off  hy  the  air  current  is  conveyed  to  the  furnace  and 
saved.  3.  In  partially  filling  the  intervening  space  between 
the  furnace  bottom  and  the  bed  plate  with  water,  wherefrom 
steam  is  generated  by  the  heat  of  the  surrounding  surfoces; 
this  steam  may  be  either  used  to  assist  combustion  in  the  furnace 
or  as  a  source  of  power,  llie  bottom  of  the  cylinder  may  be 
in  contact  with  the  water  and  kept  cool  thereby.  4.  Relates 
to  the  construction  of  the  furnaces  and  grates  of  heated  air 
engines,  and  to  various  modes  of  passing  and  distributing  the 
air  therein  which  is  supplied  from  the  air  pump.  5.  Relates  to 
the  construction  of  the  air  pump,  air  passages  and  valves ;  the 
latter  open  upwards,  and  close  by  their  own  gravity  without 
springs  or  weights,  thus  rendering  them  less  difficult  of  ope- 
ration. 6.  Relates  to  the  piston  packings,  springs  being  inter- 
posed between  the  cup  leather  and  the  piston  head,  so  as  to 
press  divergently  on  the  ci\p  packings.  7*  Relates  to  the  con- 
struction of  the  furnaces,  and  to  the  use  therein  of  hydro-car- 
bonaceous fuel,  such  as  petroleum  or  other  inflammable  fluid  of 
like  character,  either  alone  or  in  combination  with  solid  incan- 
descent fuel ;  also,  to  the  mode  of  injecting  the  fluid  by  a  force 
pump,  in  quantities  regulated  by  the  governor  of  the  engine. 
PPrinted,  lOd.    Drawing.] 

A.D.  1864,  July  13.— N»  1741 . 
COUGHIN,  Thomas  TowNSEND. — {Provisional  protection  only,) 
— Motive  power  is  derived  from  air  compressed  by  a  series  of 
pumps  into  receivers  in  which  the  amount  of  compression  regularly 
increases,  each  receiver  but  the  last  serving  to  supply  the  next 
pump.  Hie  air  is  distributed  through  pipes  to  engines  ini^MHx>ries 
or  otherwise.  The  pumps  are  worked  by  a  shaft  provided  with 
toothed  wheels.  The  teeth  of  the  wheels  actuating  the  piunp  in- 
crease in  number  as  the  pressure  of  the  air  increases,  by  which  the 
pumps  are  made  to  act  more  slowly.  The  diameters  of  the  pumps 
decrease  progressively. 

[Printed,  4d.   No  Drawings.J 
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A.D.  1S64,  July  20.— N«  m)9. 
LAUBEREAU,  Joseph. — This  engine  conaiats  of  a  vessel  divided 
into  two  chambers  hj  n  movealile  partition  fixed  to  a  rod  and  filled 
witb  plaster  of  Paris,  and  having  the  surface  covered  with  an  elaatic 
cushion  formed  of  textile  materialH.  The  lower  part  nf  the  vessel  is 
hollowed  to  form  the  cap  of  a  chamher  whieh  receives  the  flame  of 
a  furnace.  The  upper  part  is  surrounded  by  a  case  through  which 
cold  water  is  constantly  pumped  by  a  pump  in  which  a  diaphragm 
IB  moved  backwards  and  forwards  by  the  aStcrnate  contraction 
and  expansion  of  the  air  in  the  chambers.  Such  alternate  expan- 
aioa  and  contraction  is  cauaed  by  the  motion  of  the  partition  and 
worka  a  piston  and  cylinder.  The  crank  whieh  worlts  the  partition 
is  .about  one-third  of  a  revolution  in  advance  of  the  cylinder  crank. 
An  atmoapheric  self-acting  valve  is  placed  in  the  cold  chamber  to 
supply  the  loss  iiom  leakage.  The  engine  may  be  used  to  raise 
liquids  by  increasing  the  si^ie  of  the  pump  which  supplies  cold 
ivater  to  the  casing  of  the  cold  chamber. 

[Frin(ed,Li.Si/.    Drawings.] 

A.D.  1864,  August  13.— N"  2025.  (•  •) 
FILLINER,  Alfred  Colgrick.  and  HILL,  jAMea  Chablbb. 
— Thia  is  an  invention  of  apparatus  for  obtaining  motive  power, 
and  measuring,  raising  and  forcing  fluids.  It  consists  of  "  two  or 
"  it  may  be  more  toothed  wheels,  or  two  ruffing  curves;  one  of 
"  the  wheels  or  curves  19  fixed  on  the  main  or  driving  shaft,  and 
"  is  called  the  '  driver,'  and  the  other  or  others  are  geared  into  it, 
"  and  called  the  follower.  We  enclose  these  in  a  chest  or  case 
"  properly  bored  out,  so  that  by  suitable  packings  on  the  apexes 
"  and  sides  of  the  teeth  the  wheels  revolve  steam  or  fluid  tight  in 
"  the  said  chest  or  case.  Stciun  or  fluid  under  pressure  is  admit- 
"  ted  into  the  case  through  an  opening  at  its  side  opposite  to 
"  where  the  two  wheels  or  curves  gear  or  roll  together,  and  on  the 
"  opposite  side  of  the  case  an  opening  is  made  through  which  the 
"  steam  or  fluid  may  pass  away." 

The  motive  power  is  to  be  given  off  the  axle  of  the  "driver" 
wheel  by  means  of  n  jiulley,  and  by  causing  the  steam  to  enter 
through  the  exhaust  port  the  motion  of  the  apparatus  m^  be 
reversed.  When  used  for  forcing,  measuring,  or  raising  flaida. 
power  from  another  engine  must  be  appUed  to  the  puUey  on  the 
drivioK  shaft. 

[PriateC,  Is.  id.    Drairiug.! 
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A.D.  1864,  September  2.— N«>  2164. 

HEWES,   James    Thomas. — {Provisional  protection   o«/y.)— 
**  Wind  engines." 

'  Two,  tbree,  four,  or  more  horizontal  arms  are  placed  at  the 
upper  part  of  a  vertical  shaft.  "  The  extremity  of  each  arm  is 
''' furnished  with  an  nprighi;  spar  or  mast  secured  to  the  arms  by 
*^  the  middle  of  such  spar  in  a  loose  manner,  so  that  it  may  play 
**  freely  when  acted  on  by  the  wind.  This  spar  is  furnished  with 
^'  a  square  or  other  sail  both  above  and  below  the  arm.'' 
[Printed,  4<7.    No  Drawings.] 

A.D.  1864,  September  2.— N*  2160. 
BARLAND,    Margaret.  —  (A    commumcation   from    Thomas 
Barland,) — ^This  is  for  the  application  of  windmill  propulsion  to 
sailing  vessels. 

In  a  long  and  narrow  ship  a  mill  is  placed  at  each  end.  They 
have  their  centres  of  rotation  joined  by  a  common  axle  parallel  to 
the  line  of  the  ship,  with  four  sails  at  right  angles.  The  axle 
should  be  supported  by  standards.  "  These  posts  might  be  erected 
as  perpendiculars  to  beams  crossing  irom  side  to  side  of  the 
ship,  and  from  the  ends  of  these  beams  others  might  rise 
slanting  to  the  tops  of  the  standards,  thus  forming  isosceles 
*'  triangles  with  perpendiculars  from  the  apices,  such  being  one  of 
^'  the  strongest  kinds  of  construction." 

With  a  view  to  side  impulsion,  a  screen  is  arranged  with  its 
lower  edge  outside  the  bulwarks  and  slanting  towards  the  axle. 
The  sails  are  screwed  round  to  face  the  wind,  and  the  part  above 
the  screen  is  acted  on  both  by  the  direct  action  of  the  wind  and 
the  current  directed  by  the  slant  of  the  screen.  In  order  to  have 
a  very  wide  ship  with  as  little  resistance  as  possible,  a  series  of 
floats  and  escape  passages  is  used.  The  floats  may  be  made  in 
several  different  forms,  but  should  be  from  fifteen  to  thirty  times 
as  long  as  they  are  wide,  and  should  have  escape  passages  of  the 
same  width  between  them. 

The  power  of  the  windmill  is  best  used  to  pump  water  into  a 
tank  from  which  it  is  allowed  to  escape  by  two,  three,  or  more  of 
eight  tubes  according  to  the  direction  in  which  the  ship  is  to 
move. 

[Frinted,  6c?.   No  Drawings.] 
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A.D.  18M,  September  12.— N"  2225.  (•  •) 
KNAB,  David  Clovis. — This  inventjon  relates  to  a  mode  and 
apparatus  for  obtaining  motive  power  bj  the  expansive  action  of 
steam,  and  other  elastic  fluids,  directed  against  surfaces  aub- 
inersed  in  a  bath  of  liquid  metal.  The  apparatus  consists  of  B 
wheel  or  disc  mounted  on  a  horizontal  driving  shaft  and  fiirnisbed 
with  buckets  similar  to  a  water  wheel :  this  wheel  is  enclosed  in  a 
esse,  the  lower  half  of  which  closely  surrounds  the  wheel,  leavinff 
rather  more  than  sufficient  space  for  the  edge  of  the  revolvioK 
buckets  to  clear.  The  upper  part  of  the  case  is  hcrmeticallf 
closed  liy  a  cover;  about  two-thirds  of  the  circumference  of  the 
wheel,  inside  the  case,  is  surrounded  with  liquid  metal  (such  for 
example  as  D'Arcet's  metal)  which  ia  an  alloy  of  lead,  tin,  and 
bismuth,  fusible  at  a  low  temperature ;  the  lower  half  of  the  case 
is  encompassed  by  a  flue,  which  is  heated  by  a  small  furnace 
underneath  and  serves  to  keep  the  metal  in  a  liquid  state,  The 
team  pipe  enters  at  the  upper  part  of  the  case  and  passes  down- 
wards, within  the  space  between  it  and  the  wheel,  to  beneath  the 
vertical  line  of  the  axis,  where  it  terminates  with  an  open  end, 
turned  up  so  as  properly  to  direct  the  flow  of  steam  into  the 
buckets.  The  steam  is  generated  in  a  boiler  conveniently  near; 
it  acquires  an  equable  temperature  with  the  fused  metal  while 
descending  through  it  in  the  pipe.  The  force  of  the  steam 
displaces  the  metal  &om  within  the  buckets,  as  they  in  sQOBesaion 
pass  under  the  centre,  and  as  they  rise  with  the  rotation  of  the 
wheel,  there  ia  the  constant  pressure  of  the  weight  of  the  metallic 
medium  underneath  the  steam,  tending  to  raise  the  buckets, 
whereby  the  wheel  is  kept  in  motion.  Tbrough  a  pipe  whioh 
opens  out  of  the  cover,  the  spent  steam  escapes,  as  the  buckets 
in  succession  rise  to  the  surface  of  the  metal.  When  nir  is 
employed  instead  of  steam,  it  is  heated  in  an  apparatus  contained 
in  a  vertical  cyUndrical  chamber,  which  combines  a  furnace  for 
heating  the  metal  and  the  air,  and  a  motive-power  engine.  A 
circular  furnace  is  concentrically  fitted  within  this  chamber,  so  as 
to  leave  a  surrounding  annular  space,  which  is  closed  at  bottom 
and  contains  the  liquid  metal  The  cold  Eur  is  forced  by  a  pump 
through  the  furnace  in  a  pipe  wherein  it  becomes  heated  ;  this 
pipe  passes  up  through  the  crown  of  the  furnace  and  discharges 
the  heated  oir  underneath  an  inverted  hollow  piston,  which  works 
abore  the  /urnace  in  the  up^ier  part  of  the  cylinder  and  dips  into 
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the  liquid  metal  contained  in  the  annular  space  surrounding  the 
furnace.  When  the  up-stroke  is  completed,  the  air  is  exhausted 
by  the  action  of  the  pump  and  cooled  by  suitable  means^the  piston 
then  descends  ready  for  the  next  stroke,  ''and  so  on  alternately/' 

[Printed,  1*.    Drawings.] 

A.D.  1864,  September  16.— N»  2272. 

COLOMBE,  Louis. — {Provisional  protection  only.) — Continuous 
rotatory  motion  is  derived  from  a  wheel  with  a  series  of  curved 
tubes  commencing  near  the  axis  of  the  spindle  which  carries  the 
wheel,  and  which  are  gradually  enlarged  until  they  approach  the 
edge  of  the  wheel.  A  chamber  at  the  spindle  end  of  the  tube  is 
opened  and  closed  by  a  flap  acted  on  by  the  motion  of  the  wheel. 
Two  circular  weights  or  counterbalances  are  placed  in  the  tube, 
one  being  retained  by  the  flap  within  the  chamber,  while  the  other 
gives  motion  to  the  wheel.  When  the  wheel  has  revolved  as  far  as 
this  weight  will  carry  it,  the  valve  drops  and  sets  free  the  other 
weight  which  acts  then  on  the  wheel  as  the  first. 

[Printed,  ^.    No  Drawings.] 

A.D.  1864,  October  5.— N°2451. 

BROMWICH,  Bbyan  PAnson. — (Provisional  protection  only,) 
— Improvements  on  No.  261,  A.D.  1863,  to  remedy  the  defects 
arising  from  leakage.  A  series  of  hollow  rings  are  fitted  with  air- 
tight cases  free  to  rotate  on  their  seats.  The  bottom  plates  of  the 
rings  have  two  grooves,  "  in  which  are  placed  vulcanized  india- 
"  rubber  tubing  or  other  springing  material,  above  which  is  a 
"  smooth  loose  ring  of  steel  acting  as  a  receiving  way  for  the 
moving  cover ;  or  the  grooves  may  be  filled  with  oil  or  other 
lubricant  that  will  prevent  the  escape  of  air."  A  piston  fitting 
the  case  is  attached  to  each  cover  and  is  driven  round  by  com- 
pressed air.  The  rotating  covers  move  a  common  shaft  and  are 
connected  by  coupling  tubes.  The  air  passes  successively  through 
the  engines  and  then  into  an  elastic  coiled  pipe  connected  with 
the  air  chamber.  A  roller  driven  by  the  central  shaft  expels  the 
air  from  this  pipe  and  into  the  pipe  supplying  the  first  or  highest 
ring  or  engine. 

[Printed,  4d.   Woodcut.] 
A.  ^  ^ 
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I  A.D.18G4,  October  10.— N"  2494.    (- *) 

I    MUCH.  Edwakd  Hbinbos,  and  WINDHAUSEN,  Fbancjb. 

'    This  invention  relatea  to  muchincry  for  obtaimog  motive  power, 
by  the  expansive  conjoined  forces  of  heated  gases  and  steam. 
The  engine  comprises  a  vertical  cylinder  and  a  truncated  piston, 
to  which  the  lower  end  of  the  connecting  rod  is  jointed,  the  upper 
end  being  coupled  direot  to  the  crank  shaft  above.     The  trunk 
[      end,  attached  to  the  upper  side  of  the  piston,  forms  an  annular 
I    space  between  itself  and  the  cylinder,  and  works  out  through  an 
I    annular  packing  in  the  cylinder  cover;  in  this  annular  space 
I    steam  operates  upon  thepistoD-    Tbe  outside  of  the  hollow  trunk 
I    end,  attached  to  the  under  side  of  the  piston,  Ets  and  slides  against 
I     the  aides  of  the  cylinder ;  this  trunk  end  descends  into  an  annular 
I     recess  formed  by  a  cylindrical  water  chamber  concentrically  dis- 
I    posed  at  tbe  bottom  of  the  cylinder,  through  which,  rising  coa- 
I     centrically  up  from  below  the  cylinder  end,  is  a  tubular  passage 
I     which  opens  within  the  trunk  above  the  water  chamber.    Through 
1      ttiis  passage  the  heated  gases  evolved  in  a  contiguous  furnace  are 
caused  to  flow  in  regulated  quantities  by  means  of  a  distributing 
valve  interposed  below  the  cyUnder.     The  up  stroke  of  the  piston 
is  produced  by  the  admission  of  the  heated  gases  into  the  lower 
trunk  beneath  it,  where  also  the  exhaust  steam  irom  the  annular 
space  above  (after  having  operated  above  the  pist«n  for  the  down- 
ward  stroke)  finds  its  way,  and  commingling  with  the  heated 
gases  is  regenerated.     The  cvhaust  passage  opens  at  the  com- 
I      pletion  of  the  stroke  to  the  condenser,  which  is  combined  with  a 
I    steam  generator.    It  consists  of  an  upright  cylindrical  chamber, 
I     closed  at  both  ends  respectively  by  a  tube  plat*;  it  contains  an 
I     inner  cylinder  of  much  smaller  diameter  which  is  attacbed  to  and 
I     open  at  each  end  through  tbe  tube  plate.     The  annular  surrouod- 
I      ing  water  space  is  filled  with  vertical  tubes,  through  wliich  the 
I     gases  exhausted  irom  under  tbe  piston  are  directed,  whereby  steam 
I     is  generated  for  operating  above  it.    The  inner  cylinder  is  fur- 
I     Dished  with  a  series  of  shallow  dishes,  formed  circular  and  annular, 
I     alternately  fixed  in  the  centre  and  to  the  aides.     The  cold  water 
I     enters  through  a  central  tube  attached  to  the  cover  and  falls 
I     amongst  the  gases  (rising  from  the  tubes  of  tbe  generator)  into 
I     tbe  up]ier  eentral  dish,  whence  it  flows  in  showery  particles  over 
'   the  edge  into  an  nnnulor  dish  ;  from  this  receptacle  it  falls  over 
the  inner  edge  into  the  next,  ™\\\ch  is  a  central  dish,  and  thence 
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into  an  annular  dish  and  so  on  to  the  bottom,  mixinf|r  with  and 
condensing  the  exhausted  gases  on  their  way  to  the  air  pump, 
which  is  single  acting.  The  working  parts  generally  are  kept  cold 
by  water  contained  in  casings,  and  the  distributing  valve  is  fur- 
nished with  a  passage  for  a  cooling  water  flow.  All  the  passages 
And  cooling  water  flow  are  in  communication  with  the  generator. 
The  constructive  details  of  the  invention  are  susceptible  of  various 
modiflcations. 

[Printed,  Is,   Drawing.] 

A.D.  1864,  October  20.— N°  2596.    (*  *) 

NEWTON,  William  Edward. — {A  communication  from  Jean 
Joseph  Molard,) — ^This  invention  relates  to  that  class  of  rotary 
engines,  worked  by  steam,  gas,  air,  or  other  elastic  fluid,  known  as 
direct-action  rotary  engines,  or 'as  disc  engines.  "The  body  or 
cylinder  of  the  engine,  which  is  made  hollow,  is  mounted  and 
rotates  in  bearings  at  its  extremities,  the  e2ctremities  themselves, 
*'  which  are  made  smaller  than  the  middle,  forming  the  trunnions. 
In  these  hollow  trunnions  the  induction  and  eduction  pipes 
are  situate.  The  driving  piston  (which  consists  of  a  hollow 
sphere,  provided  with  a  disc  and  a  wing,  or  partition^  to  be 
"  acted  upon  by  the  motive  fluid,  and  having  two  openings  for  the 
*'  admission  and  emission  of  the  motive  fluid),  is  mounted  inside 
the  main  cylinder  at  an  angle  to  it,  the  axles  of  the  piston 
resting  upon  recesses  made  for  that  purpose  in  the  supply  and 
*'  exhaust  pipes  at  each  side.  The  middle  of  the  cylinder  is  made 
in  the  form  of  a  pulley,  for  the  double  purpose  of  receiving 
the  piston,  and  also  of  transmitting  the  motive  power  to  any 
machinery  to  be  driven.  It  is  hollow,  and  its  sides  are  inclined 
inside,  for  the  purpose  of  allowing  the  piston  to  be  set  at  an  angle 
to  the  body  of  the  engine.  It  will  now  be  understood  that 
upon  steam  or  other  motive  fluid  being  supplied  by  the  pipe  at 
either  end  (according  to  the  direction  in  which  the  engine  is 
required  to  rotate)  it  will  enter  the  hollow  spherical  piston,  and 
in  making  its  exit  therefrom  will  impinge  upon  the  partition 
or  wing  of  the  piston,  and  will  thereby  cause  the  cylindricsd 
"  body  of  the  engine  to  rotate  in  its  bearings,  which  rotary  motion 
may  be  communicated  to  any  machinery  to  be  driven  by  adapting 
a  driving  band  to  the  pulley-formed  cylinder,  or  by  providing 
**  such  pulley  with  cog  teeth,  or  any  other  suitable  means  for 
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I  "  transmitting  motion."  A  modification  consists  in  melting  the 
Ibody  of  the  engine  stationary  and  the  piston  to  rotate.  For 
working  steam  expansively  two  engines,  one  smaller  than  the 
■  bther,  are  armnged  to  act  conjointly  upon  one  shaft;  the  steam 
I  titer  operatin)^  in  the  small  engine,  exhausts  into  the  other  or 
I  larger  engine  where  it  works  expansively,  and  then  passes  on  to 
I  the  condenaer. 

[Printed,  Is.    Drawings.] 


A.D.  1S64,  October 24.— N"  2629.   (♦  •) 
ISCHORn,  Georges.— This  invention  relates  to  a  "  rotajy  engine 
"  actuated  by  the  double  action  of  ateam  or  any  other  moving 
"  fluid."     The  cylinder  of  this  engine,  unlike  others  of  its  class, 
■  devolves  round  a  fixed  piston;  portions  of  its  inner  surfaee  are 
ived  by  forming  four  longitudinal  recesses,  each  one  in  rela- 
to  the  others  at  right-angles  with  the  centre,  or  90°  apart ; 
I  these   recesses   receive   four  resistant   fiap  stops,  which  operaite 
similar  to  the  action  of  a  flap  valve  and  which,  in  succession  as 
the  cylinder  revolves,  ore  forced  by  springs  across  the  annular 
space  between  the  cylinder  and  the  piston.     The  extreme  length 
I  c^  radii  of  one  diameter  of  the  piston  corresponds  with  the  internal 
I  diameter  of  the  cylinder,  the  other  radii,  at  right  angles  with  the 
I  former,  are  much  shorter,  so  that  a  space  narrowed  by  the  some- 
r  what  elliptic  configuration  of  the  piston,  which  is  curved  diver- 
gently in  either  direction  so  as  to  unite  the  shortest  to  the  longest 
radii,  is  left  on  opposite  sides  between  the  piston  and  the  cyUnder ; 
the  constant  action  of  the  springs  upon  the  axes  of  the  resistanca 
flap  stops,  tends  to  press  their  IVce  edges,  which  ctury  packings, 
constantly  against  the  periphery  of  the  piston,  the  form  of  which 
keeps  them  in  the  required  position  and  presses  them  into  their 
respective  recesses  while  passing  its  longest  radii.     A  oonstant 
admission  of  steam  is  simultaneously  entering  the  space  on  each 
side  of  the  piston,  so  that  it  operates  at  the  same  time  on  opposite 
sides  in  succession,  during  a  quarter  of  a  revolution,  upon  the 
revolving  resistant  flap  stops,  and  intermediately  exhausts.     All 
the  moving  rubbing  surfaces  are  furnished  with  metallic  packings, 
to  receive  which  the  bottom  and  cover  are  concentrically  grooved ; 
apriags  and  screws  are  used  to  press  the  packings  up  to  the  sur- 
Jkces  against  u'hieh  they  rub.    "  Double  action  "  means  the  ron- 
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stant  action  of  the  steam  upon  the  two  opposite  resistant  surfaces 
at  one  and  the  same  time. 
[Printed,  Is,  4d,   Drawings.] 

A.D.  1864,  November  4.— N°  2738.  (*  *) 

BOULTON,  Matthew  Piers  Watt. — (Provisional  protection 
only,) — ^The  invention  relates  to  obtaining  motive  power  from 
steam,  aeriform  fluids,  and  liquids,  haVing  for  its  object  the  use  of 
such  fluid  or  fluids  at  a  high  degree  of  temperature.  Several 
methods  and  arrangements  of  construction  are  described.  The 
first  consists  in  admitting  steam  or  vapour  into  the  upper  part  of 
a  cylinder,  in  which  a  piston  works  vertically,  "  Attached  to  this 
piston  on  its  upper  side  is  a  cylindrical  body  nearly  fitting  the 
cylinder,  but  not  touching  it ;  and  between  this  inner  cylindri- 
cal body  and  the  cylinder  is  liquid  whose  boiling  point  is  higher 
than  that  of  the  vapour  employed.  This  cylindrical  body  is  of 
greater  length  than  the  stroke,  so  that  the  piston  and  the  lower 
part  of  the  liquid  never  come  in  contact  with  that  part  of  the 
cylinder  with  which  the  heated  steam  or  vapour  comes  in  con- 
tact. The  upper  part  of  this  liquid  is  heated  by  the  vapour 
which  comes  in  contact  with  it  and  may  be  heated  by  other 
means  so  as  to  be  kept  somewhat  higher  in  temperature  than 
that  vapour,  whilst  the  lower  part  is  kept  cool  by  conduction 
from  cool  liquid,  so  as  to  have  a  temperature  at  which  a  piston 
can  be  worked  without  difficulty  in  a  cylinder.  To  impede 
circulation  of  this  liquid,  liquids  of  two  specific  gravities  may  be 
employed,  the  heavier  being  at  the  bottom.  The  heat  abstracted 
from  the  liquid  for  the  purpose  of  cooling  it  may  be  utilized  by 
employing  it  to  heat  the  liquid  made  use  of  in  the  boiler,  or  to 
generate  inflanunable  vapour,  which  may  be  used  as  fiiel. 
Two  pistons  of  this  kind  may  be  employed  connected  with  the 
same  axle  or  machine,  one  performing  work  while  the  other 
makes  the  return  stroke.  And  any  number  of  such  pistons  may 
be  employed  to  work  a  common  axle,  or  give  motion  to  one 
''  machine.  A  piston  of  this  description  may  be  employed  as  the 
"  rod  of  a  valve."  The  valves  employed  slide  horizontally  and 
when  closed  are  surrounded  with  liquid,  so  that  the  aeriform  fluid 
cannot  find  a  way  between  the  valve  and  its  seat ;  the  liquid  is 
displaced  before  the  valve  opens.  Other  valves  and  vessels  for 
operating  highly  heated  fluids  are  described. 
EPrinted.  ^,   No  Drawings.] 


re 
tf 
ce 

<4 

et 
(t 

€f 

es 

iC 
€C 
€t 
t€ 
t€ 
tt 
(f 
Ct 
t( 
(t 


1 


AIR,  GAS,  AXD  OTHER 

A.D.  1864,  November  II.— N^i^iW.    (»  •) 

I  CLARK,  William. — (A   conunanicalioa  from  ConslanI  joaffroy 

I  DicnA^. )—ThiB   invention   relatea  to  means  and  apparatus  for 

I   producing  motive  poirer,  which   consist   of  a   steam  generator 

combined  with  arrangements  for  employing  the  power  developed 

by  the  ejrpansion  of  the  air  which  parses  through  the  furnace  a& 

an  auxiliary  to  the  steam  power  for  rendering  independently  such 

servicea,  as  1,  the  introduction  and  expubion  of  the  air  necGsaaiy 

iat  combustion,  2,  working  the  feed  i)iimps,  ^,  operating  the 

mechanical  arrangements  for  feeding  and  raising  the  fuel  on  the 

furnace  grating;  4,  effecting  the  circulation  of  air  a&d  water 

L  necessary  for  the  partial  surface  condensation  of  the  steftin,  6.  agi- 

V^ting  and  producing  a  circulating  flow  of  water  over  the  heating 

■  niriBCea  in  the  boiler,  and  ti,  conveying  and  utihzing  the  gueous 
Fbeat  which  usually  passes  oS  to  the  chimne;.  The  boiler  or 
I  generator  consiste  of  two  vertical  cylindncaJ  chambers  united  by 
|:  a  flue  tube  surrounded  by  water  space;  the  largest  chamber  con- 

"  ,a  a  central  furnace  surrounded  by  water  space.  The  aah-pit 
["imderneath  the  furnace  is  closed  and  cold  compressed  air  is  intro 
T  duced  through  a  suitable  pipe  beneath  the  furnace  bars ;  the  fuel 
\  ii  fed  and  raised  to  the  level  of  the  fire-bed  by  mechanical  con- 
I  nectiona  with  the  crank   shaft  of  the  auxiliary  air  engine.     The 

■  nnaller  cylindrical  section  of  th  e  boiler  contains  a  group  of  vertical 
r  Sue  tubes  which  open  into  a  lower  chamber,  whence  the  huated  air 
I  passes  to  the  engine  at  a  temperature  regulated  by  the  paasage  of 

■  the  air  through  tubes  surrounded  by  the  boiling  water.  The 
K^rater  is  fed  to  the  small   section  of  the  boiler,  wherein  it  is 

■  niuntained  at  a  higher  level  than  in  the  furnace  aection,  which 

supphed  from  the  other  by  an  overflow  pipe.  The  poker  or 
instrument  for  stirring  or  regulating  the  &b  is  introduced  into 
the  furnace  under  pressure  through  a  metal  sphere  contained  in  a 
hollow  spherical  socket,  so  that  it  can  be  moved  in  any  required 
direction  without  causing  any  escape  of  the  gaseous  heat.  Orifices 
are  provided  for  inspecting  the  interior  of  the  apparatus  when  in 
operation. 

(Ptlnleel.li.10i/.    Drawinga.] 

A.D.  186J,  November  18.— N-  2890. 

ffONES,  Edward   Stewart. — (Prorisionol  pTOttelioa  only.) — 

Motive  power  toz  the  propulaion  of  ships  ia  obtained  by  com- 
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pressing  .air  or  other  inooudensible  elastic  fluid  at  high  pressures 
into  spaces  or  containers  which  may  advantageously  consist  of  a 
number  of  cylindrical  vessels,  which,  when  in  position,  resemble  a 
honeycomb,  and  each  one  or  each  section  of  them  should  be 
provided  with  suitable  pipe  connections  and  valves.  The  air  or 
fluid  is  pumped  in  by  employing,  small  steam  engines  or  other 
power  when  the  vessel  is  in  port  or  on  a  voyage,  so  as  to  have  it 
stored  ready  for  use  whenever  required. 
[Printed,  4tf .   No  Drawings.] 


A.D.  1864,  November  22.— N°  2918,    (*  *) 
BRISBANE,  Thomas  Makdougall. — ^This  invention  relates 
to  a  duplex  compound  cylinder  engine,  to  be  worked  by  steam  or 
other  fluid.     Two  double  cylinders   are  disposed  on  the  same 
plane,  and  fixed  together  side  by  side;   they  are  first,  cast  in 
single  cylinders,  and  fitted  with  pistons  and  rods  in  the  usual 
manner ;  they  are  then  united  in  pairs  by  the  bottom  flanges,  so 
that  the  piston  rods  work  rectilineally  to  and  forth  at  the  opposite 
ends,  and  are  coupled  to  crank  shafts,  which  are  disposed  at 
right  angles  therewith  on  the  same  plane  as  the  axis  of  the  cylin- 
ders ;  these  shafts  are  supported  by  and  revolve  in  coupled  bear- 
ings, formed  equidistant  from  their  centres  on  the  ends  of  two 
beam  levers,  which  are  disposed  parallel  with  and  on  the  same 
plane  as  the  cylinders  and  the  crank  shafts.    A  main  driving 
shaft,  parallel  with  the    crank '  shafts,  passes  at  right  angles 
through  the  centre  of  the  levers,  which  are  firmly  secured  thereon. 
This  main  shaft  also  passes  transversely  through  the  cylinders 
which  oscillates  thereon,  and  are  suitably  formed  and  transversely 
bored  between  the  bottom  flanges  to  receive  the  shaft.    Outside 
the  levers,  the  main  shaft  rests  in  side  bearings,  supported  by 
suitable  framework;  firmly  attached  to  the  inside  of  the  framing, 
around  each  side  bearing  and  concentric  threwith,  is  a  stationary 
toothed  wheel  or  ring,  into  which  tooth  wheels  on  the  ends  of 
the  crank  shafts  axe  geared.     The  steam  is  supplied  to  the 
cylinders  through  the  main  shaft,  which  at  each  end  is  provided 
internally  with  suitable  passages  for  the  supply  and  exhaust,  and 
the  ports  are  uncovered  and  closed  by  the  oscillating  movements 
of  the  cylinders,  without  any  operating  valve  gear.    When  the 
steam  is  turned  on,  the  cranks  by  revolving  cause  the  cylinders  to 
oscillate,  at  the  same  time  that  the  toothed  wheels  on  the  ends  of 
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ft  the  crank  sbafts  revolve  respectively  round  the  fixed  geaiing, 
whereby  the  whole  arrangement  ia  started  into  rotary  action, 
causing  the  central  main  shaft  to  revolve  therewith,  whence 
power   is   given   oS  for  operutinj;  windlasses,  crtuika,  and  other 

pAppuatua  on  board  ship  or  elaewhere,  or  for  other  pur])oses. 

[Friutod,  lOff,    Diawlug.] 

A.D.  1864,  December  5.— N"  3023. 

YOUNG,   SAwnBL.  — (ProBisionai    protection    not    allowed.)— 

'Weights  in  the  form  of  governor  bolU  are  connected  to  a  slide 

which  presses  on  one  end  of  a  series  of  bell-crank  levers,  and 

3  another  lever  to  slide  or  move  a  cylinder  along  a  key  way 

n  a  crank   shaft  which  causes  the   ends  of  two  Icvera   to  act 

gainst  a  diagonal  rib  on  the  cylinder  and  to  effect  a  revolution 

f  the  cylinder  and   crank   shaft.     'I'he  opposite  ends   of  these 

ve  a  sliding  block  or  spring  connected  by  a  rod  to  the 

[flhaft  whence  the  balls  receive  motion.     When  the  power  of  the 

engine  ia  beginning  to  be  spent  the  weight  of  the  balls  by  falhng 

ind  pressing  the  levers  maintains  the  working  powers. 

[Printed,  U.    No  DrawiDge.J 

A.D.  1864,  December  6.— N"  31)44. 
iBOULTON,  Matthew  Pibrs  Watt. — (Provisional  proteciinti 
It/). — These  improvements  consist  in  heating  seriforni  fluids  liy 
ijeoting  some  substance  (metals  or  metallic  oxides,  chlorides, 
il^cates,  borates.  Sec.]  in  a  state  of  fusion,  cooling  such  fluids  by 
rents  of  cold  water;  using  a  fan  or  blower  instead  of  a  plun- 
;  utiliiing  the  heated  products  of  combustion  to  heat  aeriform 
>>fluids ;  in  nsing  hydrogen  or  nitrogen  to  avoid  oxydiaation ;  in  a 
forin  of  reaction  wheel  in  which  tbe  hquid  enters  at  the  orifices 
in  the  circumference ;  in  employing  the  vapour  of  ether  or  other 
-volatile  liquid  to  be  evaporated  by  the  exhaust  ateam  or  air  to 
generate  heat  by  driving  Uquiil  to  and  iro  throu|{h  tubes  or  inter- 
stices ;  in  alternately  contracting  and  relaxing  pieces  of  vulcanixed 
caoutchouc  by  heating  and  cooling  agencies,  and  in  the  following 
mode  of  employing  heated  aeriform  fluid. 

The  heated  current  ia  conducted  through  a  tube  and  cooled  by 
oonduction   from   external   liquids.     A  reduction  of  pressure  is 
ed  and  air  is  forced  into  the  tube  "  by  the  atmospheric 
"  preaauee  from  without.    The  mixed  current  thus  set  in  motion 
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forces  its  way  through  a  contracted  part  of  the  tube  into  a 
chamber  beyond,  creating  pressure  in  that  chamber.  From  this 
chamber  it  is  conducted  to  a  cylinder  in  which  it  works  a  piston 
"  in  the  ordinary  way."  i 

{Trinted,  4d.   No  Drawings.] 

A.D.  1864,  December  15.— N**  3112. 
PETTIT,  Stephen. —  {Provisional  protection  only,) — ^An  iron 
vessel  exhausted  of  air  is  put  in  connection  with  an  engine  similar 
to  a  steam  engine  which  is  worked  by  the  atmospheric  air  entering 
through  the  induction  passages.  A  rotating  air  exhausting  pump 
or  fan  driven  by  the  engine  keeps  up  the  exhaustion  in  the 
vacuum  chamber,  any  little  deficiency  being  supplied  by  hand  air- 
pumps. 

[Printed,  4d,    No  Drawings.] 

A.D.  1864,  December  17.— N°  3140. 
TURNER,  William  Allen,  and  COUGHIN,  Thomas 
TowNSEND. —  {Provisional  protection  only,) — Motive  power  is 
obtained  from  air  compressed  by  a  succession  of  pumps  and 
receivers.  The  first  pump  receives  air  from  the  atmosphere  and 
forces  it  into  a  receiver,  whence  it  is  conveyed  to  a  second  pump 
of  smaller  diameter  than  the  first  which  forces  it  in  a  still  more 
highly  compressed  condition  in  a  second  receiver,  and  so  on. 
The  pumps  are  worked  from  cranks,  shafts,  or  excentrics  worked 
by  steam,  water,  or  wind  power,  and  provided  with  cog  wheels 
and  pinions.  The  toothed  wheel  actuating  the  third  pump  has  a 
greater  number  of  teeth  than  the  second  in  order  that  it  may 
turn  at  a  slower  rate  to  operate  upon  the  densely  compressed 
atmosphere,  and  the  remaining  pumps  should  be  worked  at  pro- 
portionately slower  speeds.  To  distribute  the  air  a  main  pipe 
with  a  valve  to  regulate  the  pressure  in  it  is  laid  down  from  the 
principle  receivers.  From  the  main  junctions  with  the  valves  a 
tstop-cock  conveys  the  compressed  air  to  engines  in  factories  or 
otherwise  through  the  intervention  of  a  meter  with  a  throttle 
valve  to  regulate  the  speed  of  the  engine. 
[Printed,  4d,    No  Drawings.] 

A,D.  1864,  December  19.— N«  3143. 

BONNIER,EuGi:NB  Constant  Mabie. — {Provisional  protection 
only,) — Perpetual  motion  by  atmospheric  pressure.     Two  pumps 
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communicBte  with  eacli  other  and  with  a.  pneumatic  machine 
which  produces  a  vacuum  under  the  pistons  which  move  in  the 
pumps  and  exercise  their  efforts  on  the  head  of  free  trunks, 
terminatin);  in  small  rollers  and  maintained  in  an  ohiique  position 
by  cushions.  Through  the  trunks  the  pistons  press  on  two  bent 
levers  turning  on  the  same  filed  axle  and  moving  by  their  short 
arms  and  intermediate  hara  a  balancing  pole.  The  pole  by  straps 
and  wheels  moves  a  toothed  wheel  and  a  rack,  which  gives  a  to- 
and-fro  motion  to  a  chariot  on  four  wheels.  This  chariot  goes 
over  the  large  arms  of  the  bent  levers,  levelling  successively  each 
point  to  the  level  of  the  contact  point  nith  the  rollers  on  the 
trunks.  The  machine  is  operated  so  that  each  piston  alternately 
exercises  pressure  on  its  lever,  while  the  other  piston  remains 
motionless,  supported  by  the  arm  of  a  small  iever.  Wten  the 
first  piston  is  near  the  end  of  the  stroke  it  meets  a  simikr  small 
lever,  wliich  raises  it  so  as  to  remove  its  pressure  from  the  large 
lever,  and  the  small  lever  will  be  disengaged  from  under  the  other 
piston,  which  then  presses  on  its  large  lever. 
[Trintod,8d.    DtawinB-l 

A.D.  18G4,  December  21.— N"  31 7 1 . 
RAMSBOTTOM,  Jobs,  and  BLACKBURN,  Thomas.— Im- 
provements in  engines  intended  to  utilize  the  column  and  pressure 
of  water  but  applicable  to  engines  driven  by  fluids  or  vapours 
obtained  from  different  sources.  One  or  two  cylinders  are  placed 
(if  two,  diagonally  to  each  other)  upon  trunnions  aiExed  to  a  plate 
■  of  cast  iron.  The  piston  tods  are  attached  to  a  crank;  the 
motion  of  the  pistons  causes  the  cylinders  to  oscillate  and  the 
trunnions  ou  which  they  move  are  constructed  so  as  to  form  the 
valves  of  the  engine,  the  fluid  supplying  them  both  enters  and 
escapes  from  behind  the  plate  to  which  they  are  afBsed.  When 
the  cylinders  ore  parallel  the  trunnion  valve  is  made  double  and 
secured  by  the  middle  portion  to  the  bed  plate.  Through  this 
portion  the  fluid  passes  and  distributes  itself  into  two  branches, 
each  again  divided  by  a  mid  feather  extending  tlirough  the  entire 
valve.  By  thelatter  division  the  Suld  returns  and  escapes  through 
the  middle  portion.  When  the  engine  is  required  for  reversing 
duty  an  additional  valve  worked  by  a  hand  lever  is  used,  which 
changes  the  direction  of  the  Auid. 
[Friated,  U.    Drawing  ,1 


I 

.X. 


J 


MOTIVE  POWER  ENGINES.  411 

A.D.  1864,  December  31.— N»  3260. 
SIEMENS,  Charles  WiLLiAMi — {Partly  a  communication  from 
Werner  Siemens,) — {Provisional  protection  only.) — "ParadBBb  or 
other  liquid  which  expands  greatly  on  being  heated  is  placed  in  a 
vessel  one  end  of  which  is  heated  and  the  other  cooled .  The  liqidd 
is  driven  by  a  piston  from  the  hot  to  the  cold  end  through  a  re- 
generator or  cavity  fitted  with  divided  pieces  of  metal  as  described 
in  No.  12,006,  A.D.  1847.  The  liquid  is  very  slightiy  elastic, 
but  expands  with  a  force  only  limited  by  the  resisting  force  of  the 
containing  vessel.  This  force  is  used  to  drive  a  piston  or  plunger 
forward  in  a  vessel.  The  working  power  may  be  obtained  by 
increasing  the  diameter  of  the  rod  of  the  displacing  cylinder.  On 
the  completion  of  the  outward  stroke  of  the  plunger  the  pressure 
is  released  by  means  of  a  comparatively  small  changing  cylinder 
in  permanent  communication  with  the  vessel,  and  whose  piston 
recedes  when  the  effective  stroke  of  the  working  plunger  is  ahnost 
completed.  The  engines  No.  12,631,  A.D.  1849,  and  No.  2074, 
A.D.  1860,  may  also  be  adapted  to  non-elastic  fluids.  A  cor- 
rugated steel  plate  yielding  a  little  to  the  internal  pressure  may 
in  such  cases  be  advantageously  introduced  into  the  cylinder 
cover  or  other  part. 

[Printed,  4d.    Ko  Drawings.] 


1865. 

A.D.  1865,  January  11.— N°  82. 

SPENCER,  John  Frederick.— Improvements  in  valves  of 
steam,  air,  or  gas  engines.    They  consist  of : — 

First,  two  spring  plates  or  clips  connected  at  one  end  to  a  pin  of 
a  lever  or  wrist  plate,  secured  to  a  weigh  shaft  having  a  reci- 
procating motion  produced  by  an  eccentric.  The  other  ends  of 
the  clips  have  inside  projections  which  clip  hold  of  or  gear  into 
projections  on  a  moveable  block  attached  to  the  spindle,  of  the 
admission  valve.  The  admission  valves  are  closed  by  a  trigger  or 
toe  which  by  its  attachment  to  a  fixed  point  and  the  motion  of 
the  eccentrics  and  dips  releases  both  the  spring  plates  or  clips. 
The  admission  port  is  suddenly  closed  by  a  spring. 

Secondly,  the  introduction  of  two  or  more  admission  ports  in 
each  end  of  cylinders  working  with  slide  valves. 
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Thirdly,  closing  the  valves  by  the  pressure  of  steam,  air,  gas, 
or  water  on  the  piston  of  &  smoU  cylinder  acting  oc  the  spindle  of 
valves  when  worked  by  escapement  gear, 

Foiirthly,  closing  the  valves  worked  by  such  gear  by  the  intro- 
duction of  a  spiral  steel  or  india-rubber  ring  spring  or  Bpringa 
acting  directly  on  the  haick  of  a  dash  pot  or  piston  used  in  a, 
cylinder  as  an  air  spring. 

Fifthly,  forming  one  central  chamber  fixed  midway  to  the 
cylinder  framing  arranged  to  contain  the  two  air  pistons  and  daah- 
pots  and  recoil  springs,  such  chamber  to  be  divided  by  a.  central 
diaphragm  and  to  have  moveable  ends. 

Finally,  it  ia  to  he  understood  that  in  escapement  valve  gear  to 
the  cylinder  of  every  engine  are  two  admission  valves,  two  pain 
of  clips,  two  da°h  poi  pistons,  and  two  sets  of  springs. 
[Printed,  iW.   Drawing  J 


A.D.  18S5,  JanuBiT  19.— N"  166.  (*  *) 
HICKS,  William  Cleveland.— This  invention,  relating  to 
engines  worked  by  steam,  gas,  or  other  fluid,  consists  in  a  novd 
arrangement  of  four  single-acting  cylinders,  and  in  the  con- 
struction of  the  pistons,  which  also  act  as  valves  for  the  distri- 
bution of  the  steam ;  and,  although  the  ordinary  valve  gear  and 
steam  chests  are  dispensed  with,  all  the  principles  of  the  operation 
of  ordinary  slide  valve  engines  are  retained.  The  four  cylindera 
are  rectangularly  disjiosed  on  one  plane  to  act  upon  a  central 
crank.  The  pistons  are  cylindrical  of  the  trunk  order,  recessed  to 
receive  the  connecting  rods  which  are  jointed  therein  ;  the  free 
ends  of  the  rods  abut  against  the  crank  pin.  No  couplings  are 
used,  the  ends  being  kept  in  position  by  a  ring  as  they  oscillate 
with  the  sweep  of  the  crank.  An  ordinary  slide  valve  tostart  and 
stop  the  engine,  is  used  to  admit  the  steam  into  the  several 
passages  in  communication  with  the  cylinders,  in  the  sides  of 
which  those  to  induct  the  steam  ore  situated.  The  pistons  ore 
acted  upon  in  succession  in  the  direction  of  the  crank,  the  steam 
being  admitted  to  the  cylinder  about  to  commence  its  inward 
stroke,  by  the  uncovering  of  its  induction  port  at  a  certain  part  of 
the  inward  movement,  by  the  preceding  piston,  when  the  eteam 
passage  in  the  piston  about  to  be  acted  upon  is  coincident  with  the 
tncfucdoa  port.  1'he  exhaust  from  each  cylinder  is  managed  by  a 
simihi  arrangement  of  the  valve-uefei?;  pistons.    The  disposition 
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of  the  cylinder  may  be  modified.  The  engine  may  also  be  used 
as  a  pump. 

[Printed,  Is.  8d,   Drawings.] 

A.D.  1865,  January  27.— N°  242.    (*  *) 

MOORE,  Handel. — {Provisional  protection  not  allowed,) — ^**Ira- 
^^  provements  in  applying  power  to  the  working  of  ships'  wind- 
'*  lasses,  winches,  capstans,  pumps,  and  other  ships'  gear." 

This  invention  consists  "  in  the  application  of  power  to  ships^ 
**  windlasses,  winches,  capstans,  pumps,  and  other  gear  on  board 
*'  ships  or  other  navigable  vessels,  by  means  of  compressed  air 
*'  and  by  turning  the  exhaust  into  the  stoke-hole  or  other  con- 
**  venient  situation  below  deck  for  the  purpose  of  ventilation." 
To  apply  the  invention  ''  a  steam  engine  actuating  an  air-pump 
placed  in  the  hold  or  other  convenient  situation  of  the  vessel  is 
used  to  compress  the  air  into  a  suitable  receptacle,  from  which 
it  is  conveyed  by  means  of  pipes  (by  preference  below  deck) 
by  preference  of  copper,  to  stationary  or  oscillating  cylinders 
"  connected  to  the  several  apparatus,  which  cylinders  are  fitted 
''  with  suitable  pistons,  piston  rods,  and  so  forth,  to  impart  the 
^*  required  rotary  or  other  motion  to  the  several  machines.  The 
"  exhaust  pipes  in  all  cases  'it  is  preferred  to  carry  below  deck 
"  so  as  to  enable  the  compressed  air  to  be  used  for  ventilating 
**  purposes." 

'^  In  some  cases  it  is  preferred  to  form  the  stationary  framework 
"  of  the  several  machines  hollow,  and  to  use  the  same  as  retainers 
"  for  the  compressed  air." 
[Printed,  44,   No  DrawinRrs.] 

A.D.  1865,  February  6.— N«  331. 

WATTS,  John  Isaac. — {Provisional  protection  only.) — Motive 
power  is  obtained  by  employing  ''  two  cylinders  of  equal  length 
''  and  area,  the  one  serving  as  the  working  cylinder  the  other  as 
^'  an  air  compresser,  each  cylinder  being  provided  with  a  piston 
'*  working  air  tight  therein."  There  are  two  compressed  air 
receivers.  At  starting,  an  air  pump  is  necessary  to  charge  the 
receivers,  but  the  supply  of  compressed  air  is  kept  up  by  the 
compresser  moved  by  the  main  shaft. 

[Printed,  42.   NoDrawinffs.] 
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A.D.  1866,  FebniBry  18.— N"  463.  (*  *) 
JONES,  Jambs  Ghafton, — This  invention  relates  to  the 
construction  of  beam  engines,  worked  by  steam,  compresaed 
air,  water,  or  other  fluid.  Inatead  of  "applying  the  piston  rod 
"  to  and  connecting  it  with  one  end  of  the  beam  in  the  usual 
"  manner,  the  steam  cylinder,  whether  of  a  single  or  double 
"  acting  engine,  is  mounted  on  and  moves  with  the  beam ;  and 
"  the  piston  rod,  when  it  is  a  single-acting  engine,  is  con- 
"  neoted  with  a,  weight  which  is  caused  by  the  working  of  the 
"  engine  to  be  moved  in  a  direction  to  and  from  the  &xia  of  tlie 
"  beam ;  but  when  a  double-acting  en^ne  is  used,  then  the 
"  piston  rod  h  caused  to  pass  through  and  work  in  a.  stuffing 
"  box  at  each  cud  of  the  cylinder,  and  to  give  motion  fo  two 
"  weights,  one  on  each  side  of  the  axis  of  the  beam.  It  is  pre- 
"  ferred  that  the  steam  engine  should  be  mounted  parallel  with 
"  the  beam  and  above  its  axis,  and  that  the  beam  beyond  the  axis 
"  should  be  formed  with  a  track  suitable  for  receiving  a  weight, 
"  and  it  ia  desirable  that  the  weight  or  iveighta  used  should  be  of 
"  a  cylindrical  form,  aud  caused  to  roll  or  revolve  when  moved  to 
"  and  fro  on  the  track." 
[Pi-inted,  IM.    Drawine;.] 

A.D.  1865,  February  22.— N"  501. 
BOULTON,  Matthbw  Piers  Watt. — Improvements  in  ob- 
taining motive  power  from  aeiifoim  fluids  and  irora  liquids, 
Aeriform  fluids  may  be  heated  by  injecting  in  small  jets  fiised 
metals,  alloys,  or  metallic  oxides,  chlorides,  fluorides,  and  salts 
The  heated  bquid  may  be  made  to  flow  over  surfaces  surronnded 
by  the  fluid  or  the  fluid  may  be  passed  through  it.  The  aeriform 
fluid  may  be  nitrogen  or  carbonic  oxide,  in  order  to  prevent  oxi- 
dation of  material.  The  products  of  combustion  of  the  fomacc 
used  to  keep  the  liquid  fused  may  be  employed  to  generate  steam 
for  motive  power  or  to  heat  the  air  supplying  the  furnace  by  pass- 
ing through  passages  or  regenerators  similar  to  those  in  Stirling's 
engine.  Water  may  be  injected  on  to  the  piston  or  valves,  and 
be  convorted  into  steam.  Petroleum  may  be  distilled  before  cmn- 
hustjon  by  making  it  pass  in  contact  with  the  exterior  of  the 
combustion  chamber.  Heated  aeriform  fluid  may  be  made  ta 
I'aaue  iato  a  passage  communicating  with  the  air  by  which  a  larger 
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quantity  of  fluid  of  lower  temperature  and  pressure  is  obtained, 
or  instead  of  air  the  heated  fluid  may  in  its  passage  set  a  current 
of  liquid  in  motion  and  act  on  vanes  or  any  suitable  instrument 
to  produce  motive  power. 
[Printed,  Is,    Drawing.] 

A.D.  1865,  March  4.— N^  611. 

BROOMAN,   Richard  Archibald.: — {A  communication  from 
Joseph  Flandrin,) — "  Motive  power  firom  ammoniacal  gas," 

The  machinery  by  which  this  is  obtained  consists  of  two  gene- 
rators placed  in  boilers  and  containing  spiral  tubes  into  which 
steam  is  admitted  (the  first  boiler  is  heated  by  a  furnace  and 
the  second  by  a  flue)  a  receiver,  four  condensers,  and  six  distri- 
buting boxes  which  are  placed  in  a  line  and  worked  together  by  a 
dislzibuting  axle.  To  work  the  engine  the  air  is  exhausted  and 
then  water  is  placed  in  the  first  two  condensers,  water  with  some 
anunonia  in  the  3rd  condenser  and  a  strong  solution  of  ammonia 
in  the  1st  generator.  The  hot  exhaust  gas  coming  £ro^I  the  work- 
ing cylinder  is  re-dissolved  in  the  1st  condenser  causing  the  liquid 
to  become  heated,  and  at  the  same  time  a  force  and  suction  pump 
extracts  the  gas  from  the  3rd  condenser  and  forces  it  into  the  1  st. 
After  the  water  in  the  condenser  has  become  saturated  the  pressure 
of  the  free  gas  forces  up  a  small  piston  in  the  cover  by  means  of 
which  the  distributing  axle  is  turned  round.  This  causes  the 
exhaust  gas  to  enter  the  2nd  condenser,  opens  a  commimication 
between  the  1st  condenser  and  the  2nd  generator  into  which  the 
hot  saturated  liquor  passes,  and  also  opens  a  communication 
between  the  1st  generator  and  the  receiver,  through  which  the 
spent  liquid  is  forced  by  the  pressure  of  gas.  When  all  this  liquid 
is  decanted  some  gas  also  enters  the  receiver  and  forcing  up  a  small 
piston  again  turns  the  distributing  axle.  By  this  second  motion 
the  communications  between  the  generators  and  the  first  con- 
denser and  receiver  are  closed  and  a  communication  is  made 
between  the  receiver  and  the  4th  condenser  into  which  the  liquid 
from  the  receiver  enters  and  where  it  cools,  this  being  aided  by 
the  operation  of  the  force  and  suction  pump  which  draws  ofp  the 
gas  and  a  little  steam  and  forces  them  into  the  2nd  condenser. 
At  the  same  time  the  fluid  from  the  2nd  passes  into  the  fijrst 
generator. 

[Printed,  1«.  8(2.   Drawings.] 
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A.D.  18C5,  Match  8— N'  651.  (*  *) 
CLARK,  WiLUAM. — (A  eommunicalioa  from  Aitffitsle  Gfrin.y 
^Provmosal  protection  only.) — This  invention  relates  to  a  rotatory 
BDgine,  wherein  is  comhined  the  rectilineal  to-and-fro  matian  of 
sixteen  singlc'actiitK  pistona,  which  work  in  (flinders,  circum- 
posed  at  an  acute  angle  to  the  radius,  round  a  disc,  which 
revolves  on  a  central  axis.  The  rods  of  these  pistons  act  diame- 
trically in  pairs,  b;  means  of  connecting  rods,  the  ends  of  which 
are  jointed  to  the  ends  of  the  piston  roda,  so  that  the  outward 
Rtroken  of  the  pistons,  as  they  each  in  sncceasion  arrivie  at  one 
point  in  the  revolution,  lift  the  pistons  to  which  on  the  oppo- 
side  side  of  the  likis  the;  are  reape(:tively  coupled,  ready  for  the 
outward  stroke,  when,  on  arriving  at  the  point  of  action,  the 
induction  steam  pojaaffe  corresponds  with  the  passage  of  supply, 
which  is  directly  over  the  axis.-  The  pistons  are  then  in  sue- 
ceasion  driven  from  the  centra  of  rotation  to  the  end  of  the 
stroke,  whilst  the  pistons  to  which  they  are  coupled,  are  ramul'^ 
taneously  raised  to  the  centre,  so  that  as  the  disc  rotates,  all  the 
descending  pistons  on  one  aide  the  vertical  plane  of  the  axis, 
Ble  at  the  greatest  distance  tberefrem,  whilst  all  the  pistona  on 
the  other  aide  are  drawn  towai'da  it,  and  it  is  this  diffierence  in 
the  leverage  or  weight  of  the  pistons,  with  regard  to  the  central 
fulcrum  or  axis,  which  causes  the  disc  to  rotate. 
[Prial«d.  Sd.   Drawing-l 

A.D.  1865,  March  15.— N"  731. 
SMITH,  Hvaa.—{ProviBioaal protectioa  ortly.)—Thia  is  for  BrinK 
the  mixed  charges  of  air  and  gas  engines  hy  vapour  which  bums 
spontaneously  on  coming  in  contact  with  air.  When  the  cylinder 
is  charged  with  gas  and  air,  some  gas  is  introduced  which  has 
passed  over  bottles  containing  liquid  phosphide  of  hydrogen  and 
comes  with  it  the  vapour  of  the  phosphide  which  on  meetinf;  with 
ii  ignites,  and  an  explosion  at  once  takes  place. 

[Printed,  W.    JJo  Drawingi.] 

A.D.  1865,  March  23.-^'S'  818. 
VON  RATHEN,  Anthony  Bebnhard  Baron.— Compressed 
consisting  in    a  power  wheel,  which  turns  in  one  direc- 
I  tfpD  and  is  driven  by  compressed  uii  contained  in  two  closed 
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chambers  within  the  wheel.  The  chambers  are  closed  by  divisions 
of  the  surrounding  cylinder,  and  are  triangular  in  form,  one  of 
the  sides  of  one  triangle  being  parallel  to  one  side  of  the  other 
triangle^  and  these  sides  are  placed  at  the  opposite  ends  of  a 
diameter.  The  pressures  on  the  parallel  sides  are  countelrbalanced 
either  by  a  hollow  piston  in  the  form  of  a  parallelogram  or  tiy 
closing  the  parallel  sides  by  triangles  turning  on  shafts  or  itxles 
placed  at  one  angle,  or  by  catting  a  cavity  through  the  whole 
length  of  the  wheel  on  both  sides  towards  a  centre  piece  ending 
down  closed  parallels  from  both  sides,  such  cavity  containing  a 
sliding  metal  box  or  oblong  parallelogram.  Two  other  sides  of 
thei  triangles  are  in  the  same  diameter  of  the  wheel,  and  the  third 
sides  are  formed  by  the  periphery.  The  compressed  air  aiDts  oii 
the  sides  in  the  same  diameter,  upwards  in  one  chamber,  and 
downwards  in  the  other,  and  the  re-acting  force  being  counter- 
balanced, the  whejel  must  move  wilh  a  force  nearly  equal  ta  the 
united  expansive  force  in  the  two  chambers.  A  second  wheel 
turning  in  the  opposite  direction  must  be  provided  where  reverse 
motion  is  wanted.  The  engine  is  also  provided  with  air  eom-^ 
pressing  apparatus,  a  reservoir  for  compressed  air,  a  regulator, 
feed  box,  and  box  for  transferring  the  air  from  on^  wheel  ^o  the 
other. 

[Printed,  7«.2<f.   Drawings.] 


A.D.  1865,  March  23.— N»  827.  (*  *) 
BOULTON,  Matthew^  PiBRS  Watt. — ^This  invention,  which 
relates  to  "  obtaining  motive  power  from  aeriform  fluids  and  from 
*'  liquids  "  has  for  its  ob|}06t  the  utilization  of  heat  evolved  by 
combustion,  for  producing  motive  power  through  a  greater  than 
the  ordinary  range  of  temperature  and  pressure,  in  order  that  i 
larger  proportion  of  the  heat  may  be  converted  into  mechanical 
effect. 

Valves  used  for  regulating  the  passage  of  highly  heated  aeriform 
fluids,  work  in  valve  chambers  containing  liquids  the  level  of 
which  when  caused  to  rise  clpses  the  fluid  way,  and  which  orifiee 
is  opened  when  the  level  of  the  liquid  falls.  This  effect  is  pro- 
duced by  means  of  a  plunger  which  is  actuated  by  the  engine. 
Two  valves  may  be  employed,  one  exposed  to  the.  greatest  heat 
partdally  closing,  and  the  other !  protected  by  the  first  entirely 
closing  the  passage.    The  valve  may  be  constructed  with  internal 

A.  1^1^ 
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passBtfes,  throojijh  which  a  oorrent  of  cold  water  mij  he  caused  to 
flow  for  the  purpose  of  keeping  the  vaJve  cool. 

When  producta  of  combostioD  are  employed  to  work  »  piston, 
the  induction  valves  shut  off  the  supplies  of  infianunable  fluid 
and  ur  previoaa  to  their  combination,  ignition  bunK  caiued 
dthcx  by  a  flame  burning  in  the  passage  or  orifice,  or  bjr  meana 
of  an  electric  spark. 

Artificial  streams  or  falls  of  water  or  liquid,  set  in  motion  b; 
jets  of  high-pressure  aeriform  fluid,  are  employed  to  produce 
motive  power.  Two  vessels  of  imequal  height  are  united  by  a 
passage  for  the  free  interflow  of  liquid.  Aeriform  fluid  under 
pressure  is  blown  into  the  liquid  in  the  highest  vessel,  which  is 
thereby  caused  to  overflow,  the  Uquid  falling  into  the  lowo^  yewel, 
&ud  this  constant  fall  is  availed  of  for  Riving  motion  to  a  wheel, 
turbine,  or  engine. 

Artificial  streams  may  he  set  in  motion  by  the  impulsive  force 
of  jets  of  high-pressure  aeriform  fluid,  and  caused  to  act  upon 
vanes  attached  to  rods  which  work  to-and-&o,  and   impart  reci- 
procating motion  to  machinery. 
[Prtnlod.  IM.    Dmwlng.] 

A.D.  1865,  March  .■?!.— N"  905. 
PINCHBECK,   John.— (Procmonai  prolKtinn  oniy.)— This  ia 
for  connecting  the  exhaust  pipe  of  the  cylinder  of  engines  worked 
by  the  explosion  of  air  and  gas  with  a  condensing  chamber  in 
which  either  jet  or  surface  condensers  may  be  used. 

CPriutcd,  4(f .  SoDrawiDgaJ 

A.D.  1865,  April  1.— N"  930. 
HAENLEIN,  Paul. — (Prowsionoi  protection  only.) — "  Navigable 
"  balloons  "  are  mode  of  a  "pai^boloid,  elypsoid,  hyperboloid," 
or  Bonie  similar  form,  and  are  furnished  with  one  or  more  rudders 
or  steering  vanes  and  propelled  by  a  screw  or  paddles  worked  by 
»  gas  engine  of  cast  steel,  which  is  worked  by  coal  gaa  or  hydin- 
gen  derived  from  the  balloon  itself,  whose  place  is  supplied  by 
fotdng  in  atmospheric  air  while  the  difference  of  weight  is 
equalized  by  discharging  ballast. 

tPrinted,*/.    Drawliw.] 
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A.D.  1865,  April  4.— N»  949. 
BROOKES,  William. — {A  communication  from  Joseph  Perri" 
gault,  Marie  Joseph  Denis  Far  cot ,  Jean  Joseph  Leon  Farcot,  Michel 
Basile  Abel  Farcot,  Joseph  Etienne  Ehi  Chdteau,  and  Emmanuel 
Denis  Farcot,) — Motive  power  is  obtained  from  the  action  of 
steam,  gas,  or  other  fluids,  on  revolving  wheels. 

*'  In  order  to  produce  intermittent  impulses  the  floats  or  vanes 
of  the  wheel  are  of  form  variable  enclosed  between  two  parts 
of  the  same  fixed  case.  The  fluid  being  introduced  with  a 
certain  velocity  comes  in  contact  with  one  of  the  floats  of  the 
wheel  giving  to  it  a  part  of  its  velocity  and  then  escapes  by  a 
lateral  orifice  which  conducts  it  upon  another  float  to  which  it 
likewise  gives  a  part  of  its  velocity.  The  fluid  thus  acts  sue^ 
cessively  upon  the  different  floats  or  vanes  of  the  wheel  losing 
each  time  a  fraction  of  its  velocity  approidmating  to  that  of  the 
'^  wheel  and  it  will  at  the  end  of  the  motion  have  given  off  Hb 
*'  power  ahnost  entirely  without  requiring  great  velocity  of  rota- 
*'  tion  as  in  wheels  as  ordinarily  arranged/' 

For  continuous  impulses  it  is  suf&cient  to  prolong  sufficiently 
one  of  the  floats,  which  may  be  done  by  giving  the  wheel  the 
^ma  of  a  spiral  or  involute  of  a.  circle.  Several  arrangements  of 
the  floats  and  conduits  are  described.  In  most  the  conduits  am 
coiled  in  such  a  way  as  to  return  the  conducting  orifices  in  the 
same  direction  as  the  primitive  orifice.  The  blades  or  vanes  may 
be  straight  or  curved  and  perpendicular  or  otherwise  to  the  plane 
of  rotation,  and  in  some  arrangements  are  inclined  in  helices. 
The  conduits  or  jets  of  injection  and  rejection  are  in  some  cases 
constituted  spontaneously  by  the  effect  of  the  form  of  the  case 
and  of  the  vanes. 

[Printed,  1«.  lOd .    Drawings.] 

A.D.  1866,  April  6.— N»  986. 
HUGON,  PiERBE. — ^This  invention  consists  in   effecting  the 
combustion  or  explosion  of  gas  in  a  gas  engine  by  means  of  slide 
or  other  valves  carrying  gas  burners  supplied  with  gas  under 
pressure. 

The  working  cylinder  has  three  valves.  The  first  being  the 
inlet  and  outlet  valve,  and  also  carrying  two  burners.  The  second 
regulates  the  injection  of  the  motive  gaseous  compound  and  of 
a  shower  of  water,  and  the  third  admits  water  for  the  purpose 
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of  cooling  the  cylinder.  Aa  the  piston  descends  it  draws  the 
ejrploaive  compound  into  the  cylinder  and  when  it  haa  arrived  at 
say  two-fifths  of  its  stroke,  the  first  of  the  three  valves  descend*, 
shuts  the  inlet  passage,  and  brings  one  of  the  burners  in  contact 
with  the  explosive  compound.  The  burner  is  extinguished  by  the 
exploeion,  hut  is  immediately  relighted  by  an  external  burner. 
The  three  valves  may  be  replaced  by  other  valves  whose  con- 
Btruction  is  described,  one  being  arotutory  valve  carrying  abumer 
and  serving  the  purpose  of  the  three  valves  before  described. 

CPrintod,  ]>.  4d.    Drawings.] 

A.D.  1865,  April  I/.— N"  10/4. 
DE  ST.  C6;RAN,  Louis. — "  Gaa-aramoniacnl  engines." 

Water  saturated  with  ammonia  is  heated  in  a  boiler  and  the 
gas  posses  off  by  a  worm,  in  a  pipe  through  which  oold  air  is 
driven,  and  by  a  second  worm,  immersed  in  a  vessel  of  cold  water, 
and  thence  by  a  two-way  cock  into  one  of  two  receivers  in  which 
the  preisure  being  the  same  as  in  the  boiler  it  liquefies.  Thecock 
is  then  closed  and  the  pressure  being  reduced  the  liquid  evapo- 
rates and  passes  through  a,  worm  immersed  in  a  current  of  warm 
water  to  the  working  cylinder.  The  cold  produced  by  such 
evaporation  helps  to  liquefy  the  gas  in  the  other  receiver.  From 
the  cylinder  the  gas  passes  to  the  condenser  where  it  is  absorbed 
by  very  cold  water,  and  a  vacuum  is  produced  on  one  side  of  the 
piston.  The  water  from  the  condenser  is  pumped  through  a  pipe 
into  the  boiler.  In  this  pump  is  a  worm  by  which  the  impoverished 
water  from  the  boiler  posses  out,  giving  up  its  heat  in  part  to  the 
water  entering  the  boiler.  From  this  worm  the  impoverished 
■water  is  forced  into  the  pipe  containing  the  worm  which  leads  the 
gas  from  the  receiver  to  the  cylinder,  and  thence  into  water  spaces 
surrounding  the  receivers  where  it  nearly  freezes  from  the   cold 

I  produced  by  the  evaporation  of  the  ammonia.  It  afterwards  passes 
to  the  condenser. 
[Printed,  Sii.    Dma'inB.] 
A.D.  1865,  April  35,— N"  1156. 
JACQUELIN,  CbAUDB,  junior.— [PcocisioHoi  pTotretioa  only.) 
— Two  principal  wheels  turn  in  the  same  direction  ou  the  same 
Axie,  one  being  immersed  in  a  tank  and  composed  of  moveatde 
teeth  which  by  the  aid  of  counterweights  rise  or  &11  a«  they 
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approacb  or  recede  from  the  centre  of  gravity  of  the  wheels  heing 
lifted  on  the  side  where  they  receive  balloons  filled  with  com* 
pressed  air^  and  laid  down  in  a  contrary  direction  on  the  other 
side.  The  second  wheel  receives  the  balloons  at  its  upper  part 
through  a  channel,  and  descends  them  to  its  lower  part  in  a  funnel 
which  replaces  them  in  each  cylinder  of  a  table,  charged  in  its 
circular  motion  to  reintroduce  them  under  the  tank.  The  table 
is  formed  of  ledges  which  lower  themselves  level  with  a  fixed 
piece  and  form  with  it  a  groove  closed  by  the  tail  piece  of  the 
tank.  The  ledges  pass  under  this  piece  to  form  cavities,  each  of 
which  receives  a  balloon  and  passes  under  the  tail  of  the  tank  to 
the  water  where  the  balloon  leaves  it.  The  water  is  kept  at  the 
flame  level  by  a  feeding  basin  into  which  the  water  which  is  lost 
by  the  passing  out  of  the  balloons  is  pumped. 
CPrinted,  4d.   No  Drawings.] 

A.D.  1865,  May  10.— N^  1301. 
RICE,  William  Joseph. — In  this  invention  there  are  two  or 
more  chambers  in  which  work  pistons  connected  to  the  ends  of  a 
l)eam.   The  piston  is  provided  with  valves.   Below  it  is  a  vibrating 
diaphragm  mounted  on  a  rocking  shaft  and  provided  with  a  sector 
piece.    The  shaft  carries  another  diaphragm  working  in  a  chamber 
<;ohnected  with  a  reservoir  filled  with  compressed  air.   The  engine 
is  started  by  compressed  air  from  this  reservoir  being  supplied 
to  a  small  auxiliary  engine  and  at  the  same  time  compressed  air 
is  supplied  above  the  piston  which  is  forced  down.    The  dia- 
phragm is  thus  forced  down,  the  air  beneath  it  is  compressed  and 
forced  in  the  compartment  behind  the  diaphragm  in  the  chamber 
communicating  with  the  reservoir,  and  the  air  on  the  other  side  of 
this  diaphragm  will  be  forced  into  the  reservoir.    During  the 
descent  of  the  last  diaphragm  the  compartment  above  it  is  filled 
with  air  from  the  atmosphere  through  a  valve.    The  valves  in  the 
piston  are  opened  by  its  descent  and  the  compressed  air  thus 
passing  below  it  will  assist  in  its  rise.    In  this  way  the  engine 
compresses  its  own  air. 
[Printed,  lOrf.   Drawing.] 

A.D.  1865,  May  29.— -N^  1468.    (*  *) 
MOSELEY,  Henry.— This  invention  relates  to  engines  of  the 
Rotating  dass,  for  obtaining  motive  power,  and  for  otherlpurposes. 
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counts  of  two  cylindeis,  one  coacentric  witiiin  tbe  otber,  &nd 
luch  BroaUcr  di&meter,  that  an  annular  apitce  b  formed  between 
t  the  two,  the   BmEillcr  cylinder  exactly  fitting  leogthwise  to   the 
I  interior  between  the  ends  of  the  larger.     Along  the  peripheiy  of 
small  cylinder  there  is  a  projecting  steam  resistant  ridge,  which 
nds  8o  far  across  the  annular  space,  that  a  packing  strip  placed 
I  groove  formed  along  the  edge  of  the  ridge,  is  brought  into 
I  oontact  with  the  internal  surface  of  the  large  cylinder,  thereby 
I  longitudinally  dividing  tbe  annular  space.    The  axis  on  which  the 
I  iCylinders  are  mounted  is  tabular  from  each  end  to  the  cenlfe, 
'    where  the  communication  is  stopped  by  the  interposition  of  a 
diaphragm.      Diametrally  opposite  each  other,  are  two  radially 
I  -sliding  pistou  plates,  which  fit  into  deep  grooves  or  recesses  formed 
a.  the  larger  cylinder.    The  grooves  are  longitudinally  disposed 
in  opposite  aides  of  tbe  axis.anddiverge  beyond  tbe  innerciroum- 
ferential  surface,  to  a  depth  through  tbe  metal,  more  than  equal 
to  the  breadth  of  the  annular  apace,  across  which  when  the  piston 
plates  are  convergontly  projected,  so  as  to  touch  the  inner  cylin- 
a  portion  of  each  plate  will  remain  in  its  respective  groove, 
I  alternately  diverging  in  order  that  the  resistant  ridge  on  the  inner 
]  cylinder  may  not  come  in  contact.    The  axis  and  inner  cylinder 
I  toe  fixed,  whilst  the  outer  cylinder  revolves  and  gives  off  motion 
and  power.  The  piston  slides  are  moved  in  and  out  of  the  grooved 
JTeceSBeB  by  means  of  rollers,  which  traverEe  excentric  paths  formed 
in  cams  fixed  on  the  axis.     The  steam  or  other  fluid  acts  in  one 
direction  against  the  resislant  ridge,  and  in  the  other  against  the 
'piaton  elides,  and  thuacauBee  the  rotation  of  the  outer  cylinder,  aa 
the  slides  alternately  come  round  and  are  projected  across  the 
I  ^Iflnular  apace,     llie  irictional  parts  are  suitable  packed.    Modifi- 
cations are  described. 

CFrlcted,  3>.  &!.    DnwingB.] 


A.D.  1865,  June  8,— N"  1563. 

TUCKER,  Samubl  Blatchford.  —  (^  commimieatim  from 

VyTUs   W.   Baldtoia,   and   Walter   Davis   Richards.)— •' ImpKVt- 

"  ments  in  caloric  or  heated  air  engines." 

The  first  set  of  improvements  consists  in  isolating  the  fiiniace 

I   from  the  rest  of  the  engines ;  arranging  the  axiB  of  the  air  engine 

Lin  a  vertical  plane  through  the  centre  of  tbe  main  abaft  to  serve  as 

»  auppoH  for  its  bearings  ami  so  i*to  be  worked  directly  from  the 
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main  crank ;  arranging  and  guiding  a  flexible  disk  valve ;  making 
the  exhaust  valve  seat  so  that  it  can  be  removed  fbr  inspeddon 
without  removing  the  valve  chesty  and  in  a  construction  of  the 
exhaust  valve ;  placing  a  secondary  fire-box  between  the  main 
box  and  the  valve  chamber^  and  furnishing  it  with  a  flame  fh)m 
a  gas  jet  or  oil  to  ignite  the  unconsumed  gases ;  preventing  the 
communication  of  heat  from  the  lower  hot  portion  of  the  engine 
cylinder  to  the  upper  portion  by  circulation  water  pipes,  and  ar- 
ranging the  air  passages  of  the  furnace  so  as  to  pass  in  air  at 
higher  or  lower  points. 

The  second  set  consists  in  providing  two  or  more  fire-boxes  for 
the  supply  of  a  single  cylinder;  cutting  off  the  flame  and  inter- 
cepting the  ashes  by  a  tortuous  passage  leading  to  the  valves ; 
supplying  the  whole  of  the  air  above  the  fuel ;  providing  the  iiop 
of  the  furnace  with  a  cavity  supplied  with  water  to  utilize  the 
heat  escaping ;  encasing  the  valves  and  passages  leading  to  them 
in  a  caviiy  through  which  cold  air  passes  to  the  furnace ;  placing 
the  entrance  port  so  as  to  discharge  directly  under  the  centre  of 
the  piston ;  forming  the  lower  part  of  the  cylinder  of  fire-biick 
or  other  non-conductor ;  and,  lastly,  in  the  construction  of  an 
improved  leather  packing. 

[Printed,  2s.  2<2.   Drawings.] 

A.D.  1866,  June  20^N*>  1656. 

CLARK,  William.  —  (A  eommtmication  from  Jules  Cfros,)  — 
Gases  for  the  production  of  motive  powers  are  generated  from 
fulminating  substances  placed  in  caps  in  channels  contained  in 
a  chamber,  and  struck  by  hammers  at  the  desired  times.  The 
gas  thus  produced  drives  out  the  air  from  the  chamber  into  a 
larger  chamber  or  reservoir,  which  communicates  with  the  first  by 
a  valve.  From  this  chamber  the  air  and  compressed  gases  are 
conducted  to  the  apparatus  intended  to  transform  their  pressure 
into  available  power. 
[Printed,  &{.   Drawings.] 

A.D.  1866,  July  11.— N»  1832. 

DUFR!6n6,  Hector  Augusts. — {A  eommumeationfrom  Charles 
Tellier,) — {Provisional  protection  only,) — Liquid  ammoniacal  gas 
is  enclosed  in  any  suitable  place,  and  at  the  same  time  about  five 
times  a  greater  quantity  of  water  is  used.    The  whole  of  the  gas 
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IS  ev&pot!ated,  and  becomes  fit  tot  a  motive  power  &t  a  pressure  of 

I    About  ten  atmoapheKB.   The  effect  is  regular,  "the  caloric  neces- 

'  aoiy  tot  the  gasification  of  the  ammonia  is  fumiahed  constantly 

'  hj  the  caloric  of  condensation  (and  in  combination)  dtaengajied 

'  in  the  aqueous  solution."     The  aolution  formed  by  the  ammonia 

ia  collected,  and  regenerated  for  the  recovery  of  the  ammonia  it 

I  ^ntains,  which  is  again  liquified  and  used  as  before, 

llPrinted,  4d.    No  Drawings.] 

A.D.  1S65,  July  19,— N°  18"4. 

I  LUDEKE,  JoHANN  Eknst  Friedbich.— Motive  power,  by  ca- 

■  piUary  attraction,  may  be  obtained  in  various  ways,  some  of  which 
'e  given  by  way  of  illustration.  In  one  a  case  in  the  shape  of  a 
double  blow-bellows  has  one  side  which  works  on  a  pivot,  causing 

[  one  aide  to  be  open  or  expanded,  and  the  other  close  or  contracted, 
ies  of  plates  or  sheets  of  perforated  iron,  india-rubber,  (jutta 
fereha,  wire  work,  or  other  substance,  between  which  is  fixed 

I  Sponge,  cotton,  or  other  absorbing  material  ia  placed  perpendicu- 
larly within  the  case,  which  is  then  fiUed  with  quicksilver,  water, 

I  OF  aiiothei!  liquid.  The  moveable  side  is  made  by  some  mechanical 
contrivance  to  close  one  end,  by  which  the  fluid  is  made  to  flow 
to  the  other  aide,  which  will  take  that  end  of  the  case  in  the  shape 
of  a  blow-bellows  down.  Tliia  end  is  then  closed,  and  the  other 
end  opened,  by  which  means  the  water  or  liquid  goes  by  attraction 
to  the  opposite  side,  and  an  alternate  up  and  down  movement  ia 
produced.  In  another  metliod  a  aeries  of  wheels  revoli-ing  on  a 
common  axis  are  placed  in  a  tank  filled  to  about  a  third  iu  liquid, 
which  rises  on  one  side  of  the  wheels  by  capillary  attraction,  but 
is  prevented  from  doing  so  on  the  other  by  projections  fixed  to 
the  task.  An  overweight  on  one  side  is  thns  produced,  which 
causes  revolution  of  the  wheels.  The  same  result  is  produced  by 
two  wheels  nearly  touching  at  one  side,  but  further  off  on  the 
other.  The  space  between  the  wheels  is  filled  with  sponge,  felt, 
or  similar  substances.  The  over  weight  is  caused  by  the  fluid 
being  squeezed  down  at  one  end  than  the  other.  Two  bars  or 
rods  increased  in  size  towards  the  ends,  and  acting  on  a  pivot  in 
n  up  and  down  motion  may  also  be  used,  the  ends  being  fitted 

I  with  sponge  or  other  material. 

[Printed,  W.    l>r»wraK.] 


J 
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A.D.  1865,  July  22.--No  1910. 

FEJ^R!^,  Edmund.  —  {Proviaional  protection  only,) — ^Two  fixed 
<^linders  are  each  divided  into  two  parts  by  a  central  valve.  The 
upper  parts  are  fiUed  with  water,  and  the  lower  ones  fitted  with 
internal  telescopic  cylinders  sliding  within  them,  and  having  air 
chambers  which  expand  or  collapse.  These  air  chambers  com- 
municate with  external  chambers  by  tubes  passing  through  the 
bottoms  of  the  internal  cylinders.  The  external  chambers  have 
moveable  taps  connected  by  rods  to  a  crank  shaft;.  One  of  the 
valves  being  opened,  the  water  will  descend,  and  force  the  air 
j&om  the  internal  cylinder  into  the  external  chamber.  The  second 
internal  cylinder  is  then  raised  by  a  balance  lever  or  levers,  and 
an  alternating  motion  is  thus  obtained,  which  gives  a  continuous 
rotation  to  the  crank  shaft. 
[Printed,  4<2.    No  Drawings.] 


A.D,  1865,  July  22.— N<»  1915. 

BOULTON,  Matthew  Pibrs  Watt. — Improvements  in  ob- 
taining motive  power  when  heated  air  is  employed. 

These  are  making  the  rods  of  the  valves  to  pass  through 
chambers  cooled  by  water ;  cooling  the  heated  aeriform  fluid  by 
injecting  water ;  a  mode  of  injecting  heated  fluid  into  a  vessel 
oontfunihg  aeriform  fluid  under  pressure  by  opening  two  or  more 
valves,  so  that  the  heated  fluid  flows  in  through  the  lowest ; 
heating  air  by  attaching  to  the  lower  end  of  the  plunger  a  per- 
forated vessel,  which  is  made  to  dip  into  fused  metal,  salt,  or  other 
body ;  igniting  a  mixture  of  air  and  inflammable  gas  at  a  high 
pressure  after  the  piston  has  moved  a  certain  space,  so  that  no 
hot  gas  passes  through  the  induction  valve,  and  protecting  the 
eduction  valve  by  interposing  fluid  during  the  performance  of  the 
work ;  obviating  the  shock  to  the  machinery  from  the  explosion 
by  using  two  pistons  with  a  cushion  of  air  between  them,  which 
air  may  be  compressed  by  the  shock,  and  forced  into  a  vessel, 
whence  it  can  be  supplied  to  mix  with  the  inflanunable  gas  or  to 
work  machinery;  and  producing  motive  power  otherwise  than 
by  working  a  piston.  This  is  done  by  making  heated  aeriform 
fluid  issue  in  a  constant  stream  into  a  passage  communicating 
with  the  air  by  one  or  more  openings.  Air  is  drawn  or  sucked 
into  this  passage^and  the  mixed  fluid  passes  into  a  chamber. 


426  AIR,  GAS,  AND  OTHER 

where  it  creates  pieBsure,  and  ma;  be  aaed  to  perform  work.  The 
fluid  may  also  he  injected  by  beinjt  made  to  pass  through  k 
gradually  expanding  passage  as  in  Gifford's  injector,  No,  1665, 
A.D.  1S58.  Various  modes  of  utilizing  the  waste  beats  either  in 
a  thermo-electric  pile  or  to  generate  vapour  or  otherwisa  are  also 
described.  Some  of  these  improvementB  are  described  only  in  the 
provisional  speciflcatiou. 
[Prinltd,  1».    Drawing.] 

A.D.  1866,  July  28.— N»  1958.    {•  *) 
NEWTON,  William  Edwamj- — (A  comtaatUcatUmjTom  Jimry 
Jsham.] — This  invention  relates  to  a.  water  meter,  which  may  be 
employed  as  a  water,  rbs.  or  steam  engine. 

It  "  consists  of  a  group  of  any  number  of  cylinders  (four  by 
"  preference),  each  provided  with  a  piston,  and  arranged  round 
"  s  central  aiis  of  rotation.  These  cylinders  are  open  at  their 
"  lower  ends,  and  in  their  revolution  round  their  axes  they  pass 
"  in  succession  over  an  induction  way  to  receive  the  water  or 
"  other  fluid  which  actuates  and  raises  the  pistons  in  tbe  oylio- 
"  ders.  The  cylinders  then  pass  over  an  eduction  way,  through 
"  which  the  water  or  other  fluid  is  discharged,  and  the  pistons 
"  descend.  The  pistons  are  connected  by  rods  with  a  plate 
"  mounted  on  a  hub  or  with  the  arms  of  a  hub  which  taiae 
"  on  an  axis  placed  at  an  Bngle  with  the  axis  of  the  group 
"  of  cylinders." 

"When  water  or  other  fluid  under  pressure  passes  from  the 
"  induction  pipe  into  any  one  of  the  cylinders  it  acts  against  and 
"  forces  the  piston  of  that  cylinder  upwards,  and  this  action,  by 
"  reason  of  tbe  inclination  of  the  axis  of  the  plate,  causes  the 
"  elnster  of  cylinders,  with  their  appendages,  to  rotate  about 
"  their  common  axis,  and  that  cylinder  which  is  on  the  oppoeite 
"  aide  of  the  axis  is  thereby  caused  to  pass  over  the  eduction 
"  way,  into  which  the  water  or  other  fluid  is  discharged  by  the 
"  downward  motion  of  its  piston.  Before  the  eduction  pipe  is 
"  opened,  the  water  or  other  fluid  discharged  into  the  eduction 
"  way  escapes  through  the  outer  portion  of  the  eduction  aperture 
"  or  port  into  and  fills  the  case,  making  a  counter  pressure  on 
"  the  upper  surface  of  the  piston,  thereby  producing  an  equili- 
"  Ivium,  and  holding  tbe  meter  or  engine  in  a  state  of  rest ;  but 
'  the  moment  the  eiluctian  -wsj  ot  \iiye  is  opened  for  the  e9c^>e 
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**  of  water  or  oi^er  fluid  the  eqtiiHbritim  is  destroyed,  and  the 
*'  met^  or  engine  started  and  worked  in  exact  proportion  to  the 
^  capacity  of  the  discharge,  the  surphis  pressure  bdng  balanced 
^  by  the  fluid  in  the  smrrounding  case.  The  surrounding  case 
^  should  be  provided  with  a  small  cock  or  yalve  to  permit  the 
**  escape  of  air  until  it  is  filled  with  water  or  other  actuating 
«  fluid.'* 

"  When  employed  as  a  meter  for  measuring  the  flow  of  water  or 
^'  other  fluids,  the  hub  of  the  plate  should  be  connected  with 
''  suitable  registering  mechanism,  but  when  used  as  a  motor  the 
"  hub  is  to  be  provided  with  a  belt,  wheel,  or  other  gearing  for 
^  transmitting  motion.'' 

[Printed,  lOd.    Drawing.] 

A.D.  1865,  July  31.— N*  1973. 

STOLL,  John  James. — {Provisional  protection  only,) — Motive 
power  is  obtained  from  two  similar  wheels  on  the  same  axis. 
Each  is  provided  with  a  number,  say  twenty-four,  levers  or  spikes 
on  which  smaller  wheels  run  as*  a  train  on  a  railway.  The  sides  of 
the  large  wheels  are  divided  into  zones,  each  having  a  fresh  divi- 
sion of  small  wheels,  and  all  the  wheels  on  the  same  lever  are 
connected  by  bars  or  chains.  A  weight  is  attached  to  each  of  the 
axes  of  the  last  or  external  division  of  small  wheels.  If  a  new 
small  wheel  be  attached  to  each  end  of  the  pivot  of  the  inner 
division  nearest  to  the  axis  of  the  large  wheels^  and  made  to  run 
over  a  bar  forming  an  inclined  plane^  it  will  be  found  that  (the 
sets  of  small  wheels  having  ascended  and  been  fixed  by  a  spring 
or  suitable  contrivance  and  maintained  so  till  relieved  on  their 
descent)  the  weight  on  the  extended  or  loaded  or  descending  levers 
is  about  double  that  necessary  for  the  continued  ascent.  The 
inclined  plane  bar  is  placed  by  the  side  of  each  of  the  large  wheels, 
and  the  additional  external  wheels  run  on  it,  the  levers  of  the 
large  wheels  pressing  on  the  small  wheel  produce  the  ascent. 
Instead  of  additional  wheels  the  pivots  of  the  small  inner  section 
may  be  made  to  run  on  the  inclined  plane. 
[Printed,  6d^  No  Drawings.] 

A.D.  1865,  August  1.— N«»  1992. 
BOULTON,  Matthbw  Piers  Watt. — In  gas  engines  **in 
**  order  to  utilize  a  larger  portion  of  the  heat  the  following  m«thod 
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'  Quy  be  adopted : — The  mixttue  of  air  and  inflammable  fluid 
"  having  been  admitted  into  the  cylinder  designed  for  its  reception 
"  and  ignited,  the  products  of  oombustion  aie  caused  to  traverse 
"  B  narrow  passage  or  narrow  passages  in  which  a  wetted  miftce 
"  is  exposed  to  their  action.  Heating  the  water  on  tbia  surface 
"  thej  generate  steam,  and  the  steam  thus  produced  co-operatea 
"  with  liein  in  driving  the  piston  of  the  engine." 

A  portion  of  the  heat  emjilojed  to  produce  motive  power  may 
be  applied  to  produce  electro-motive  force  by  means  of  a  thermo- 
eiectric  pile.  In  order  to  prevent  oxidation,  tUe  metals  employed 
are  heated  by  m-Cans  of  freed  metallie  oiidea,  chlorides,  sulphides, 
or  salts  or  earthy  materials.  Steam  or  aeriform  fluid  may  be 
superheated  in  tubes  immersed  in  some  liquid  through  which 
flame  or  gaseous  products  of  combustion  are  passed.  To  equaliie 
the  action  of  an  engine  worked  by  aeriform  fluids,  a  shaft  is  made 
to  revolve  twice  as  fast  as  the  crack  shaft,  and  to  compress  air  b; 
a  piston  in  a  cylinder.  It  will  tlius  resist  the  first  part  of  the 
stroke  of  the  working  piston  and  aid  the  last  part.  A  mode  of 
using  two  pistons,  of  which  one  serves  to  drive  out  the  products 
of  combustion,  is  also  deseribed  in  the  provisional  specificatiou. 
[Printed,  lUd.     DnvliiK.] 


A.D.  1865,  August  4.— N»  2021.     (•  •) 
CLARK,  William. — (A  commumcalionfrom  Francis  Bernard  de 
Keravman.) — Apparatus  applicable  as  a  motive-power  engine,  to 
be  worked  by  st^am  or  otherwise  ;  also  applicable  as  a  pump,  or  a 
fluid  meter. 

It  consists  of  an  outer  fixed  cylindrical  case  closed  at  each  end 
"bj  covers,  through  the  centre  of  which  is  passed  a  central  shaft  or 
axis.  Mounted  upon  the  shaft,  within  the  cylinder,  there  is  a 
closed  piston  drum.  This  drum  is  eccentrically  foed  upon  the 
shaft,  so  that  when  revolving,  its  major  radius  is  always  in 
frictional  contact  with  the  internal  surface  of  the  outer  cylindrical 
case,  between  which  and  the  eccentric  piston  drum,  there  is  a 
crescent  formed  space  constantly  moving  round  the  central  axis. 
Formed  in  a  diametral  line  with  each  other,  at  opposite  sides  of 
the  case,  there  are  two  deep  recesses,  wherein  are  fitted  two  slides, 
which  work  radially  to  and  forth  across  the  internal  space,  their 
inner  ends  being  kept  in  constant  sliding  contact  with  the  surface 
of  the  eccentric  piston  drum,  by  means  of  external  side  rods,  and 
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cross  heads  fitted  upon  rods  attached  to  the  outer  ends  of  the 
slides.  One  of  the  slides  acts  as  the  steam  valve,  and  admits  the 
steam  into  the  crescent  formed  space  throuf^h  a  passage  at  one 
side,  the  exhaust  passage  opening  out  of  the  space,  through  the 
case  on  the  other  side  or  back  of  the  valve  slide,  which  also  con- 
stantly acts  as  a  steam  resistant,  whilst  the  force  of  the  steam 
pressure  in  the  opposite  direction,  compels  the  rotation  of  the 
eccentric  drum  and  shaft.  The  opposite  slide  is  narrow  and  does 
not  divide  the  space,  but  when  forced  outward  by  the  eccentricity 
of  the  drum,  by  means  of  the  outside  connecting  rods,  it  effecta 
the  return  or  inward  movement  of  the  steam  slide^  which  in  turn 
is  forced  outwards  by  the  sur&oe  of  the  drum,  and  effects  the 
return  movement  of  the  opposite  slide«-  A  self-adjusting  packing 
piece  is  hinged  to  the  inner  end  of  each  slide,  working  in  constant 
sliding  contact  with  the  periphery  of  the  eccentric  drum. 
[Frinted,  1«.  Kk^.   Drawings.] 

A.D.  1866,  August  7.— N»  2061. 

BOULTON,  Matthew  Piers  Watt. — Generating  and  heating 
steam  and  aeriform  fluids.  The  invention  consists  in  making 
rods,  plates,  or  pieces  work  through  apertures  in  the  sides  or 
bottom  of  the  vessel  containing  the  fluid,  and  enter  heated  liquid 
which  may  consist  of  matter,  earthy,  saline,  or  metallic  in  a  state 
of  fusion.  From  this  they  derive  heat  which  they  impart  when 
drawn  back  to  the  steam  or  aeriform  fluid. 
[Printed,  6<2.   Drawing.] 

A.D.  1866,  October  9.— N»  2600. 
GEDGE,  William  Edward. — (A  communication  from  Abraham 
D^sir^  Cherfih.) — ^This  is  composed  of  two  or  three  similar  cylin- 
ders, in  each  of  which  moves  a  full  piston  having  an  optional 
measured  stroke.  Beneath  the  lower  limit  of  the  stroke  is  a  vacant 
space  to  act  as  a  sucking  and  force  pump  in  order  to  cool  the  sides 
of  the  cylinder.  The  rods  of  the  pistons  are  attached  to  cranks 
inclined  at  120^  to  each  other.  At  the  upper  sur&ce  of  the  cylin-^ 
der  is  a  combustion  chamber  having  three  openings,  one  for  ur, 
one  (which  is  only  a  flfth  the  size  of  the  first)  for  gas,  and  one  for 
the  escape  of  the  products  of  the  combustion.  The  mixture  ia 
ignited  by  means  of  two  of  Bunsen's  elements  with  a  strong 
Bhumkoi^  bobbin.    An  electric  current  is  established  or  disoon- 
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tinued  by  copper  wires  earrieiJ  by  amall  vectors  on  each  eccentric 
of  the  cylinder.  The  niiiture  used  may  be  bicarburetted  hydro- 
gen gOB,  ether,  alcohol,  petroleum,  tar,  or  other  matter,  sometimea 
combined  with  water  or  steam.  An  apparatus  for  procuring 
bicubuietted  hydrogen  gas  on  board  ahip  is  described, 
[Printed,  bl.    IbmwiiiB.3 

A.D.  1865,  October  I?.— N"  2675. 
BROOMAN,   Richard  Archibald. — (A   commamcafion  froia 
Gaittaume    Reinlfin.) — (Prowsionaf   protection    rmly.) — Improve- 
ments in  c-aloric  engines. 

These  are,  Ist,  setting  the  engine  so  aa  to  have  the  axis  of  the 
moter  cylinder  vertical,   thus  getting   rid  of  the  friction  of  the 

2ndly,  subatituting  for  the  furnace  a  tubulw  boiler  consisting 
of  three  horizontal  iron  plates  united  two  and  two  by  tabes,  and 
the  whole  surrounded  by  an  iron  cylinder.  The  flame  paases 
inside  the  lower  tubes  connecting  the  two  lower  pktesand  outside 
the  upper  tubes,  and  then  descends  other  pipes,  and  ia  made  to 
surround  the  cyUnder  before  escaping  into  the  chimney. 

3rdly,  applying  gas  and  mineral  oils  byeetting  the  gas  or  liquid 
ler  each  of  the  tubes  between  the  central  and  top 


[Printed,  id.    No  DraninBa.] 

A.D.  1865,  November  2-I.~N°  3016. 
WATJTHIER,  Jules.— (ProCTWonof  pTotectioa  onjiy,)— A  steel 
tube,  about  five  feet  in  length,  ia  closed  at  one  end,  has  a  tap 
near  the  other,  and  is  connected  by  a  bent  tube  to  a  cylinde*. 
The  tube,  called  the  reservoir,  ia  filled  with  mercury  from  which 
the  air  and  moisture  have  been  expelled  by  heat,  and  is  then  placed 
with  its  closed  end  upwards  so  as  to  farm  a  vacuum  at  such  end. 
An  air-tight  piston  is  placed  in  the  cybnder.  The  reservoir  and 
cylinder  are  moved  to  an  inclined  position  of  about  46°,  wherebj 
the  mercury  will  rise  ia  the  reservoir  and  the  piston  will  fall.  By 
balancing  the  reservoir  and  cylinder  on  proper  supports  so  that 
'  they  may  he  easily  moved  by  an  e.tcentric  from  a  vertioal  to  an 
inclined  position,  a  continuous  up-and-down  motion  may  be  given 
to  the  piston  which  is  transmitted  to  a  crank  shaft. 

[fHotei,*a.    No  DrawliiGi.J 
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^^^E  A.D.  1866,  November  29.— N"  3046. 

F         ROBERTS,  RoBBHT  Martin. — {Provisimal  praleciion  onli/.) — 
Motive  power  is  derived  iioni  gravitation  by  attacliing  a  sliding 

I  bar,  weighted  at  tbe  eitremities,  to  a  diameter  of  a  diac  or  whed 

in  auch  a  way  as  to  slide  from  or  towards  the  centre  in  a  line  with 
the  diameter.  Friction  roDera  on  the  bar  work  on  a  cam  or  in- 
clined plane  by  which  the  bar  is  raised  so  that  ita  centre  of  gravity 
is  above  that  of  the  wheel,  and  the  upper  part  of  the  whed 
descends.  The  opposite  end  of  the  bar  then  acts  in  the  earns 
manner,  and  makes  the  wheel  complete  its  revolution.  Several 
wbeela  should  be  connected  in  order  to  maJntftin  the  motion. 
[Printed,  «d.    Drawing.] 

A.D.  1865,  December  16.— N=  3260.  [*  *) 
READE,  Cecit.  Loftub  Wbli,b8l.e¥. — (Proviaional  protection 
only.)  —  "  Thig  invention  relates  to  certain  improvements  in 
"  obtaining  motive  power  by  magnetism  or  gravitation,  or  both 
*'  combined,  appUcable  to  various  useful  purposes,  including  mag- 
^'  oetic  or  electric  clocks.  I  propose  to  construct  an  iron  wheel 
"  with  radial  spokes  and  central  box  or  hub,  which  is  to  be  set  on  a 
"  shaft  supported  by  standards  or  bearings  ;  on  the  circumference 
"  or  outer  periphery  of  this  wheel  I  apply  eight  or  more  tangential 
"  hammers  or  armatures ;  they  are  attached  by  hinges  and  are  in 
"  the  forms  of  arcs  to  correspond  ivith  the  periphery  of  the  wheel. 
"  Thus,  in  whatever  position  the  wheel  ta  placed,  it  will  follow 
"  that  all  the  armatures  above  the  level  of  a  horizontal  line  drawn 
"  through  the  diameter  of  the  wheel  will  be  closed  or  concentric 
"  with  the  circumference,  while  the  others  will  be  open  or  in  an 
"  outward  or  eitended  position,  thus  creating  a  leverage  and 
"  causing  the  wheel  to  be  out  of  equilibrium,  that  side  of  the 
"  wheel  on  which  the  hammers  or  armatures  are  extended  will  be 
"  borne  down,  thus  bringiog  over  the  successive  armatures,  and 
*'  creating  a  continuous  rotary  motion,  while  the  ascending  armai- 
"  tures  will  fall  against  the  opposite  side  of  the  wheel,  ai^  not 
"  exercise  any  counteracting  leverage  to  the  descending  series. 
"  The  foregoing  ia  an  example  of  the  power  of  graritation,  but 
"  where  I  desire  to  aid  the  motion  by  electricity  or  magnetism,  I 
"  propose  to  apply  a  series  of  electro-magnets  around  and  outside 
"  the  wheel  and  armatures,  whereby  the  armatures  will  sueeea- 
"  aively  be  attracted  during  the  revolution  of  the  wheel,  and 
"  thus  create  a  continuous  motiva  power.    By  an  application 
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'  of  clockwork  movemont  the  speed  of  tlie  wheel  maj  be  eamlj 
"  regulated." 

[Printed,*!.    No Drnwingi] 

A.U.  1865,  December  19.— N"  3272.  {*  •) 
CARR,  John  Wright. — Thia  invention  relates  to  pradacinf[ 
rotary  motion  by  an  apparatus  actuated  by  steam  or  compresied 
air,  gas,  water,  or  other  fluid.  Concentrically  within  a  Sled 
cylindrical  outer  case,  is  mounted  upon  a  central  hollow  ehaft 
or  axis,  an  inner  or  piston  cylinder,  which  is  bo  much  less  in 
diameter  than  the  Interior  of  the  case,  that  an  annular  space  is 
formed  between  them,  the  length  of  tbe  piston  cyliniler  corre- 
sponding with  the  interior  length  of  the  case.  The  piston, 
which  also  corresponds  in  length  with  the  cylinder  and  case,  is 
fixed  serosa  the  periphery  of  tbe  cylinder,  so  as  to  divide  the 
annular  apace,  and  when  the  cylinder  and  shaft  revolve,  come 
into  steam-tight  frictional  contact  with  the  internal  siirfece  of 
the  case.  Two  steam  stops  or  slides,  in  length  somewhat  longer 
than  the  inner  cylinder,  are  fitted  into  recesses  diametraUy 
formed,  in  opposite  sides  of  tbe  case.  These  slides,  by  meana 
of  cams  or  otherwise,  arc  respectively  in  succession,  ta  the  piston 
is  carried  round  the  annular  space,  suddenly  withdrawn  into  tbe 
recesses  to  allow  it  to  pass,  and  then  again  projected  across  the 
space  the  moment  afterwards.  There  are  two  ports  or  passages, 
one  on  each  side  of  the  piston,  which  answer  rcEpectively,  accord- 
ing to  the  direction  of  motion,  either  for  tbe  induction  of  tbe 
steam,  which  comes  through  the  hollow  axis,  or  for  the  exhaust, 
which  is  carried  off  the  same  way  through  a  separate  passage, 
when  lateral  apertures  in  the  shaft  ate,  as  it  revolves,  brought 
into  coincidence  with  the  steam  and  exhaust  passages.  The 
steam  pressure  abuts  alternately  against  the  slides  in  one  direc- 
tion, and  against  the  piston  which  yields  to  it  in  the  other 
direction,  whereby  rotation  of  the  shaft,  whence  the  power  is 
given  off,  is  obtained.  Stuffing  boxes  and  suitable  packings  are 
provided. 

pfMuted,  ina.     Drawingi.] 

A.D.  18fi5,  December  20.— N°  3295. 
HA.N'COCK,   FsKDiKiCK  Lamb,  and   HANCOCK,  Chabuks 
I^uB, — Improvements  in  propellers  for  ships,  parts   of  which 
ATS  uppUcable  to  mndmill  Btdls. 
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They  consist  in  fitting  on  a  shaft  or  a  boss  thereon  at  about 
the  same  point,  and  at  an  angle  of  about  45^  with  the  shaft, 
two  or  more  semicircular  or  nearly  semicircular  plates,  which 
may  be  made  to  cross  each  other  or  extend  partly  at  each  side 
of  the  boss  or  shaft;,  or  not.  The  plates  may  also  be  made  in 
the  form  of  a  quarter  of  an  ellipse,  and  may  be  plain  or  formed 
with  flanges  on  the  curved  edges  of  their  acting  faces.  The 
flanges  are,  at  their  middle,  of  a  breadth  about  equal  to  the 
radius  of  the  plates,  and  gradually  diminish  towards  their  ends, 
where  they  meet  the  straight  edges  of  the  plates. 
[Printed,  Sd,   Drawing.] 

A.D.  1865,  December  28.— N°  3358. 
BROOMAN,  Richard  Archibald. — {A  communication  from 
Jean  Fiot,) — This  consists  in  an  apparatus  to  be  fitted  to  steam 
engines  for  the  purpose  of  substituting  the  action  of  ammonia 
for  that  of  steam.    The  boiler  of  the  engine  is  filled  to  about 
half  its  height  with  an  ammoniacal  solution.    The  gas,  and  a 
Httle  steam,  after  acting  in  the  cylinders,  enter  an  expansion  cham- 
ber, and  then  passes  into  a  condenser,  where  the  gas  is  cooled 
and  the  steam  condensed.    The  gas  theh  passes  into  the  dis- 
solver,  in  which  it  is  dissolved  by  water.    Affcer  the  water  has 
become  saturated,  the  gas  lodges  at  the  upper  part,  and  causes 
the  water  to  rise  through  a  tube  into  the  feeder,  and  when  it  has 
risen  to  a  certain  height  marked  by  gauges  outside,  the  feed  is 
performed,  and  the  saturated  water  introduced  into  the  boiler ; 
an  equal  portion  of  the  lower  liquid  in  the  boiler  is  at  the  same 
time  withdrawn,  and  passing  through  a  serpentine  qpil  of  pipes 
traversed  in  opposite  directions  by  the  two  currents,  the  water 
from  the  boiler  gives  up  most  of  its  heat  to  the  feed  water.    The 
former  is  afterwards  cooled  in  the  extractor,  and  passes  into  the 
dissolver.    The  feed  may  be  made  continuous  instead  of  inter- 
mittent by  regulating  the  feed  and  exit  cocks.    The  condenser 
and  dissolver  are  kept  cool  by  a  stream  of  cold  water,  and  the 
feeder  is  furnished  with  a  valve  for  the  escape  of  air. 
[Printed,  8d.    Drawing.] 
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1866. 


A.D.  1866,  January  4.— N«  27. 
MACNEILL,  Thomas  Telford. — {Provisional protection  only,) 
— Motive  power  is  produced  by  means  of  a  strong  enclosed 
receptacle  containing  incandescent  fuel,  into  which  is  forced  the 
requisite  air  for  maintaining  combustion.  The  products  of 
combustion  pass  in  jets  into  a  second  receptacle,  where  they  are 
brought  into  intimate  contact  with  jets  of  water  or  steam  and 
water.  The  water  is  converted  into  steam  by  the  heat  and  the 
compound  used  for  generating  force.  In  some  cases  the  steam 
or  water  may  be  introduced  into  the  cylinder,  or  may  be  alto- 
gether dispensed  with,  in  which  cases  the  mixing  chamber  maj 
be  dispensed  with. 

pPrinted,  4d.   No  Drawings.] 

A.D.  1866,  January  9.— -N^  62. 
P£RR£,  Edmund.  —  (Provisional  protection  only,)  —  Motive 
power  is  obtained  by  alternately  inflating  and  compressing  air 
bags  or  chambers  secured  on  the  arms  of  a  revolving  wheel, 
the  moveable  or  top  part  of  each  chamber  being  supplied  with 
weights,  which,  when  the  bags  ascend,  inflate  them,  but  in 
descending  rest  on  and  compress  the  bags  and  drive  the  air 
through  tubes  communicating  with  a  common  thoroughfare 
into  a  second  arrangement  of  air  chambers,  one  end  of  which 
being  fixed  and  the  other  moveable,  give  motion  as  the  pressure 
of  air  is  forced  into  them  to  a  crank  or  other  equivalent.  The 
air  is  received  and  discharged  through  perforations  in  the  axis 
of  the  wheel,  half  the  holes  being  exposed  to  receive  the  air,  and 
the  other  half  being  covered  by  a  receiver  through  which  the  air 
is  expelled. 

[Printed,  4d.   No  Drawings.] 

A.D.  1866,  January  19.— N°  181. 
CLARK,  William. — {A  communication  from  Alexandre  BobroW" 
nicki,) — (Provisional  protection  only,) — Motive  power. 

The  cylinder  in  this  invention  consists  of  two  parts,  the 

diameter  of  that  part  next  the  piston  rod  being  greater  than  the 

diameter  of  the  other  part.    The  piston  is  also  formed  of  two 
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partS;  and  adjusted  to  fit  the  cyHnder^  so  that  during  part  of 
the  stroke,  an  empty  space  or  vacuum  is  left  between  the  piston 
and  cylinder  which  aids  the  return  of  the  piston.  Steam  is 
introduced  into  a  space  between  the  casing  and  the  small  end 
of  the  cylinder,  and  thence  into  the  cylinder,  and  by  an  aperture 
which  may  be  closed  by  a  packing  ring  into  the  piston,  and  after 
traversing  several  passages  in  it  passes  out  either  by  openings 
or  by  an  annular  channel  in  the  lateral  face  of  the  piston  into  a 
space  around  the  cylinder  in  which  the  steam  is  kept  at  a  proper 
uniform  pressure,  and  whence  it  passes  either  to  a  condenser  or 
into  the  boiler.  Heated  air  or  gas  may  be  used  in  the  place  of 
steam. 

[Printed,  8d,    Drawing.] 

A.D.  1866,  January  27.— N«  267. 
MENNONS,  Marc  Antoinb  FnANgois. — {A  communication 
from  Nicol<is  de  TcZescAc^.)— Compressing  air  for  the  generation 
of  motive  power.  The  apparatus  is  attached  to  and  conmiuni- 
cates  with  a  reservoir  by  means  of  two  tubular  columns  famished 
with  stop-cocks.  At  starting,  a  certain  amount  of  pressure  is 
produced  in  the  reservoir  either  by  heat  or  by  a  force  pump,  and 
then  the  stop-cocks  being  opened,  the  air  passes  up  one  tubular 
column  into  a  cylindrical  chamber  divided  into  two  compart* 
ments  by  a  partition  with  a  conical  outlet.  In  passing  through 
these  chambers,  the  air  acquires  greater  velocity,  while  its  tern* 
perature  and  pressure  are  diminished,  and  in  consequence  the 
outer  air,  together  with  the  heated  gaseous  products  of  combus- 
tion from  a  furnace,  enter  the  chamber.  The  mixture  passes  into 
the  second  compartment,  and  the  current  of  hot  air  again  expands^ 
its  velocity  is  increased,  and  its  temperature  reduced.  Another 
portion  of  outer  air  enters  the  compajrtment,  and  passes  with  the 
jet  into  a  conical  pipe,  in  which  the  velocity  is  reduced,  and  the 
temperature  and  pressure  increased  until  they  are  sufficient  to 
overcome  the  pressure  in  the  reservoir  into  which  the  mixtui* 
passes  through  a  valve. 

[Printed,  1*.  M.    Drawings.] 

A.D.  1866,  January  30.-— N°  291. 
TONGUE,  John  Gabrbtt. — (A  communication  from  Edouard 
Patan,)  —  (Provisional  protection  only,)  —  "  Obtaining  motive 
'*  power,  either  giving  or  not  giving  light." 
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'  iff  taken  as  cold  as  possible,  and  corapresacd  into  a  close 
a])iice  divided  hj  thin  mctaL  plates.  To  obtain  light  the  air  ia 
conducted  tbrough  tubes,  inside  which  are  gas  pipes,  and  which 
terminnte  in  glass  cylinders.  To  these  cylinders  other  tubes  of 
the  same  diameter  are  fitted  with  a  moveable  collar.  The  air 
heated  by  the  combustion  of  the  gas  is  conducted  to  the  cylin- 
ders. When  light  Is  not  required,  the  air  first  passes  into  a 
casing  round  the  furnace,  and  thence  into  the  upjiet  part  of 
a,  heating  box  traversed  by  a  multitude  of  small  smoke  tubes. 
The  air  leaves  the  bo.t  at  its  lowest  part,  and  after  acting  on  the 
pistons,  is  used  to  supply  the  furnace,  and  finally  passes  off  bj 
the  smoke  tubes.  Modifications  of  the  apparatus  may  be  used 
for  superheating  steam. 
ITrinled.U.    UmwingB.] 

A.D.  1866,  February  12.— N"  434. 
ABEL.  Cbablbs  Denton,  —  {A  communication  from  Eugen 
hadgen  and  Auffusle  Nicol  Otto.) — This  is  a  gas  engine,  in  which 
the  explosion  of  a  mixture  of  air  and  gas  diives  up  r  light 
piston  provided  with  a  rod,  on  which  ia  a  rack  in  gear  with  a,  spur 
wheel  on  the  fly  wheel  shaft.  The  spur  wheel  is  not  fixed  to 
the  shaft,  but  so  connected  by  means  of  a  ratchet  wheel  or  (Ketion 
clutch  mechanism  that  when  made  to  revolve  by  the  rising  of  the 
piston  it  turns  freely  on  the  shaft,  but  when  mads  to  revolve  in 
the  reverse  direction  it  causes  the  abaft  to  turn  with  it.  The 
piston  is  thus  enabled  'o  rise  very  rapidly,  and  before  the  heat 
generated  by  the  explosion  is  dissipated.  By  the  expansion  and 
cooling  of  the  products  of  the  explosion  a  partial  vacuum  is 
formed,  and  the  pressure  of  the  atmosphere  effects  the  return 
of  the  piston.  By  throttling  the  pipe  for  the  escape  of  the  pro- 
ducts of  explosion,  the  piston  may  be  made  to  move  more  slowly 
so  that  a  catch  is  not  depressed  at  the  proper  moment,  and  the 
cams  which  regulate  the  entrance  of  the  gas  for  a  fresh  up  stroke 
will  be  kept  stationary  by  which  the  piston  can  be  made  to  perform 
any  less  number  of  strokes  than  the  shaft  performs  revolutions 
in  a  given  time. 

In  another  modification,  two  piston  rods  connected  by  a  piece, 
and  imparting  their  motion  to  the  shaft  by  means  of  an  endless 
band  which  may  be  jammed  tight  between  a  plate  and  a  sUde 
are  used.    No.  2099,  A.D.  1853,  is  referred  to. 

[Frinteil,  1(.  lOiI.    Drawings.] 
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A.D.  1866,  February  23.— N"  55/. 
PARKER,  Jambs. — {Pravisional protecHon  onit/.) — Thia  consists 
first,  in  improvements  on  the  invention.  No.  2620,  A.D.  1363,  whicU 
are  using  a  condenser  having  a  partial  vacuum  in  which  the  steun. 
or  moisture,  or  a  large  portion  of  it,  ia  condeased,  and  the  sir  con- 
tracts and  ia  drawn  off  bf  noxxles,  and  used  to  blow  up  the  fire 
ar  increase  the  draught  by  being  d^chsrged  up  the  furnace.    The 
length  of  all  the  air  iionsles  described  in  the  former  Specific«,tion 
is  increased.    They  are  placed  closer  to  the  jet  apertures,  and  a 
Iwger  number  of  smaller  jets  is  used.     The  steam  and  air  pipe 
may  be  jacketed  with  steam  instead  of  waste  heat,  and    the 
stmoEpheric  and  vacuum  pressures  may  be  used  separatelj.    The 
-vacuum  pressure  may  be  used  in  engines  where  steam,  hot  or  com- 
pressed air,  or  gas  may  be  objectionable,  and  the  engines  may  be 
several  miles  distant  hma  the  boiler  jets  and  nozzles,  and  will  then    ' 
be  of  great  service  for  mining  purposea,  aa  the  fbul  air  will  b^   I 
drawn  from  the  mine.     If  inflammable,  it  may  be  discharged  into  < 
the  fire  of  the  boiler  outside  the  mine,  and  used  as  Aiel. 

lTrhited,W.    KoDruwinKs.] 


A.D.  186G,  March  G.— N"  684. 


NEWTON,  Alvhed  ViNCE.VT.  — (^  cammunicalioit  from  John  * 
Bowman  Alwater.) — This  invention  relates  to  a  novel  way  of 
treating  air  to  be  used  as  a  motive  agent.  Under  certain  circum- 
stances,  atmospheric  air  will  not  readily  commingle  with  Bteam, 
hence  air  may  be  ropidly  forced  out  of  or  compressed  into  a 
chamber  by  means  of  steam  tutroduced  into  the  chamber.  In  the 
engine  described,  a  boiler,  which  may  be  a  fruatroin  of  a  cone, 
comniunicfttes  by  a  pipe  with  a  revolving  cylinder.  A  heating  or 
rarefying  chamber  is  placed  above  an  opening  in  the  centre  of  the 
boiler,  by  which  the  heated  products  of  combustion  from  the  firs 
chamber  escape.  This  rarefying  chamber  also  communicates  with 
the  revolving  cylinder,  which  has  three  cells,  each  of  which  sue- 
ceiaively  receives  air  through  ports  in  fixed  discs  supporting  the 
axia  of  the  cylinder,  effects  a  junction  between  the  boiler  and  the 
rarefying  chamber,  and  ia  brought  opposite  to  the  opening  of  a 
pipe  for  conducting  off  the  exhaust  steam.  The  steam  is  generated 
under  a  pressure  of  a  pound  trf  the  square  inch,  and  serves  to 
drive  air  out  of  the  cells  into  the  rarefying  chamber,  and  also  to 
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communicate  a  certain  amount  of  lieat  anil  qualitieB  of  moisture. 
t  ah  is  heated  in  the  rarefying  chamber  and  passes  thence  to 
work  a  hot  air  eogine.  Otiicr  contrivances  for  bringing  air  under 
the  influence  of  steum.  such  as  a  vibrating  sef^ment  with  chambers, 
may  be  used. 

[Prluiod.  U.  ad.    DrtwinmJ 


A.D.  1866,  March  13.— N"  753.    (•  *) 
HORSTMANN,   Frbdrich    Gustav    Adolph.  — (Prowsiona/ 
protection  only.) — "  New  or  improved  mechaniam   for  obtaining 
"  motive  power,  particularly  applicable  for  the  self-winding  of 
"  clocks,  time-pieces,  and  other  machinery  requiring  winding." 

A  cylinder  or  tube  contains  a  metallic  piston,  which  forms  a 
perfect  float  therein.  The  cylinller  is  in  connection  with  a  vessel 
coatatning  naptha,  or  other  fluid  that  is  expansible  bj  heat,  "  oily 
'  matter  being  used  therewith  to  prevent  the  evaporation  of  the 

*  naptha."  "The  alteration  of  temperature  acting  upon  this 
f  Suiil  causea  the  sune  to  expanti  or  contract,  as  the  case  may  be, 
"  thereby  causing  the  piston  or  floating  bucket  to  rise  and  fall, 

*  thus  producing  un  impulse  or  motion  either  in  a  horizontal  or 

*  vertical  direction."  To  the  rod  of  the  piston  ia  attached  a  cross 
which  causes  a  drum  "  to  revolve  and  carry  an  endless  chain, 

J  by  preference  formed  of  watch  spring,  this  chain  is  passed  over 
the  main  wheel  arbor  or  barrel  of  the  clock  so  that  it  hangs  tn 
a  loop  on  either  side  thereof,"  and,  to  each  of  tbe«B  loops,  the 
Birentor  attaches  "a  weight  for  giving  the  necessary  working 
jf  power  to  the  clock  and  setting  in  motion  the  train  of  wheel- 
''  work,  and  thus  rendering  the  process  of  winding  unnecessary. 
"  The  rack  of  the  aforeaaid  piston  or  floating  bucket  is  mode 
L~  to  work  immediately  upon  a  wheel  in  connection  with  a  set 
^  of  wheels,  pinions,  springs,  and  drums,  thereby  rendering 
f  the  endless  chain  unneceesary  when  applied  to  time  pieces  or 

eohanism  of  smaller  construction." 
LTha  drawings  show  this  invention  applied  to  a  clock. 

[PHiiU'il.  S(f,    DmwlnB.] 

A.D.  1866,  Mamh  I?.— N"  804. 
F'SIANNI,  Gbminiano. — {Protnsional  protection  only.) — An  aip- 
LMght  drum  is  formed  in  two  part^  armnged  to  revolve  together 
Bpon  an  axis  as  one  dram,  and  formed  so  thrtWlWiWaaf  gft    j 
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sectional  surfaces  on  one  side  of  the  axis  meet^  an  angular  recess 
radiating  from  the  axis  to  the  periphery  is  left^  causing  the 
drum  to  be  lighter  on  one  side  than  on  the  other.  The  drum 
may  be  nearly  submerged  in  water  or  other  fluid,  when  the  buoy- 
ancy of  the  air-tight  sections  will  raise  the  central  weighted  parts 
of  each  section  above  the  centre  of  gravity  of  the  axis.  The 
angular  recess  will  be  in  the  underside^  and  the  parts  being  held 
in  their  position  by  a  spring  or  catch,  the  whole  has  a  tendency 
to  revolve.  When  the  heavy  side  has  nearly  reached  the  centre 
of  gravity  on  the  descending  side^  the  catch  is  reclosed,  and  the 
buoyancy  of  the  lower  parts  causes  them  to  separate,  thus  again 
giving  preponderance  to  the  upper  side  of  the  rotating  drum. 
The  drum  may  also  be  caused  to  rotate  in  the  air.  The  closing 
of  the  angular  recess  on  the  lower  circumference  by  the  gravi- 
tation of  the  parts  in  opposite  directions  causes  a  column  of 
mercury  or  other  fluid  to  be  forced  by  gravitating  pressure  into  a 
chamber  opposite  the  upper  circumference,  thus  giving  a  pre- 
ponderence  of  weight  to  the  upper  side  after  each  semi-rotation^ 
or  this  may  be  given  by  pneumatic  bellows,  or  a  rack  and  pinion 
or  other  mechanism  to  raise  a  weight. 
[Printed,  4c?,    No  Drawings.] 

A.D.  1866,  March  20.— N«  819. 

RAMSBOTTOM,  John.  —  (Provisional  protection  only.)  —  Ob- 
taining motive  power  from  the  compression  and  expansion  of 
vapors  of  aqueous  or  other  fluids. 

Two  vessels  are  employed,  one  of  which  answers  the  purpose  of 
a  low  pressure  boiler  with  a  slightly  weighted  valve,  so  that  the 
steam  may  escape  readily  when  in  excess  of  atmospheric  pressure. 
This  boiler  heats  the  fluid,  and  contains  vaporous  pressure,  enough 
to  Taise  liquid  to  supply  the  second  vessel.  This  vessel  or  con- 
verter is  made  of  great  slarength.  Above  it  is  a  chamber,  having 
a  valve  with  a  cavity  into  which  the  liquid  is  raised  from  the 
boiler.  The  valve  is  then  moved  forward,  until  the  cavity  is 
brought  over  two  orifices  in  the  seating,  both  communicating 
with  the  convertor,  by  which  the  liquid  is  rapidly  discharged  into 
the  convertor,  where  it  is  converted  into  vapor  of  high  temperature 
and  of  regulated  density.  Vapor  is  conveyed  from  the  convertor 
to  ihe  engine,  and  the  exhaust  vapour  passes  back  to  the  low 
pressure  boiler. 

[Printed,  4^.  Ifo  Drawings.] 


A.D.  1366,  Apcil23.— N"  lUR.    [•  *) 
HUCH,  Edward  Heikson,  and  WINDHAUSEN,  Francis 
Joseph. — This  invention,  relating  to  a  motive  poivet  enjfine,  to 
be  worked  by  steam  or  other  fluid,  consists  of  an  ordinary  steam 
cylinder,  which  is  mounted  and  caused  to  revolve  on  its  transverse 
axis  or  frunniona,  which  project  respectivelj  mid  length  from  the 
two  sides,  and  rest  in  suitable  bearings.    The  axis  on  one  side  of 
the  cylinder  is  boUow,  and  contains  the  steam  ways  which  com- 
municate with  the  two  ends  of  the  cylinder,  the  steam  admisssion 
valves  beinf;  arranged  to  cut  off  and  work  the  steam  expansively; 
the  opposite  trunnion  or  axiii  gives  off  the  poner.     \^'ithin  the 
cylinder  there  is  fitted  a  heavy  weight  or  piston,  having  no  piston 
I  rod,  and  packed  to  slide  steam  tij^ht  to-and-fro  from  end  to  end 
tf  the  cylinder.   Wlien  the  engine  is  at  rest,  the  cylinder  is  placed 
vertical  position  by  the  piston  weight,  which  sinks  to  the 
iwer  end  of  the  cylinder  vertically  beneath  the  axis.     Upon  the 
n  being  admitted  under  the  piston,  the  latter  is  raised  to  the 
^pper  end  of  the  cylinder,  which,  being  inclined  in  the  desired 
liiection  of  motion,  so  as  to  bring  the  weight  on  one  or  other  side 
■  of  the  vertical  plane  of  the  axis,  acts  as  a  weighted  lever,  and 
causes  the  cylinder  to  perform  half  a  revolution,  just  before  the 
completion  of  which  the  steam  is  again  admitted  to  the  lowest 
end,  and  the  piston   is  agun  raised  to  the  end  which  is  upper- 
most, which  in  turn  is  brought  down  by  the  weight.     By  these 
s  constant  rotation  o(  the  cylinder  is  maintained.     Suitable 
L  fTOvision  is  made  in  the  ends  of  the  cylinder  to  receive  and  check 
le  terminal  momentum  of  the  [liston  at  the  end  of  each  buctc?' 
e  upward  course,  and  an  apparatus  for  measuring  c.\actly  the 
antity  of  steam  required  for  each   successive  lift  or  stroke 
^troduced  in  the  steam  pipe.     Modifications  are  shown  an 
^  described. 

|Trint«l,  H.    Dmwins.] 


A.D.  1SG6,  April  28.— N'  1206. 
NEWrON,   Hesby  Edward.— (,J   commmiia 
Joseph  Deais  Farcot  and  Joseph  Perrigaidt,)- 
"  Steam  or  other  motive  fluid  ia  caused 
"  provided  with  floats  which  are  by  preferei 
"  (he  periphery  of  the  wheel. 


ir  othi 


licalion  from  Marie 
Rotatory  motion. 
}  act  upon  a  wheel, 
set  at  ail  angle  to 


sapplied  to  the  cylinder  ot  casing  ihiough  a  (lipe  situate  at  the 
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"  side  and  enters  the  spaces  between  the  floats  and  acts  upon 
them  and  passes  into  a  steam  chamber  at  the  other  side  of  the 
cylinder  or  casing,  from  whence  it  again  passes  between  and  acts 
upon  the  floats  and  into  another  chamber  in  the  opposite  side 
of  the  cylinder  or  casing,  and  thus  the  steam  passes  in  a  con- 
tinuous serpentine  direction  throughout  or  across  the  whole 
periphery  of  the  cylinder  or  casing,  entering  chambers  provided 
alternately  at  each  side  of  the  casing  and  acting  successively 
upon  the  floats,  thus  imparting  to  the  wheel  a  steady  screw- 
like motion  and  causing  the  steam  to  act  expansively  throughout 
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"  the  whole  of  its  passage  to  the  exit  pipe." 

A  modification  consists  in  providing  the  wheel  with  a  series  of 
lateral  obUque  slots  or  hollow  chambers,  through  which  the  steam 
passes  in  a  serpentine  direction.  An  arrangement  is  described 
where  the  motive  ring  is  supported  on  friction  rollers  and  the 
rotary  motion  transmitted  to  the  machinery  through  a  second 
wheel  with  teeth  of  any  form. 

[Printed,  Is,   Drawing.] 

A.D.  1866,  May  8.— N°  1304. 

ATKINSON,  Mathew  Hutton. — {Provisional  protection  only.) 
— "  Valves  suitable  for  steam,  water,  air,  gas,  and  other  motive 
"  power  engines." 

As  applied  to  an  oscillating  engine  the  ports  are  made  on  the 
face  of  the  cylinder  concentric  with  the  axis  of  oscillation,  and 
the  valve  which  may  consist  of  a  disc  or  a  portion  of  a  disc  made 
hollow,  flts  tight  against  the  valve  face,  and  has  an  inlet  port 
passing  through  it  from  front  to  back,  and  exhaust  ports  opening 
from  the  face  only  to  the  internal  cavity  of  the  valve.  This  cavity 
opens  either  into  a  central  pipe  serving  as  the  axis  on  which  the 
valve  turns  when  adjusted  for  reversing  the  engine,  or  into  an 
opening  communicating  with  a  belt  cast  in  the  cylinder.  The 
reciprocating  motion  of  the  valve  is  effected  by  a  lever  and  eccen- 
trics, or  the  valve  is  fixed  by  the  reversing  lever,  and  the  change 
of  ports  effected  by  the  oscillation  of  the  cylinder.  The  valve  is 
surrounded  by  a  steam  chest,  on  which  is  a  tubular  collar  con- 
centric with  the  stem,  a  steam  place  being  left  between  the  two. 
This  collar  forms  the  trunnion. 
[Printed,  4(7.   Ko  Drawings.] 
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A.D.  1866,  May  15.— N"  1385. 
KICHOL,    Bbvce    GnKY.  —  {Provisional    prottct'mit     only.)- 
Botary  engines. 

A  horizontal  driving  shaft  is  coonected  to  a.  cyJinder,  to  which 
0  piston  conaistinK  of  metallic  pieeea  and  jmcking  is  fixed  and  the 
whole  is  placed  within  a  large  cylinder,  on  each  side  of  which  is  a 
horizontal  slide  valve  or  stop  to  admit  and  out  off  the  steiuii,  and 
also  act  as  bearinga  between  the  steam  and  piston.  The  steam  or 
other  motive  agent  on  entering  bears  upon  one  slide  and  forces  the 
piston  round  to  the  opposite  slide.  Aa  the  piston  approachea,  this 
slide  is  forced  back  by  an  eccentric  or  tappit  motion,  and  the  first 
slide  is  made  to  advance  by  the  action  of  a  spring.  The  valves 
change  their  position  and  the  motive  agent  acta  on  the  advanced 
valve  and  the  piston  so  that  a  continuous  rotary  motion  is 
obtained. 

[Printed.  Hi.    Nu  DrewiufB.] 

A.D.  1806,  May  17.— N"  UHl. 
BERNARD,  Julian.— (LeHers  Pateat  wid  for  viant  of  Fiml 
Specijiealian,) — Engines  worked  by  compressed  air  are  used  in  a 
mine,  and  are  made  ivith  chambers  containing  water  or  other  fluid 
opening  directly  into  tiie  cylinder  so  that  both  sides  of  the  piston 
are  exposed  and  covered  by  the  liquid.  Pumps  are  worked  by 
such  engine  or  may  be  used  aa  motive  power  cylinders.  One  or 
more  are  situate  beneath  a  lever  or  s^ment,  and  their  plungers 
or  piatons  connected  by  chains  or  otherwise  to  the  opposite  ends 
of  the  lever.  Air  is  admitted  through  a  valve  to  one  side  of  the 
plunger  and  depresses  it,  and  at  the  same  time  raises  that  or  those 
on  the  opposite  side,  filling  the  barrel  or  barrels  with  water  while 
the  water  in  the  borrds  in  which  the  plunger  is  depressed  is 
expelled.  The  air  is  thus  alternately  admitted  to  one  aide  of  the 
plunger  by  valves  aotuated  by  the  motion  of  the  plunger  in  each 
barrel,  and  the  pumps  thus  become  capable  of  performing  opera- 
tions where  power  is  required, 
ITrinted,  W.    No  DrmwlnKS.] 

A.D.  18S6,  May  17.— N°1402.    (♦  •) 
BEALE,  John.— Rotary  engine,  capable,  when  aotuated  by  iteuu 
OF  fluid  pressure,  of  jieldmg  muVwe  '^oww,  and  when  driven  by 
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other  power,  of  acting  as  a  pump.  The  engine  comprises  **an 
"  outer  casing  or  cylinder,  furnished  with  an  inlet  and  outlet  as 
"  usual.  Within  this  outer  casing  is  fitted  a  revolving  drum,  the 
''  axle  of  which  passes  through  a  stuffing  box,  at  each  end  or  at 
one  end  only,  and  is  carried  on  antrifriction  rollers  or  otherwise. 
This  revolving  drum  is  mounted  so  as  to  be  excentric  in  relation 
to  the  outer  casing  or  cylinder,  and  is  slotted  to  allow  two 
pistons  or  partitions  (connected  so  as  to  act  as  one)  to  slide  in 
^'  the  drum  in  such  a  man  ner  that  the  outer  ends  of  the  piston 
'  or  partitions  may  be  always  kept  in  contact  with  the  interior  of 
the  stationary  casing  or  cylinder.  One  of  the  pistons  or  par- 
titions is  larger  than  the  other,  the  smaller  piston  being  inserted 
in  a  slot  formed  at  one  end  of  the  larger  piston.  By  this  con- 
nection of  the  two  pistons  respectively  the  smaller  becomes  an 
elobgation  of  the  larger,  and  they  together  constitute  one  piston 
or  partition  extending  acrossthe  whole  interior  of  the  stationary 
case  or  cylinder.  The  larger  piston  is  connected  at  one  end  by 
means  of  pins  with  rings  capable  of  revolving  in  annular 
grooves  formed  in  the  end  plates  of  the  stationary  case  or  cylin- 
der, and  the  smaller  piston  (at  the  reverse  end  of  the  larger) 
is  similarly  connected  with  guide  blocks,  which  work  within 
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**  curvilinear  grooves  or  slots  in  the  said  rings." 

When  the  axle  and  drum  revolve,  the  latter  carries  round  the 
sliding  pistons,  which  move  to-and-fro  diametrically  in  the  drum, 
their  ends  or  outer  edges  being  kept  in  constant  sliding  contact 
and  steam-tight  against  the  internal  surface  of  the  cylindrical  case, 
the  larger  piston  being  actuated  radially  by  the  pins  which  fit  into 
eyes  in  the  rings,  and  the  smaller .  piston  by  the  segmental 
sliding  guide  blocks,  which  work  in  the  segmental  grooves  sunk 
respectively  in  the  inner  face  of  the  rings. 

The  fictional  parts  are  suitably  packed  and  ordinary  slide  valves 
are  fitted  for  admitting  steam  and  reversing  motion. 

[Printed,  lOd.    Drawing.] 

A.D.  1866,  May  19.— N«  1422. 

SEMPLE,  Matthew. — Motive  power  is  obtained  from  the 
weight  of  ail  engine  by  mounting  one  or  more  wheels  upon  a 
hollow  aide  communicating  with  a  reservoir  for  compressed  air. 
Tubes  of  vulcanized  india-rubber  or  other  flexible  material  of, 
say,  say  ten  inches  in  diameter  are  secured  round  about  half  tbe 
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periphery  of  the  wheel  and  the  ends  ere  connected  to  the  hollow 
asle.  Similar  tubes  ate  secured  to  the  other  half  of  the  periphery. 
The  whole  wheel  is  fitted  inside  a  wheel  of  larger  diameter  and 
beat's  on  ita  inner  periphery.  The  tubes  are  fitted  with  valves 
through  which  the  air  enters  and,  as  the  inner  wheel  revolves,  is 
compressed  and  forced  to  the  reservoir  and  thence  supplied  to  the 
cjUnders  of  the  engine.  Another  arrangement  conaists  in  having 
Cjlindera  fitted  to  the  wheels,  and  provided  with  pistons  actuated 
from  the  centre  or  other  part  of  the  wheels  or  axles,  dther  verti- 
cally or  laterally  by  eccentrics  or  otherwise.  These  pistons  serve 
to  force  air  into  the  reservoir. 

[PrinKKlplOJ.    DrawiDK.] 

A.D.  1866,  May  23.— S'  1451, 
DUUGLAS,  Sholto. — This  consists  of  one  or  more  wheel  or 
wheels  rotating  on  an  asde  within  a  cylinder  or  case.  On  the 
circumference,  or  in  the  body  of  the  wheel  curved  or  U-shaped 
passages  are  made.  The  motive  agent,  whether  steam,  compressed 
air,  gas,  water,  or  other  liquid  or  fluid,  is  admitted  into  the  casing, 
and,  entering  the  ends  of  the  passages,  passes  to  the  centre  of  the 
wheel,  causing  it  to  revolve.  The  motive  agent  thence  passes  to 
the  centre  of  a  second  wheel  fixed  on  the  same  axle  ae  the  first, 
and,  hy  centrifugal  action,  is  impelled  to  the  ends  of  the  curved 
passages.  It  may  afterwards  pass  over  or  under  a  diapbra^m 
to  the  ciutside  of  a  third  wheel,  and  by  a  second  central  passage 
to  a  fourth  wheel.  Tlie  number  of  wheels  may  be  increased  or 
dtroittished  according  as  power  or  speed  is  required.  Where  high 
speed  is  required,  a  single  wheel  is  advantageous. 
[Printed.  I»,  U.   Drawiiign.] 


A.D.  laeS,  June  2?.— N"  1714. 
JORDAN,  John. — (^Proinsiaual  protection  only.) — This  consists  I 
n  using " alcohol,  ether,  pyroxylic  spirit, or  naptha,  ormethylatedi 
'  spirit,"  either  in  engines  of  the  ordinary  construction  with  sui 
face  condensers  or  by  vaporizing  them  in  a  vaporizer  heuted 
aqueous  vapor  produced  in  a  boiler  with  a  continuous  circulatit 
of  the  water  contained,  and  conducting  the  spirit  vapor  to 
aquous  steam-jacketed  cylinder,  and  thence  to  a  surface  c 
denser,  from  which  it  is  re-conducted  to  the  vaporizer. 
fPrlnted,  */.    No  Drawines.l 
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A.D.  1866,  July  14.— N»  1848. 

JUSTICE,  William. — Engines  to  be  driven  by  water,  steam,  or 
compressed  air  or  gas.  These  consist  of  a  chamber  in  which  three 
revolving  cylinders  are  placed.  Their  axles  pass  out  of  the 
chamber,  and  at  one  end  are  groved  into  each  other  by  spur 
wheels  or  pinions.  The  outer  cylinders  are  both  formed  with  a 
tongue  which  bears  continually  on  the  inner  face  of  the  chamber 
or  case,  and  is  received  into  a  recess  in  the  central  cylinder.  The 
actuating  liquid  or  fluid  may  be  admitted  through  the  hollow 
axles  either  of  one  or  both  outer  cylinders,  and  will  then  press 
forward  the  tongues;  the  central  cylinder  rotating  in  contact 
with  the  outer  cylinders,  and  forming  a  continuous  abutment. 
The  liquid  or  fluid  afterwards  escapes  through  ports  in  the  outer 
case.  In  another  modification  the  central  cylinder  is  dispensed 
with.  The  two  pistons  roll  on  each  other  forming  a  mutual 
abutment,  and  the  steam  is  admitted  in  one  cylinder  only,  and 
fills  the  space  between  the  two  tongues,  causing  the  cylinders  to 
rotate  in  opposite  directions. 
[Printed,  Is.  2d,    Drawings.] 

A.D.  1866,  July  21.— N°  1899. 

VON  RATHEN,  Anthony  Bbrnhard  Baron,  and  ELLIS, 
Xjbgrqb  Henry. — {Provisional  protection  only.) — This  may  be 
considered  as  supplementary  to  No.  818,  A.D.  1865.  It  consists 
in  providing  a  motive  power  wheel,  ha\ing  its  axis  upon  fixed 
bearings  in  an  eccentric  position,  and  turning  in  an  oscillating 
cylinder.  The  compressed  air  or  water  is  introduced  into  closed 
chambers  formed  upon  the  longest  arm  of  the  power  wheel.  A 
rod  is  fixed  to  one  end  of  the  cylinder,  and  gives  motion  to  a 
piston. 

[Printed,  6(2.  Drawing.] 

A.D.  1866,  July  25.— N<»  1927. 

PRINCE,  Henry. — ^A  wheel  fitted  on  a  shaft  is  made  with  two 
sides,  each  having  a  boss  or  rim  and  radial  arms,  the  opposite 
arms  of  each  side  being  connected  by  transverse  rods,  to  which 
is  attached  an  air  bag  conveying  a  weight  and  furnished  with  a 
spring  valve.  Each  ur  bag  communicates  with  one  on  the  other 
side  of  the  axle.  The  wheel  is  mounted  in  a  tank  filled  with 
water,  and  the  bags  on  one  side  being  filled  with  air  and  kept  open 
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When  the  working  piston  is  near  the  end  of  its  stroke  a  com- 
munication is  opened  between  the  reservoirs  so  as  to  transfer  the 
excess  of  pressure  in  the  reservoir  which  has  just  ceased  its  efiPect 
on  the  piston  to  that  which  is  about  to  commence  its  effect.  This 
is  done  by  the  equation  valve^  which  should  be  in  duplicate. 
The  buckets  are  supplied  with  water,  which  enters  like  rain  at 
the  moment  of  least  pressure.  The  surplus  runs  off  when  the 
bucket  is  on  the  up  stroke  by  an  annular  channel  at  the  upper 
end  of  the  reservoir.  These  channels  open  into  two  stand  pipes, 
one  containing  a  float  attached  to  a  slide  valve  for  the  escape  of 
the  water.  The  other  has  three  cocks,  the  two  lower  open  when, 
the  upper  one  is  closed,  and  the  water  in  the  pipe  is  consequently 
replaced  by  air  from  the  atmosphere.  When  the  pressure  in  the 
reservoir  is  greater  than  in  the  stand  pipe,  water  will  be  forced 
into  the  latter,  and  the  pressure  equalized,  and,  when  the  pressure 
in  the  reservoir  falls,  the  air  in  the  pipe  will  be  inspirated. 
[Printed,  2*.  6d,  Drawings.]. 

A.D.  1866,  August  20.— N<»  2137. 
JOHNSON,  John  Henry. — (A  communication  from  Jean  Bap- 
tiste  Dubreuil  and  Camille  Bernard,) — {Provisional  protection  only.) 
— Centrifugal  apparatus  is  arranged  so  as  to  increase  the  power 
of  any  prime  mover.  Two  rotating  shafts  in  the  same  vertical 
plane  are  employed.  One  is  rotated  by  the  prime  mover,  and 
imparts  a  rotary  motion  to  one  or  more  weighted  bars  revolving 
on  axes  situated  in  the  circumference  of  a  circle,  the  centre  of 
which  coincides  with  the  centre  of  rotation  of  the  second  shaft. 
This  is  in  connection  with  and  rotated  by  the  centrifugal  force 
developed  by  the  rotation  of  the  weighted  bars,  which  are  free  to 
rotate,  whether  the  second  shaft  be  revolving  or  not,  so  that  the 
resistance  can  be  overcome  solely  by  the  centrifugal  force  pro- 
duced, and  not  by  the  prime  mover,  whose  function  is  simply  the 
rotation  of  the  bars. 
.    [Printed,  4d.    No  Drawings.] 

A.D.  1866,  August  23.— N°  2164. 
GERARD,  Aristide. —  (Provisional  protection  only.) — Motive 
power  engine  consisting  of  two  cylinders  filled  with  liquid  placed 
vertically  one  above  the  other  and  connected  by  uprights  which 
are  perforated  in  the  centre  for  the  passage  of  the  pivots  of  a  shaft 
forming  one  piece  with  the  uprights.    Each  cylinder  contains  a 
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float  whose  rod  worka  a  crank  and  by  means  of  s  ratchet  wheel 
moves  a  loose  pulley  always  in  one  direction.  The  floats  rise 
through  the  liquid,  and  when  their  movement  is  over  the  appa- 
ratus is  turned  over  so  that  the  floats  are  ready  to  begin  again. 
The  rupture  of  equilibriam  may  be  effected  in  various  ways,  one 
of  which  is  to  All  a  cupola  attached  above  the  cylinders  with 
water  flowing  from  a  tub.  The  cupola  turns  over  and  disohatges 
its  contents  into  a  second  which  also  turns  over.  In  an  apparatus 
in  which  the  cylinders  are  placed  side  by  aide,  and  each  contun 
two  floats,  tubes  are  attached  to  such  floats,  which  beinj;  forced 
or  drawn  by  the  floats  produce  the  rupture  of  equilibrium. 
[Printed,  u.   Crawimts,] 

A.D.  IBGG,  September  10.— N"  2330.    (*  *) 
BENNETT,  Rohsrt.— [Provisional  proleclim  only,)— "Modes 
"  of  obtaining  and  transmitting  motive  power,  and  in  the  machi- 
"  nery  or  apparatus  employed  therefore." 

"  The  essential  feature  for  this  my  invention  cnnsiats  in  alter- 
"  nately  increasing  and  diminishing  the  area  of  the  piston  and 
"  cylinder  or  pistons  and  cylinders,  or  acting  surfaces  at  the  ends 
"  of  their  strokes  (or  at  the  time  the  crank  ia  turning  the  other 
"  two  '  dead '  centres  in  a  line  with  the  axis  of  the  moviojt  piston 
"  or  cylinder),  so  as  to  act  upon  and  move  the  actuating  surftice, 
"  for  the  time  being,  with  a  proportionately  greater  force  in  the 
"  direction  of  motion  than  in  the  reverse  direction  equal  to  the 
"  said  difference  made  or  caused  in  the  area  of  the  actuating 
"  suifacea,  and  the  pressure  of  steam  acting  thereon  above  that 
"  of  the  atmosphere,  and  by  this  means  keeps  the  direct  presaore 
"  of  the  steam  or  other  fluid  power  employed  constantly  acting 
"  within  the  cylinder  or  cylinders,  as  the  case  may  be,  tvithout 
"  any  great  or  essential  escape  of  the  acting  fluid  or  heat  there- 
"  from."  Although  this  engine  ia  described  inthe  form  necessary 
for  use  where  steam  is  employed  as  the  motor,  yei  the  invention 
also  includes  the  employment  of  air,  water,  or  other  fluid. 
[Priulod.  W.    No  DrawiiwB-] 

A.D.  18GC,  September  13.— >'°  2353.    (•  •) 
HORSTMAiNN.    Fukdihch    Gi;stav    Adolph.  — "This 
"  vention  consists  in  obtaining  motive  power  from  the  expangi 
"  and  contraction  of  mercury,  spirita  of  wine,  glycerine,  and 
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spirits  and  expansive  liquids/'  as  described  in  a  prior  invention. 
No.  7^2,  A.D.  1866^  but  a  more  extended  application  of  tliii 
power  is  here  claimed. 

A  cylinder  carries  a  piston  which  rises  and  faUs  as  the  tem« 
perature  makes  the  fluid  contract  or  expand.  The  rod  may  be 
attached  to  bars  from  the  windows  of  greenhouses,  so  that  the 
windows  are  opened  or  shut  according  to  the  temperature  of  the 
atmosphere. 

In  clocks  and  watches  a  metallic  piston  is  pressed  home  on  the 
fluid  by  a  spring  '*'  the  alternation  of  temperature  acting  upon 

this  fluid  causes  the  piston  rod  carrying  a  cross  bar  to  woik 

up  and  down."  A  chain  is  connected  at  one  end  to  'the  cross 
bar  and  at  the  other  to  a  hollow  revolving  drum  *'  containing  a 
"  strong  spring  for  regulating  the  back  pressure  of  the  piston ;" 
on  the  outside  of  the  drum,  and  in  gear  therewith,  is  a  second 
drum  wheel,  over  which  a  second  endless  chain  is  passed,  "  which 

is  then  passed  over  the  main  wheel  arbour  of  the  clock,  and 

hangs  down  on  either  side  thereof  in  a  loop."  To  each  loop 
is  attached  a  weight,  one  larger  than  the  other.  When  the  large 
weight  has  been  raised  to  its  greatest  height  by  the  expansion  of 
the  fluid,  it  raises  a  lever,  releases  a  catch,  and  leaves  the  spring 
drum  to  revolve  alone  as  the  piston  ascends  or  descends ;  the 
weight  is  then  free  to  descend,  rendering  the  process  of  winding 
unnecessary. 

The  rack  of  the  piston  "  can  be  made  to  work  immediately  upon 
''  a  wheel  in  connection  with  a  set  of  wheels,  pinions,  springs* 
'^  and  drums,  thereby  rendering  the  endless  chain  unnecessary." 
[Printed,  8d.   Drawing.] 

A.D.  1866,  September  15.— N°  2377. 

VON  RATHEN,  Anthony  Bernhard,  Baron. — ^This  is  a  new 
mode  of  constructing  the  power  wheel,  and  difiPers  from  that 
patented  No.  818,  A.D.  1865,  by  the  compressed  air  forming  a 
floating  mass  round  the  wheel  between  it  and  the  internal  surface 
of  a  cylinder.  The  wheel  contains  two  cavities  on  opposite  sides, 
each  having  a  part  of  the  diameter  projecting,  under  which  is  a 
*  cavity  with  metal  pieces  arranged  so  that  the  reactive  pow» 
pressing  on  it  is  counterbalanced  by  the  power  pressure  on  the 
opposite  similar  cavity.  Several  modes  of  effecting  this  arQ 
described. 

A.  '^  ^ 


h 


The  wheel  revolves  on  its  axis  dosed  in  bj  the  cover  as  b;  a 
box.  'llie  only  part  of  tbe  cover  which  is  left  to  be  made  wr 
tight  ia  round  the  axle  at  its  exit  from  the  cylinder.  A  space  u 
left  between  the  axle  and  the  cover  which  is  closed  by  a  ring  or 
collar,  which  turns  on  the  shoulder  of  the  cover.  Round  this 
projection  of  the  cover  packing  is  wound  and  is  fastened  by  a 
buckle  or  screw  riog.    The  axle  may  also  be  packed  by  stuffing 

[Fnnted,  Sr.  ICkL   DnwuiKi.l 

A.D.  1966,  September  2tt.— X=  2508. 
JOHNSTONE,  John  Stuart. — Motive  power  is  produced  by 
ihe  property  of  a  compound  bar  formed  of  two  bars  of  metal  of 
different  expansive  powers,  to  assume  a  curved  form  when  heated 
several  sets  of  compound  bars  or  plates  (preferably  composed  of 
brass  and  iron)  are  arratiKed  in  parallel  rows  in  a  framework  fixed 
to  a  strong  bed  plate.  Each  bar  or  plate  having  a  short  space 
between  it  and  the  adjacent  one,  and  the  tn'o  bearing  at  their 
central  |)arts  on  a  piece  of  metal.  In  each  com|>artment  the  bar* 
are  set  reversed  to  the  bars  in  the  next  preceding  compartment, 
so  that  the  heated  bars  cun-e  in  opposite  directions.  A  set  of 
bara  being  heated,  and  one  end  being  supported  against  a  bearer, 
the  free  end  and  the  metal  plate  between  it  and  the  second  set 
will  be  projected  forivard,  and  the  second  Bet  being  also  heated, 
its  plate  will  be  projected  double  the  distance  of  the  first  and  si 
on,  so  that  any  length  of  stroke  may  be  obtained  by  increasing 
the  number  of  sets.  Two  chambers  ire  used,  one  of  which  it 
being  heated  by  means  of  heated  air,  while  the  other  is  being 
cooled  by  a  fan.  The  reciprocating  motion  is  converted  into  a 
alow  rotation  of  a  shaft  provided  with  « large  spur  wheel  gearing 
into  a  pinion,  whose  shaft  carries  a  similar  spur  wheel  which 
actuates  a  pinion  on  a  driving  shaft,  whose  rate  of  revolution  is 
thus  rendered  sufficiently  quick  for  a  useful  motive  power  engine. 
CPriutpd,  K.M.    Dniwiupi.] 

A.D.  I?66,  October  S.-N°  2590. 
Nekton,  William  Edward.— (J  commumeation  from  Dafid  J 
Did.)  —  "Atmospheric  engines,"  which  are  provided  with  kl 
generator  having  a  central  shaft  bearing  a  ring  or  valve  plate,! 
which  vibrates  from  one  aide  to  tbe  other  of  a  stationary  pUte* 
Behw  tlie  generator  i^  a  c\osei  c\\MrioCT  Oaw^ed  with  a  mpplf 
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of  oil  or  other  combustible  material  from  any  suitable  reservoir. 
A  section  is  cut  from  the  bottom  of  the  generator  and  is  attached 
to  a  shaffc  in  the  centre  of  the  closed  chamber.  To  the  other  side 
of  this  shaft  is  secured  a  tube  wrapped  with  loose  fibrous  material. 
By  the  revolution  of  the  shaft  the  section  is  moved  to  the  bottom 
of  the  closed  chamber  and  the  tube  with  its  wrapping  saturated 
with  oil  lifted  into  the  generator,  when  the  oil  is  ignited  by  means 
of  a  pipe  with  a  piston  carrying  some  very  inflammable  substance, 
gun  cotton  or  a  fulminate.  The  heated  air  passes  through  valves 
at  the  top  of  the  generator  to  the  working  cylinder.  The  air  in 
the  generator  is  reversed  by  the  action  of  the  plate  valve.  In 
another  description  of  engine  there  are  two  generators  with 
plungers  attached  to  the  ends  of  a  beam  and  having  conical  pro- 
jections, covered  with  some  absorbent  material  which  are  dipped 
into  conical  vessels  filled  with  oil  below  the  generators. 
[Printed,  1«.  2<2.  Drawings.] 

A.D.  1866,  October  H.—N^  2633. 

MESSER,  Henry. — {Provisional  protection  on/y.)— Improve- 
ments in  heated  air  engines.  The  furnace  is  constructed  with 
an  outer  casing  of  iron,  having  a  lining  of  fire-clay,  near  the  top 
of  which  a  passage  way  is  formed  communicating  with  the  interior 
by  a  series  of  small  holes  converging  to  the  centre  of  the  furnace. 
The  air  is  admitted  to  the  furnace  through  these  holes.  Air 
passages  communicating  with  the  ash  pit  and  by  an  annular 
space  with  the  interior  of  the  furnace,  and  are  provided  with 
dampers  by  which  the  course  of  the  air  may  be  directed  into  the 
ash  pit  or  into  the  furnace  above  the  fuel.  The  supply  pipe 
leading  to  the  valve  chest  is  made  with  a  U -shaped  bend  to 
secure  a  more  perfect  combustion  of  the  products  of  the  fuel. 
A  mode  of  driving  the  governor  to  regulate  the  speed  of  the 
engine  by  a  cord  extended  to  any  part  of  the  building  is  also 
described.    • 

[Printed,  4d.    No  Drawings.] 

A.D.  1866,  October  24.— N^  2744. 

"WATTS,  Joseph. — Improvements  in  furnaces. 

Part  of  the  invention  consists  in  obtaining  motive  power  from 
the  atmospheric  air  supplied  to  furnaces  by  fans  placed  in  the 
passage  through  which  the  whole  of  the  air  required  for  combus- 
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tion  passes.    The  quantity  of  air  passing  through  the  pipe  or 
passage  maj  be  legulated  hj  a  slide  or  throttle  valve. 

;:;.  [Printed.  U.M.    Drawinp.] 

A.D.  1866,  October  31  .—N"  2834. 
NEWTON.  William  Edward.— (J  communication  from  John 
Robertson  Cameron.) — Vacuum  air  engine  which  is  furnished  with 
a  heated  air  chamber  containing  a  fire-boi,  and  a  vacuum  chamber 
with  a  thin  lining  inside  and  a  water  space  between  this  and  the 
outside  casing.  Water  is  supplied  to  this  space  from  a  eistcra 
through  pipes  furnished  with  valves  which  open  and  shut  so  as 
to  prevent  the  atmospheric  pressure  acting  on  the  n'atei  in  the 
water  space.  I'hc  fire-bo:  is  mode  to  descend  into  the  vaeuum 
chamber,  driving  out  the  air  part  through  the  top  of  a  bellows 
into  the  fire  in  the  bos,  and  part  into  the  heated  air  chamber. 
The  fire-box  afterwar4s  reascends  to  the  heated  air  chamber,  the 
movement  being  aided  by  a  spring  in  the  vacuum  chamber.  A 
vacuum  is  thus  formed  in  the  chamber,  and  this  being  made  to 
communicate  with  the  working  cylinder,  its  piston  is  driven  by 
the  atmospheric  pressure  and  the  vacuum  chamber  is  at  the  same 
time  refilled  with  air. 

[Printea,  Sd.    DrawiiiK.] 

A.D.  1866,  November  19.— N-  3029. 
BERNARD,  Julian.— (Lexers  Patetit  void  far  want  of  Final 
Speqficalion.) — Motive  power  engines  for  mining  purposes. 

Under  one  modification  an  engine  is  made  with  chambers  con- 
taining water  or  other  fluid  at  one  or  both  ends  of  the  cylinder, 
and  the  piston  in  worUng  is  covered  on  both  sides  by  such  flaid 
and  is  driven  by  compressed  air.  The  engine  works  pumps  &om 
the  piston  rod  or  other  reeiprocabing  port.  In  another  modifica- 
tion the  pumps  can  themselves  be  used  as  motive  power  en^nes. 
One  or  more  pumps  are  situated  beneath,  and  their  pistons  or 
plungers  connected  to  the  ends  of  a  lever  or  segment.  Valves 
admit  air  to  one  side  of  one  plunger,  the  air  causes  it  to  descend. 
and  at  the  same  time  raises  that  on  the  opposite  side,  filling  the 
barrels  with  water  whilst  the  water  in  the  barrels  in  which  the 
piston  has  been  depressed  is  expelled,  The  valves  are  actuated 
fc/  the  motioa  of  the  piston. 

f  Printed,  4rf.   No  DrawinK^.I 
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^^^  A.D.  1866,  November  27.— N"  3125, 

GEORGE,  RiCHASD.— (Procisionoi  protectiott  oniy.)— This  k  for 
improvements  in  engines  where  motive  power  is  obtained  hj  the 
action  on  a  piston  traversing  to  and  fro  within  an  oecilktinj;;  or 
vibrating  cylinder. 

The  cylinder  may  oscillate  upon  a  cylindrical  tube  or  the  tube 
may  be  fixed  to  and  oscillate  with  the  cylinder.    In  the  first  lon- 
gitudinal admisaion  and  exit  ports  are  made  in  the  tube  which  is 
I        constructed  with  partitions  to  prevent  tlie  exhaust  steam,  air,  gas, 
I       or  vapour  mingling  with  that  to  be  admitted  to  the  cylinder. 
:       An  auxiliary  valve  is  employed  for  cutting;  off  the  steam  at  any 
I       part  of  the  stroke,  or  in  order  to  close  all  communication  at  the 
.       time  of  the  explosion  of  gas.    This  I'alve  consists  of  a  plate  of 
metal  with  a  rod  which  works  upon  the  face  of  the  diaphragm. 
When  the  tube  and  cylinder  oscillate  together,  orifices  at  the 
extremity  of  the  former  work  against  ports  in  hollow  studs  or 
brackets.   An  apparatus  far  exploding  gas  by  means  of  an  electric 
I       igniter  consists  of  tvo  wires  insulated  by  some  u  on -con  ducting 
I        substance,  to  one  of  which  is  transmitted  electricity  iiom  the 
positive-pole  of  a  battery  bj  means  of  an  insulated  metallic 
"  pointer,"  which  revolves  against  circular  metallic  plates  charged 
'       with  electridty  from  the  positive  pole,  the  other  wire  commu- 
nicates with  a  meta!  plug. 

CPriuted,  id.    No  Drawinxa.] 

A.D.  1366,  December  5.— N"  320?. 
CLARK,  William. — {A  communication  from,  Auguste  Gerin.) — 
This  invention  consists  in  a  rotatory  engine  driven  by  steam,  gas, 
or  other  power  by  means  of  sixteen  pistons  working  in  small 
cylinders  or  enlargements  of  a  circular  disc  whose  boss  is  keyed 
on  the  main  shaft.  The  cylinders  are  disposed  at  an  angle  with 
[  the  radius  of  the  disc,  and  the  pistons  of  the  opposite  cylinders 
are  connected  by  metallic  cords,  so  that  when  one  rises  the  other 
is  drawn  back  into  its  cylinder.  The  distributing  chamber  is 
made  moveable  so  as  to  adjust  its  position  to  compensate  for  the 
wear  produced  by  friction,  and  fix  it  in  the  most  suitable  position. 
[Printed,  eJ.   Dniwiiigi.] 

A.D.  1866,  December  20.— N"  3344. 
GEDGE,  William  Edward. — {A  commmimlion  from  Augusle 
CAeniHe.)— Locomotive  machineij  without  steam. 
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A  vertical  iron  abaft  supports  a  lever  Aimislied  with  three 
Qveable  peDdsnts  or  connecting  rods.  One  of  theae  is  con- 
nected to  a  fly  which  the  driver  turns,  and  therebj  lifta  the  3rd 
connecting  rod  to  which  ia  fitted  a  T-shaped  crank  traversiiig  two 
boxes  containing  springs.  At  the  aame  time  the  middle  connecting 
rod  ia  lowered  and  a  oompasB  on  it,  each  branch  of  which  recelvei 
an  axle  with  a  crank,  opeoa  its  branches,  and  gives  half  a  turn  to 
two  pairs  of  driving  wheels.  The  return  movement  of  the  beam 
tirought  back  by  the  motive  power  produced  by  the  springs,  causes 
the  wheel  to  make  another  half  turn.  The  driver  must  continne 
to  follow  the  movement  of  the  fly  until  the  impulaion  ia  auperior 
to  the  motive  power.  In  screw  boats  the  shaft  is  lateral,  and  the 
compass  placed  laterally  to  the  fly,  and  has  one  of  its  branches 
fixed  ;  the  Other  will  give  impulsion  to  the  fly. 
£  Printed,  1».   BrawlDK?,] 

A.D.  ISGfi,  December  21.— N"  3363. 
ANDERSON,  Jambh,— This  ia  an  improvement  on  the  invention 
No.  2767,  A.D.  1859,  and  conaiata  in  conneotinK  the  piston  with 
a  shitld  or  aeries  of  ahield  shells,  and  also  in  employing  a  porous 
block  as  a  regenerator  or  econoraiser  of  heat.  The  block  is  made 
to  move  up  and  down  at  suitable  intervals,  and  ia  proi'lded  at 
its  lower  surface  with  a  diaphragm  fumiahed  with  valves.  The 
combnstihle  gases  are  introduced  betiveen  the  diaphragm  and  the 
block,  and  are  made  to  traverae  the  block  before  they  are  ignited. 
After  the  piaton  has  been  driven  forward  by  the  espanaion  of  the 
gases,  the  exilaust  gaaea  are  driven  through  the  block  and  to  the 
loiver  aide  of  the  diapliragm  and  pass  out  by  valves  at  the  base 
of  the  cylinder. 

[Printed,  Brf.    DrawinK.] 

A.D.  l?6fi,  December  22.— N°  33/3.  (*  •) 
SLOPER,  Jdsecii. — {Provisional  proltction  on/j.)^"  Improved 
"  means  of  and  apparatus  for  obtaining  motive  power,  applicable 
"  for  driving  machinery,  and  for  ventilating  mines,  buildings, 
"  alii|iH,  and  and  other  spaces."  "I  create  or  produce  a  powerful 
"  current  or  currents  of  air  by  the  means  of  one  or  more  shafts 
"  bniit  in  the  usual  way  of  brick  or  stone,  or  tubings  of  metal  or 
"  other  material,  that  in  proportion  to  the  height  or  length  of  the 
'  shafts,  fimnels,  or  tubings  ao  tV  tanevta  of  air  are  increased. 
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^  provided  that  the  inside  of  the  shafts^  funnels,  or  tubings  are  of 
**  the  proper  proportion ;"  "  or  I  propose  ascending  funnels  or 
^  tubes  made  of  any  suitable  material,  and  to  connect  and  con- 
**  tinue  from  the  lower  part  thereof,  if  desirable,  a  continuous 
"  length  of  conduits  or  tubings  in  a  longitudinal  position  along 
^'  the  ground,  or  in  any  direction  found  most  suitable,  so  as  to 
**  catch  the  air  and  create  the  most  powerful  current  or  currents 
'  of  air  through  the  tubing  and  up  the  ascending  shafts  or 
«  funnels." 

"  Having  got  mv  moving  power,  I  propose  to  a  affix  or  attach  at 
"  the  upper  part  or  outlets  of  the  funnels  or  shafts  my  apparatus 
*•  or  machinery,  which  consists  chiefly  of  revolving  fens,  that  is, 
'*  fens  or  vanes  attached  to  a  central  drum,  main  shaft,  or  spindle 
"  axle  working  on  centres  horizontally  or  otherwise ;  or  my  appa- 
''  ratus  may  be  placed  within  the  shaft  or  funnel,  or  in  such  a 
**  position  as  by  the  current  of  air  passing  up  or  from  the  shaft 
'^  or  funnel  the  current  of  ur  will  cause  the  fans  to  revolve  with 
^*  great  velocity,  and  thus  communicate  a  rotary  motion  to  the 
'^  central  main  shaft,  which  motion  is  transmitted  by  means  of 
"  gearing  to  the  machinery  it  is  intended  to  actuate." 

"  I  intend  at  the  lower  part  or  entrance  of  the  tubing^  where 
**  the  mouth  or  entrance  is  properly  constructed,  to  fix  or  attach 
"  another  revolving  fan  of  a  similar  kind  as  before  described  (if 
*'  necessary)  working  either  horizontally  or  otherwise,  for  the 
"  purpose  of  increasing  the  current  of  air  through  the  tubings, 
*'  with  other  contrivances  inside  the  tubings  or  funnels,  if  neces- 
*'  sary,  for  increasing  the  power,  and  also  apparatus  for  regulating 
*'  the  currents  of  air,  or  for  the  purpose  of  stopping  the  machinery 

or  setting  it  in  motion ;  and  1  propose  (if  necessary)  to  add 

upright  or  vertical  apparatus,  with  revolving  fans  attached  to  a 
^'  central  drum  or  shaft,  and  arranged  or  fixed  in  such  a  position 
**  that  the  wind  shall  act  freely  on  the  fans,  which  fans  will  rotate 
"  and  this  power  may  be  transmitted  by  means  of  toothed  wheels 
"  and  other  gear  as  an  auxiliary  power  to  the  other  machinery 
"  acted  on  by  the  currents  passing  through  the  tubings  or  shafts." 
[Printed,  4J.    No  Drawings.] 

A.D.  1866,  December  31.— N»  3448. 
CLARK,  Willi  AM, —(Promsional  protection  only.)  —  Improve- 
ments in  the  manufacture  of  hydrogen  gas,  and  its  applications 
for  lighting  and  heating,  and  as  a  motive  power. 
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to  Rdnc«t,  ftnd  aeting  on  tiie  taAaait  cndde  dnia  fjwdMjeil  bgr 
nqMr-beaied  ilcsm  in  a  letoii  haiiBd  to  icdnoL  In  tins  mj 
I^dfiDgen  and  carbonic  add  are  pfodneed,  and  are  aftenwds 
•eparated.  For  heating  purpofes,  an  indoacd  qiaee  Prided  into 
tfaree  parts  on  the  Dayj  pnndple  it  naed.  H  jdrogen  ia  inftro- 
doeed  into  the  loireat,  and  ozjgen  into  tiie  central  part.  The 
npper  contains  the  tiro  dectrodea  of  a  pik  wUdi  psodnees  qiariu, 
the  intenraU  of  contact  being  regnlated  bj  a  pendnlnm.  A  pipe 
Ihnnthe  npper  part  dipt  into  water,  and  cominimicates  with  a 
ball  for  receiving  the  nnconsnmed  Iqrdrogcn.  In  boikra,  the 
waateheatis  nsed  fcnr  producing  hjdrpgen.  For  molhne  power, 
an  ordinary  surface  or  other  condenser  is  qiplied  to  gas  engines 
operated  by  the  combustion  of  hydrogen,  whether  by  acting  on  a 
jnston,  or  the  vanes  of  a  turbine,  or  serving  to  rarely  air  in  dosed 
ehamben.  The  hydrogen  serving  simply  to  rarefy  the  azote  fw  the 
production  o  condensible  steam,  will  nearly  double  the  power  of 
gas  engines  when  combined  with  a  condenser.  Another  advantage 
is  that  of  dispensing  with  all  cooling  cuirents,  the  lowering  of  the 
temperature  being  produced  by  communication  with  the  condenser, 
whose  temperature  will  be  from  90  to  100  degrees. 
CFrinted,  1#.  Kkl.   Dmwingi.] 
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[The  numbers  refer  to  the  pa^es  ia  which  the  Abridgments  commence.  The 
names  printed  in  ItaHe  are  those  of  the  persons  by  whom  the  inyentions 
have  been  communicated  to  the  Applicants  for  Letters  Patent.] 


Air  and  steam,  engines  worked 

by  the  combined  power  of : 

Bumsey,  15. 
Nasmyth,  118. 
Houston,  157. 
Siemens,  168. 
Bresson,  163. 
Tetley,  172. 
Sochet,  198. 
Joyeuz,  235. 
Newton  {Bogers),  837. 
Mennons  {Belou},  848. 
Bennett,  850. 
Parker,  850. 
Parker,  388. 
James,  394. 

Newton  {Atwater)t4ffl* 
Steam     combined    with     air, 
heated  externally ; 
Elkington,  81. 
Wilkinson,  115. 
Houston,  131. 
Houston,  137. 
Houston,  157. 
Pascal,  169; 
HUI,  173. 
Macpherson,  238. 
Joyeux,  235. 
Joyeux,  246. 
Scott,  274. 
Sautter,  285. 
Siemens,  322. 
Johnson  {Prouw>9t),9S2, 
Brooman  {Archibald),  345. 
Blanc,  368. 
Parker,  378. 

Johnson,  {Hubert),  388. 
Parker,  888. 
Parker,  487. 
Pratt,  446. 

Steam  combined  with  products 
of  combustioxi: 
De  Bosen  {miesson),  59. 
Hall,  57. 
Hall,  60. 
Degrand,83. 
Hood,  112. 


Air  and  steam,  &c, — cont, 

Weston,  131. 

Mackintosh,  136. 

Pontainemoreau,  141. 

Pemihough,  145. 

Pascal,  169. 

Imray,  184. 

Edwards,  223. 

Gedge,244; 

Normaud*  255. 

Barlow,  269. 

Clark,  276. 

Siemens,  322. 

Pascal,  331. 

Parker,  350. 

Richards  (Messer),  379. 

Boulton,  389. 

Boulton,  892. 

James,  394. 

Boulton,  395. 

Messer,396. 

Huch  and  'Wlndhausen,402. 

Clark  {Dumdry),  406. 

Macneil,  434. 

Air  and  water,  engines  worked 
by  combined  power  of : 

Bumsey,  15. 

Lukin,  30. 

Brunei,  87. 

Williams,  61. 

Goodlet,  181. 

Jones,  236. 

Jackson  and  Myers,  287.' 

Nasmyth,  293. 

tlexmoTosiLcigerson),  300. 

Buchet,   Yonwiller,  and 

Seller,  308. 
Whitehead,  374. 
Bernard,  442. 
Pratt,  446. 

Newton  {Cameron),  452. 
Bernard,  452. 

Water  combined  with  air,  heated 
externally; 
Parker,  18. 
Brunei,  87. 
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}4intft,  m, 
t^nt^tty,  VfJ, 

^furmr  Mui  (^otiK)iln#  400. 
floiill(Mi,4S7. 

JNiirn«,v.70. 
filitmoit  {/tiifh'hp),tM. 
olitiNiiii  iifuth'hv),^^' 

ni'MN.  vna. 

llnrrlH.  Bnfl. 
T»vuKy0,  Bl»7i 

Uu<«Tit>i.     Vonwillor,     and 
H0tl(ir.  nun. 

lUWnH  itiul  Ki'mltftWiSno. 
liMihi,  4tti. 

Jl/  wntpv  poNvrr  \ 
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Fisustaisci&acaa,  1«KL 

FeO,1SL 


Harm,  262. 


\ 


JoweCt.85d. 

fttewwt  and  Kenhav,  369. 

Couf^iin,  897. 

Jones,  40a. 

Turner  and  Cooghin,  409. 

Air  engines : 

Kot  farther  described ; 
Moore,  7. 
EumMj,  15. 
Pickenug,  62. 
Brotnwicn,  83. 
Bein&ffle,  104. 
Ha8eltinc,l54. 

Worked  by  compressed  air.  8m 
also  under  Perpetual  motion 
and  Rotary  engnnes ; 

Rowe,  3. 

Braniah,  11. 

Bramah  and  Dickenson,  14. 

Brabam,  21. 

Medburst,  25, 27. 

Jones,  S7. 

Bompss,59. 

Douglas,  71. 

Surrey,  75. 
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Air  engines-^on^, 

Lanoe,  90. 

FontainemoreaUt  106. 

Parsey,  107. 

Nasmyth,  118. 

Bemington,  187. 

Masnata,  147. 

Goodlet,  181. 

Sinclair,  101. 

Stevens,  191. 

Pumelle,  206. 

Lonnridge,  242, 

Cavalerie,  207. 

Nasmyth.  273. 

Shaw  and  Cooper,  284. 

James,  294.        , 

Murphy,  816. 

Calvert,  843. 

Seiler,  860. 

Stewart  and  Kershaw,  869. 

Whitehead,  374. 

Jones,  414. 

Bernard,  442. 

Bernard^  452. 

Air  engines  worked  by  heated 
air.     See  Heated  air  engines. 

Alcohol,  engines    worked    by 

vapour  of.     See  also  Vapour 

engines  t 

Bishop,  26. 
Howard,  63. 
Brown,  54. 
Hazard,  56. 
Howard,  66. 
Campbell,  138. 
Jeffreys,  161. 
Brown,  176. 
Lipscombe,  188. 
Murphy,  225, 
Jor(&n,444. 
Expanded  in  a  liquid  state ; 
Horstmann,  448. 

Ammonia,  engines  worked  by. 

See  also  Vapour  engines  : 

Schwartz,  72. 

Newton,  97. 

Baggs,  99. 

Cormack,  118. 

Jefflpeys,  161. 

Brown,  175. 

Newton,  261. 

Hughes  {Lapbne),2^, 

Brooman  (Flandrin),  415. 

St.  Ceran,  420. 

Buf I'^nd  ( Tdlier),  423. 

Brooman  {Fiot),  483. 

Artificial  currents  of  air  used 
to  propel  revolving  fans  or 
pistons.    See  also  Windmills 
and  engines  : 
Fayne 


Artificial  currents,  &c.— -conf . 

Hateley,  16. 

Bannister,  20. 

Tibbits,124. 

Walker,  124, 

Booth,  143. 

Jenkins,  165. 

Goddard  and  Yates,  194. 

Spiller,  204. 

Arrowsmith,  206. 

Watts,  451. 

Sloper,464. 

Atmospheric  pressure,  engines 

worked  by.  See  also  Vacuoun 

chambers, employment  of: 

Bewley  and  Holtham,  4. 

Bxnnseyt  16. 

Hateley,  16. 

Bannister,  20. 

Fesenmeyer,  35. 

Pinkus,  86. 

Budge,  88. 

Fon&inemoreau,  106. 

Pinkus,  110. 

Clarke,  Freeman,  and  Tar- 

ley,  117. 
Tibbits,  124. 
Fell,  126. 
Bragg,  185. 
Booth,  143. 
Jenkins,  166. 
Goodlet,  181. 
Goddard  and  Tates,  194. 
Kasmyth,  225. 
Wilson,  228. 
Silvester,  248. 
Nasmyth,  273. 
Pilbrow,  290. 
Jumelais,  291. 
Brittain,  333. 
Bennett,  360. 
Crestadoro,  354. 
Remington,  380. 
Watts,  461. 
Sloper,  454. 

Caloric  engines.  See  Heated 
air  engines  (differential  en- 
gines ;  dry  air  heated  in- 
ternally. 

Carbonic  acid : 

Generatinggas  for  motive  power. 
See  also  Gas  engines ; 
Baggs,  99. 
Lackersteen,  149. 
Johnson     {OhiUiano    and 

Cristin),  216. 
Newton,  249. 
Newton,  261. 
Morel,  866. 

Liquid!  used  in  engines ; 


I 

^^H  Talbol^  no. 

Changes  of  fonn.  See  Espan- 
non. 

Chloroform,  engines  worked  by 
vapour  of.  See  also  Vapour 
engines  i 


Clockwork  used  for  storing  o 
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I  Carbonic  acid— con;. 


Johnson    (Ohilliatio 
Criitin),  ns. 
olid,  need  in  en^es ; 


Hso  Springs  used,  &c, ; 


H«mingtan,  187. 
™->-pp,  MO, 

ol  and  Nicholaon,  i 


Mantiavel,  1E2. 

Huuon  and  CluMlwick,  II?. 

Spiller.  MI. 

Cbadwlck,  FrDst,  Htuison, 

uidChidvii^SM. 
Tuckey.fflB. 
ArcbibBld,  !3B. 
nu-ken  388. 
Cupufor: 

Kercado,  SS2. 


Cylinders — conl. 

Brisbane,  M7. 

gmitb,'sM. 
Fluiiblei 

PUbrow.KB. 
BarletsB-tM. 
Ardiiba]d(Pal»},t8S, 


Combustion,  heated  gaseous 
products  of.  See  under 
Heated  air  engines;  Air  and 

steam. 

Compressed  air.    See  Air, 
Cylinders  : 


Buwitine,  1(H. 
Nonnons    (JTonKin- 

Brwiier).  SlB. 
Hamett,  3S8. 


Kumae;.  U. 
Gilbert,  82, 

Nusmrtli,  £73. 
Uerrltt.S*£. 
With  two  porta  of  different  dli- 

KtLowelden,  SK. 
Clark  (JioJrowaioiil.iSl. 
Differential  engines.   See  under 

Heated  air  engines. 
Disc  engines.    See  Rotarj  en- 
gines. 
Elastic  fluids,  engines  actuated 
by,  (not  otherwise  described) : 

Gordon.  M. 

WilliBDie.  M. 
Electricity,     See  also  Gaa,  ge- 
nerating  by  electricity;   Ig- 
niting by  electricity : 

ChargtHBt  air  or  gas  with  and 
eipanaiug  b; ; 
Talbot,  m. 
Vrles,  189. 
Bousselot,  1B3. 
Bhaw  and  Cooper,  184. 

See  Ee-action  en- 


Eolopile. 


Ether.    See  also  Vapour  en- 
gines : 


Cowper,  1«. 
JoHreya,  llll. 
CUUDenFf,  1(7. 


INDEX  OF  SUBJECT  MATTER. 


.461 


Ether— con^. 

Pontainemorean,  214, 
Peooul,  819. 
Joyeuz,  286. 
Berthies,  2M. 
Tissoi,  261. 
Lamy.262. 
Boulton,  408. 
Jordan,  444. 

Expansion  and  contraction^ 
oDtaining  motive  power 
from: 

Of  fluids; 

Talbot,  110. 
Gowper,  140. 
Sellford,199. 
Siemens,  411. 
Horstmann,  438. 
Horstmann,  448 . 

Of  metallic  bars ; 
Johnson,  460. 

Expansion  chamber : 

Smith,  264. 

Explosion,  obtaining  motive 
power  from  the  force  of. 
See  also  Gas  engines ;  Gas 
generating  by  nifiates ;  Va- 
pour engines : 

Produced  by  water  and  heated 
metals; 

Dumbell,  84. 

Fulminates; 

Dumbell,  34. 

Cava«gia  and  Spinelli,  280. 
Clark  (Gfro»),  428. 
Newton  {JHck)»  460. 

Gun  cotton ; 
Anderson,  119. 
Talbot,  121. 
Pape,  160. 
Quarterman,  106. 
Newton  (Diei},  460. 

Gunpowder; 

Medhurst,  27. 
Dumbell,  84. 
Chapman.  86. 
Lillie,86. 
Pape,  160. 
Quarterman,  166. 
Bauer,  181. 

Gas  engines.  See  also  Vapour 
engines  and  carbonic  acid 
gas: 

Not  otherwise  described ; 

Brown.  116. 
Haseltine,164. 


Gas  engines — mmt^ 

Explosive,  acting  directly  on 
piston; 

Wright,  70. 

Bamet,  79. 

Pinkus,  86. 

Johnson,  94. 

Bolton,  172. 

Schollick,  179. 

Webb,  186. 

Edington,  200. 

Barsanti    and    Hatteucci, 

203. 
Newton,  216. 
Balestrino,  219. 
Torassa,  246. 
Barsanti    and    Matteuoci, 

268. 
Bausselot,  260. 
Meeklus,  291. 
GambardeUa,  298. 
Anderson,  298. 
Johnson  [Lenoir),  807. 
Cohade,  818. 
Johnson  {Lenoir),  829. 
Pascal,  881. 

Newton  {,MiUion),^aid, 
Newton      {Barsanti    and 

Matteucoi),94A, 
Meekins,  849. 
Siemens,  866. 
Arbos,  869. 
Brooman  {Otto),  878. 
Boulton,  889. 
Wenham,  890. 
Pinchbeck,  418. 
Boulton,  426. 
QedsteiChenfas),^^. 
Clark  {Bohrownicki),  484. 
Abel  {Ladgen  and  Otto), 

486. 
Anderson,  464. 
Clark,  466. 

Explosive,  actmg  on  rotary  or 
reaction  engines,  or  by  emis- 
sion; 

Barber,  17. 
Reynolds,  108. 
Heury  {Cohade),  812. 
Boulton,  889. 
Clark,  466. 

Explosive,  acting  m  water ; 
Barber,  17. 
Brown,  49. 
Brown^64. 
Bejmolds,  108. 
Hugon,  810. 
Hugon,866. 
Hugon,  419. 

Explosive,  with  condensers ; 

Meekelam,  66. 
Cormack,  118. 
Phichbeck,  418. 
Clark,  466. 
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Gas  en(;rines---0Oii^. 

Explosive,   with    inflammable 
yapour.    See  dUo  Parafine ; 
^rowii,49. 
Brown,  54. 
BobinsoD,  IM. 
Anderson,  199. 
Johnson  iLenoir)^  807. 

Explosive,  propelling  baUoons 
by; 
Haenlein,  418. 

Explosive,  working  by  compres- 
sion of  air; 
Reynolds,  lOS. 
Roger,  171. 
Barsanti    and    Matteucci, 

203. 
Torassa,245. 
Cohade,  318. 

Explosive,  working  by  produc- 
tion of  >'acuum; 
Browp,  49. 
Brown,  54. 
Johnson,  94. 
Reynolds,  103. 
Bolton.  172. 
Schollick,179. 
Barsanti     and    Matteucci, 

258. 
Ludeke,  261. 
Hugon,  810. 
Hugon,  366. 
Brooman  {Otto),  873. 
Wenham,  390. 
Boulton,  425. 
Abel   {Ladgen  and   Of  to), 

436. 
Clark.  456. 

Worked  by  expansion  of  heated 
gases.    See  also  Heated  air ; 
Glazebrook,  23. 
Glazebrooke,  29. 
Gundry,  Neave,  and  Neave, 

44. 
Brunei,  52. 
Siemens,  158. 
Wrede,  187. 
Socket,  193. 
Anderson,  199. 
Newton  {Storm),  261. 
Lamy,  232. 
Napier,  235. 
Johnson  {Dalifol)»  296. 
Pascal,  831. 
Boulton,  403. 
Boulton,  414. 

"Worked  by  gafi^  combined  with 
gteam.  See  also  Air  and 
steam; 

Meikelam,  55. 
Bierley  and  Collier,  83. 
Bidault.  107. 
Cavaggia,  280. 


Gas  engines — coni. 

Johnson  {Lenoir), 
Siemens,  856. 
Boulton,  889r 
Boulton,  892. 
Boulton,  895. 
Boulton,  427. 

Gas,    generating    for    motive 

power: 

Rowe.8. 

Bompas,59. 

Vries,ie9. 

Gedge  {Cherfils),  429. 

By  acids ; 
Parker,  64« 
Ador,  78. 

Byerley  and  Collier,  82. 
Bagg8,99. 
Lackersteen,  149. 
Newton,  249. 
Ladeke,  252. 
Ludeke,  264. 

By  distillation  of  fuel ; 
Barber,  17. 

Gundry  and  Neave,  44. 
Pascoe,284. 
Anderson,  296. 
Siemens,  322. 
Arbte,859. 
Boulton,  389. 

By  decomposing  steam ; 
Cormack,  118. 
Tora8sa,245. 
GiUard,  814. 
Pascal,  831. 

Richards  {Uessen),  379. 
Clark,  455. 

By  electricity; 
Talbot,  92. 
Smith.  188. 

Bianchi  {Carosio),  162. 
Vries,  169. 
Carosio,  174. 
SchoUiok,  179. 
Carosio,  189. 
Rousselot,  192. 
Rousselot,  260. 
Meekins,  291. 
Meekings,  849. 
Moody,  874. 

By  nitrates,  see  Explosion. 
LUley,86. 
Berry,  96. 
Neville,  108. 
Phillips.  106. 

§uarterman,  106. 
auer,  181. 
Cava^a^  280. 
Mackmtosh.  866. 

Gas  igniting.  Sm  Igniting  gases 
or  inflammable  vapours  in 
gas  engine  cylinders. 


INDEX  OF  SUBJECT  MATTER. 


Gun  cotton.    See  Explos 
Gunpowder.    See  Explos 


Moore,  7. 
Kejmolda.  40. 


Morton  u 


Poole.  175. 
Schwartz,  34S. 
Molyneui,  SS3. 
BoiiltoD.SW. 
KiiBb,«0. 

Boultu^MS. 
Boulton,4t4. 

Bonlton,  405. 
BDulton,  U». 
Differential  onginei  i 
Mead,  IS. 
Brunei,  62. 


jn  CHiMrfdM),  B3. 

Stirilne,  SS. 

Kcwton  (Hateliint),  U. 

Ilaseltine,ia4. 

Franchot.lOe. 

Fell,  Hi. 

Tnrdy  de  UontraTel,  ISs, 


8tmM«r,28l>. 

Luiberesu.  !SS. 

I^8cal,»4. 

l^^^MaUm),  SM. 

81emrau.S2£. 

Nevton  (£ric»on].S23 


Newton  jSjniiM 


Di7  ftir  heWed  exl«rnally  i 


Heated  ah,  engims — eon(. 

Gilman  and  Sowerbj,  S 
£iies9on.  AD. 


laubereau.  114. 
Batliei>,ia7. 
Siemens,  lis. 


P>nny,ie«. 

Thomas.  £01. 

ITewMn,  »1. 

Splller,  mt. 

Seeala, ill. 

U'ewton  (£rtCnii»),  2Z0. 

Amier,  SSa. 

Newton  (SrlolMn),  2S8. 

Iina,tsi. 

Sousselot,  SK. 

MorUm  *nd  Hmrden,  2«3. 

Jsmewni.£T4 

N0wl<m,ISl. 

N^ier,  WB. 

Loahereau,  aes. 

Hnrt,£8». 

F»isl,tU. 

lOhtuon  (Ballot),  £9S. 


Johnsoi 


nT),3' 


Schwartz,  349, 


Eipharda  (Wjuteri.ST 


Dt;  air  heated  intemallr', 

NeVtOn-lS. 

Montiolaer  and  Dsflne,  4a 

Anioa,«r. 

Oiiaenthwaite.  GO. 

De  Bnaen  (Brietton),  56. 

BrieinnMI. 

De  Qiaud.  as. 

Cruokibanks,  8S. 
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Be&ted  air,  eofpaea—amt. 


Arrowamitb,  208. 
FontslJietDOresu.  SSO. 


Paiicoe.  asi. 
Anderson,  £I«. 

Shephard, 


Mennons  '(£elnu),  313. 

JoblLSOD  {  IFftijHilB],Sl3, 

Mennona  (Trfeac;i^),  338. 

Shav,  3^. 

Mennoiu  IBelim),  UB. 

CrestadotftSM. 

Huch  Bud  Wiiidliauaen.llAJ. 

MiickiiitD9li,  -iiG. 

ArliM,  339. 

BoiisHeld  <TiMBiueaJ),3lj3. 


Munivll,  4M. 
Newton  ( Cf ct],  ISO. 

ly  nJr  boated  inleniBJly  b, 


NewtDo  (xanlkall),  SIS. 
Nevrton  (JHiIMoh),  33a. 
Tongue  {Palan),  43S. 
Kd«t  nlr  lieateit  cxterunllr ; 
Anderaon,  171. 
Mewtoo  ISlorm},  ita. 
Scott,  171. 

ArchiWld  (Pa Jk«),  378. 
B(niMor,9SS. 
Broaman.  iSS. 

Broonjui  (.JrciiSaU),  3W. 
UolBt  Rir  heated  tnternB% ; 
aark.  XK. 

Anhibkld  (Pa.-Ml.  £73. 
Ctuk  {»«4iiiifAan).  370. 
Boullon,  MB, 


Hydrochloric  acid : 
Bchmrti,  1i. 
Newton,  97. 
Igniting  gases  or  inflamroBble 
vapotirs  in  gas  engine  cyliu- 
deni 


4 


JDliMon  (£*iioi 

"      -jiCoiadt]. 

JOimaon  ILtnoiri.X 
PMezl.sai. 
N««ton      (Bartaati 

Matttarci),  S4H. 
Arbos.SM. 

Brooiniui  t«fo),37a. 
Boiilton,  417. 
Ge.lKB{CTer^I»J,*S9. 
George,  4SS. 
By  flsiDMi 


i 


By  jjhOHiliide  o[  hydrogen : 
Smubj  410, 

India-mbber  fiexilile  bag  and 
roller,  olitwning  motive 
power  from  ; 

Pilbrow.  eiHi. 
Brouiwiull,  401. 
India-rubber    packing   for   air 
and  gas  enguiea  : 

Fuller,  Jnnuea,  and  Fsti- 

BliBwe,  .is!. 

£rouiwic!i,  401. 

India-tubber    springs,    storing 

motive  power  by  use  of: 

PUopmirsog.' 
Lubricating    air    and     \iipor 


;r  {IXarlai,  >19, 
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Motive  power^  obtaining^,  me- 
thod not  described ; 
Moore,  8. 
Tmock.34. 
Jefferies,  53. 
Gopland,  57. 
Peto,  59. 
Fuller,  68. 
Bninton.  M, 
Wasa,69. 
OoplancU  72. 
Btamrfeld.  7S. 
Heath,  75. 
WooUama,  76. 
Woollams,  77. 
Golightly,M. 
Yaile,  102. 
Greenstreet.  102. 
Toung,  104. 
Sheaf;  lis. 
Simpson,  115. 
Franzoni,  122. 
Homblower,  125. 
Buchholz,  181. 
Maillard,  138. 
Oowing,  140. 
Greenough,  144, 
Fletcher,  149. 
Stepliens,  152. 
Sleigh,  152. 
Sainbridge,  164. 
Wickens,  154. 
Cooper,  228. 

Muriatic  acid.  See  Hydrochloric 
acid. 

Naphtha,  working  engines  by 

vapour  of: 

Generating     and    condensing 
vapour  (»; 
14'ewton,  261. 
Jordan,  444. 

Igniting  and  exploding  vapour 

i^rowne,  64. 
Bobinson,  104. 

Nitrates.     See  Gas  generating 
by  nitrates. 

Oscillating  engines : 

Want  and  Yemum,  132. 
Fontainemoreao,  14L 
Sinclair,  161. 
Davis  and  Evans,  341* 
Vnison,  859. 

Bamsbottom    and    Black- 
bum,  410. 
«GeoTge,468. 

Packing    for    air    and     gas 

engines : 

Wharton,  105. 
Girard,126. 

A. 


Packing  for  air  and  gas  engines 
— co»^. 

Kinsman,  133* 

Moat,  134. 

Johnson,  146. 

Newton,  149. 

Fuller,  Jaques,  and  Fan- 

shaw,  328. 
Newton  (Soot),  344. 
Messer,  396. 
Falkner     (Sakhoin     mtd 

Richards),  422. 

Paraffine,  petroleum,  &c.: 

Gilman  and  Sowerby,  51. 
Harvey,  388. 
Stevens,  395. 
Messer,  896. 
Siemens,  411. 
Boulton,  414. 
Brooman  (Beinlein),  430. 
Horstmann,  438. 

Pendulums,  motive  power  from. 
See  Weights. 

Perpetual  motion,  air  and  water 

used    for    obtaining.       See 

also  Perpetual  motion,  floats 

used  to  obtain : 

Parkes,  30. 

Copland,  41. 

Copland,  48. 

Copland,  76. 

Shaw,  113. 

Aitken,  124. 

Ponpon,  182. 

Johnson  (Armengaud),  205. 

Johnson  (ArTnengattd),  210. 

Dembinski,  243. 

Cavalerie,  267. 

Kyishogloo,  268. 

Miennons,  276. 

Tv88en,287. 

Hunt,  289. 

Mennons  (Ldserson),  300. 

Boutet,  303. 

Huddart,  308. 

Perr6,425. 

Perpetual  motion,  atmospheric 

pressure  used  f6r  obtaining : 

Varley,  23. 
Bangeley,  88. 
Coplfina,44. 
Stuokey,  101. 
Crowther  and  Teall,  160. 
Warren,  217. 
Beech,  259. 
Pickering,  283. 
Jumelais.  291. 
Predavalle,  800. 
Predavalle,  817. 
Lloyd,  868. 
Bonnier,  409. 
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Adhuton  pMai 


Perpetual  motion,  centrifugal 
force  ueed  to  obtain  : 
Hanlubee.  *. 
BtephetiDini,  S. 
GwjfiiTia,  U7. 
Hvnr«in>,tTS. 
Huddart.  SU. 
Ckvrtlerie,  SIO. 


Htnlerie,  »je. 
lohiuon      (Dttbra 
Sentard},*a- 


Perpetual  motion,  oompresscd 
all  used  for  obtaining ; 
Acting  tis  Barkor'a  milli 


Braiill.  88. 

Ford,  lU. 

Triei,Ml. 

Syiduxtloa,  HB. 
Actlnf  on  Onlblo  tubes  i 

Frodotto,  CM. 
Aotliw  on  mMallio  p!al«9 1 

Uofd.lU. 
Acting  oil  ptatotii  or  covers : 

B^iibrulKs.  en. 
Oomucli.  lis. 
Thunpwin,  lEO. 
Tri«a,ltt. 

Crowther  uid  Trail,  IM. 

Uorrbhiw, 

iTohnton  f.lmvn^aii'f).  3i 

Johnaon  (Armtntfavil),  i 


Humith.lTS. 
Wlttanbiii-  - 

Smith  and. 

Wiight  tmd  U< 
FMoHcXM 
SiBlth  and  Cbei 

MaIIIaKl,3Se. 

Wat  (a.  413, 

Rico,  tSI. 


rs. 


Popetnal  motion,  &c.— 

Acting  nn  pIoDFen ; 


laboorin.  !M. 
BninwlGh.  3CL 
Bromwich,  ML 
Million  itnitt in £Tlmdci 
Craatber  uiil  iWl.  Ill 


JahuHn  (ArmcHgaiid}.  210. 


Itathta  and  Ellis,  its. 
Rathcii.iM. 

Perpetual  motion,  compressing 

Bf  HoitrifiuBl  torc«; 

Fonl,lSr 

Gwyone,  1*7. 
B>  ite  a«n  motion ; 

Vrfe«,lia. 

Bninisr,  14B. 

Briuiivr,  IM. 

Lavonoa  (BrKnUr),  SOV. 

Monnona  (IWereVff), « 
B  J  loaded  ptatona ; 


Mad[ard,S 


(cilardcan,  129. 
Boussol.  asT. 
Hart,!S». 


«psry,  I2t 
'Wflb£,  IBS. 
Thomiis, »!. 
Staunton,  nO. 
Sffinhump,  £21. 
MeDuane,17e. 
Homple,  as. 

Perpetual  motion,  doala  used 
to  obtain ; 

'     Xot  on  wbeela  but  combined 
with  lovers ! 
JonlHi,S& 
Tboupsan.  IM. 
Lfldehe.  «re. 
Smith  and  Chcaw,  SSO. 
Not  on  Wlweli.  but  rerolrtiig  i 
Wolff.  2S9. 
Ladeke.  W7. 
Zatiu).  438. 
Gniud,  M7. 
Wot  on  whoola.  Wllap« 
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Perpetual  motion,  &c, — cont^ 

Jones,  2S6. 
Jones,  248. 
LUdeke,  879. 

Not  on  wheels,  not  collapsible ; 

Lttdeke,  267, 

Boutet,803. 

Lacomme,  315. 

Liideke,  334. 

Smith  and  Ghease,  363. 

GteTard,447. 
On  wheels,  ooUapsing ; 

Copland,  48. 

Copland,  76. 

SLis-Geresd,  246. 

Middleship,  272. 

Huddart,  305. 

Huddart,  808. 

Barth61emy,  811. 

Soutet,385. 

Gedffe  (Sarraziu),  347. 

HecKetnome,  354. 

Gourtenay,  358. 

Courtenay,  365. 

Perr6,434. 

Prince,  446. 

On  wheels,  not  oollapsuig ; 
Parkes,  30. 
Copland,  48. 
Predaval,  69. 
Sleigh,  198. 
KisGeresd,  246, 
Huddart,  308. 
Jacquelin,  420. 

With  an  endless  chain ; 
Wolff,  229. 

Perpetual  motion,  levers  used 
to  obtain : 

Sutton,  88. 

Prtehe,  144. 

Pitt,  164. 

Johnson     {GuichenS    and 

Burgalat),  184. 
Amezaga»  185. 
Malavas,  213. 
Be  Mori^s,  221. 
Benton,  227. 
Worts,  808. 

Bluzat,Eivi6re&Maigron,321. 
Bowler,  324- 
Oavalerie,  880. 
Orth,  360. 
Keyworth,  361. 
Guillemot,  872. 
Gedge  {Chenille),  453. 

Penaetual  motion,  momentum 
€1  falling  or  moving  bodies 
used  to  obtain : 

Bainbridge,  89. 
Aitken,  124. 
Amezaga,185. 
Hunt,  196. 
Swinburne,  222, 


Perpetual  motion,  pendulums 

used  to  obtain : 

LMeke,  163. 

Worts,  209. 

Mennons,  276. 

Evans,  345. 

Evans,  858. 

Boothroyd,  370. 

Del  Bio,  872. 

Johnson  {Mowteeuceo)^^!^. 

Perpetual  motion,  pressure  of 

fluids  used  to  obtain  ; 

Douglas,  71. 
Sleigh,  198. 
Pr^davalle,  286. 
Nasmyth,  293. 
Picciotto.  294. 
Pr^davalle,  300. 
Pr6daTalle,817. 
Pr^daTalle,  843. 

Perpetual  motion,  springs  used 

to  obtain : 

Campin,  116. 

Buchholz,  147. 

LUdeke,  163. 

Johnson    {Ouicheni    and 

Burgalat),  184. 
Warren,  217. 
Montel,  269. 
Mennons,  275. 
Sax,  315. 
Evans,  345. 
Dembinski,  857. 
Dembinski,  865. 
Gedge  (CA^i^to).  453. 

India-rubber ; 
Dewsnup,  188 
Dembinski,  357. 
Dembinski,  369. 

Perpetual  motion,  static  pres- 
sure used  to  obtain : 

Buchholz,  147. 
Starbuck,  287. 
Bowler,  324. 
Orth,  360. 
Adams,  446. 

Perpetual  motion,  vacuum  used 
to  obtain.  See  also  Atmo- 
spheric pressure : 

Shaw,  118. 
Nasmyth,  118. 
Knocker,  218. 
Nasmyth,  273. 
Nasmyth,  298. 

Perpetual  motion,  wedges  used 
to  obtain  : 

Pitt.  164. 
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Durlow  Bnd  JjaMivm,  ST 
WeiBhts  (jnlwams; 
OrenyBa,  188, 


isaert,  133. 
Hiiddftrf,  217. 

KJfhnrd. 2B1. 


MfUETOD,  S2 


Vnathier,  i 
WeightB  on   rerCilTilig  wheels. 
Bee   alio   FerpetnnJ   motion. 
flostB  used  to  obtain ; 

HUller,  B. 

UorW.U' 

Sohwfers  uid    BljiJestejii, 


bsw  ISlieiaao-^ContiUo), 


Perpetual  motion,  &c.~c<mt. 

Hiiddard,  ilT. 
Badignet,  !i5. 


I>oUEh^.  SSt. 
TnjlOT.SSe. 
SoweU,Mn, 
Bobert^ssi. 
AiiRelii  («a/n«o»«),  S7B. 
ArtierlCT.  STB. 
Culombe.UI. 
Jncquelin,  tSt. 
Etoll,  *gT. 
BobertB,  4S1. 
BcKde,  «1. 
PerTS,*M. 
Prince,  ME. 
Gerard.  *«. 
Woiglils  consiaHne  of   ioiuteil 
rods  or  levers  on  wheels; 
Hijywood,  18. 

Bann-r.  IM. 

Hale,  tm. 

LeadbetUr.an. 

nalfci7S. 

Bowler,  ttu. 
■WeightHCFnBorewBi 

Oulton,  m. 

Cummiudwir,  SSO. 

Bsrlow  (CSiHiHiaiidmr).  2flT, 
Weights  unsnpiKirled ; 

Newlon,  196. 

Knoclier.  iis. 

Bebour,  318. 


W( 


XI 


>d,  1U. 


Atherlej',  *78. 
Perpetuiil  motion,  wheels  used 
to  obtain.    See  oho  Weights 
used,  &c. 

Oaralerie,  H4. 

Toothi.'d  wheels : 

Matthlai  and  Boiloy.  191. 

Annratein,  Clegg,  »nd  Thor- 

rmgUni,3Bi. 
SembinaU.  SOS.  - 
SmtXlXli. 
EloU,  407. 

Perpetual  motion,  undescrihed 
mechanism  ctaitned  for  ob> 

tajning : 


J 
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Pei'petu&l  motion,  &c.— 

JOhiuoa,  37. 


Pmkiu,g& 
■WhartomlOB, 
Iieanard,  121. 
Qinrd,12a. 
Mod  travel,  ISL 
Aiohibidd  (Pain. 
Heimoiis     (Mat 
Brunier),  SIB. 
Humett.im. 
KercadclSt. 
BoulUm.Mt. 


JHJUIHJD,  WO. 

Clark  {CM»},  at. 

BoultoD,  417. 

Ab«l  ILadgen  and   Otto), 


Eroomao  (0«o), S73. 
Johnson  (ffu6ert).S83. 
Wenham,  3»». 

FleHblsi 

Aldridge,  121). 
Govemor: 

Schieta,un. 
Hollow  1 

Ueiketam,  Its. 

"— '"—  10*. 


Badj)«,s8. 
Eeminfton,  1S7. 
Fo^.Im, 
CsTslerle,  M4. 
Ealldon,  £80. 

Hamett.SSS. 


Piston    trunks.      Set    Trunk 

engines. 

Piston, weighted.  Sm  Weights. 

Products  of  corobuation,  en- 
gines worked  \if.  See  ander 
Heated  air  engines. 

Re-action  engines : 

Kempelen,  10. 


Mac!EtM,». 
Pilbrow,  lOL 
Filbow,  101 
iMBnl.lli. 
Lesnard,UI. 
Bathen,U». 
'WiboD.US, 


WlielB,lS6. 
Veeni9,ls«. 
Bat«^  lt7. 
Bresson,  lOS. 

81*te,ieB. 

Nicholl^in. 
SoobGt,lW. 
ThomBOU,  £09. 
»inwil,Ell. 
8dilele.SM. 

" isc 


JumcikU  3IiL 


Hennons  {.TtUtOiiS),  3M. 
Ccjfcy,s*l. 
Parker,  SSD. 
HonKin,SS7. 

Buddsn  (PiIiHiuteii),  362. 
LloTd,  S76. 

Hoebl,  Brakell.  uid  OOn- 
ther.ns. 


Regenerative  engines : 

Blemena,  U9. 
"'        11^  IS*. 


INDEX  OF  SUBJECT  MATTER. 


Kotary  cnginea— 


ClKtlOtfriB),«8. 
With mdh^ floats  or  Inuki 


Kni.%,UO. 
F'ith  Heiiblc  tuiK  ni 


'WltlinTOlvIng  internal  coi 

DrMiuih,  11. 

Bninah  Mid  DIcIecii^dii 


Ilombloirep,  IM. 
Bollford.  ISO. 
Paney,  ISS. 
IhHinelt,  SEH. 
Newton  (Ja»«),  SSI. 
Huggctt,  ssa. 


Bolftry  engines — coni, 
Tibbits,  tS3. 
BogHfltt  tni  Smith,  1 
Bniclair.lTS. 


tiiKham  and  UincMilTo,  3«, 
Newloa(fiA>t>.ll44. 
Cilsrh  (ffxi-sr),  351. 


1 

I.23T.  I" 


With  TBDeik     Am  oIm  Bolarr 
encinea    vith    bitclceti :   tad 
Windmills; 
PajTiB-B. 

Hatsley.  IB. 
Fitigerald.  10. 
BMinialei',  to. 
Dumbe[1.  Bk 


M 
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Rotary  engines — cont, 

'WUliaiDS,  90. 

Tibbits,  124. 

Walker,  124. 

Wilson,  129. 

Booth,  143. 

Gorman,  154. 

Bates,  157. 

Goddard  and  Tates,  194. 

Ginurd,  212. 

Bourne,  255. 

Brooman  {LarocheUe),  262. 

Harthan,  272. 

Stevenson,  817. 

Brittain,333. 

Crestadoro,  354. 

Budden  (PUkington),  362. 

Graham,  880. 

Boulton,  895. 

Boulton,  414. 

Boulton,  417. 

Brookes   {PerricauU,  Far- 
cot,  and  Chateau),  411. 
Newton  {FarcotandPerri' 

cault),  440. 
Watts,  461. 
Sloper,  454. 

Smoke  jacks : 

Prosser,  21. 
Braithwaite,  22. 
Prosser,  88. 
Thin,  60. 

Springs  used. for  obtaining  mo- 
tive power.  See  Perpetual 
motion,  springs  used  to  ob- 
tain. 

Springs  used  for  applying  or 
storing  motive  power.  See 
also  Clockwork  used  for 
storing  or  applying  motive 
power : 

Napier,  65. 
Hood,  112. 
Maberly,    Branwhite,   and 

Lusher,  120. 
Filopanti,  806. 

Stu£&ng  boxes  for  air,  gas,  or 

vapour  engines : 

Newton,  97. 
Moat,  184. 

Sulpburet    of   carbon   vapour 
engines : 

Siemens,  168. 
Stansbuiy  {ffughea),  197. 
Foutainemoreaii,  280. 
Newton,  249. 

Hochstetter  {Seufetih),2Sfi. 
Seyf erth,  266. 
York  (Hughet),  276. 


Sun,  obtaining  motive  power 
by  the  heat  of  the  : 

Montraval,  152. 
Ponton,  196. 
By  action  of,  on  magnets ; 
March,  259. 

Tides,  power  from.     See  also 
Waves. 

Hadley,  2. 
Fitzgerald,  19. 
Seward,  165. 
Filopanti,  303. 

Trunk  engines : 

Brooman  (Archibald),  846. 

Mennons  (JBelou),  348. 

Knowelden,862. 

Huch  and  Windhausen,  402. 

Boulton,  405. 

Hicks,  412. 

Turbines.      See  Re-action   en- 
gines. 

Vacuous     chambers,    employ- 
ment of : 

Pinkus,  86. 

Pinkus,  110. 

Clarke.      Freeman,      and 

Varley,  117. 
Fell,  126. 
Wilson,  228. 
Silvester,  248. 
Harris,  252. 
Pilbrow,  290. 
Bcmington,  380. 

Vacuous  chambers,  producing. 

-  See   also   Atmospheric    en* 

gines : 

By  heat ; 
Lillie,  86. 
Fell,  112. 
Jenkins,  155. 
Newton  {Catneron),  452. 

By  steam  power ; 
Pinkus,  86. 
Bragg,  135. 
Parker^  437. 

By  the  sun; 
PonooD,  196. 

By  tarious  ways ; 
Squires.  128. 
Pilbrow,  290. 

By  water; 

Wilson.  228. 
Nosmytb,  228. 

Valves  : 

Hall,  65. 

Taylor  and  Davies,  78. 

Want  and  Vemum,  132. 


<* 
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taA    Khtfik' 


)rmnt,  4Uk 
Uptntctff,  ill. 

7wiK*tr      (JicUflttin     and 
MAclut/rdu),  422, 

WfufUfth  Wk 
Aikitutfm,  ML 

V*ne*.  Hm  under  Windmills ; 
VuA/KTf  engines. 

Vapour  engines.  See  aUo  Al- 
c^;hol  i  Ammonia  ;  (Phonic 
icid  ;  Chlrm/form  :  Kther  ; 
H/'lrochloric  acid ;  Naphtha ; 
ParaiUnc ;  and  Sulphuret 
of  Mrbon : 

Workfil  by  oxplowloa  of  InflatU' 
niAblii  yhwmr  \ 

Striwi,  10. 
Irown.  M. 
Ilaxam,  56. 
K()bltiM>n,  104. 
'Wetihatn,  900. 
HtovvtiM,  800. 

WorkoU  by  ijroNMuro  of  various 
gonuratou  VRi>ouri ; 
Pnyno,  4. 
Ilrnnmh.  11. 

llmitith  and  Dlckinion,  14. 
lililiuti.  m, 
Hrunoi.  02. 
llow»ru,  0S. 
MoikolAiu,  00. 
Howard.  flO. 
Hdliwarti,  72. 
Newton,  U7. 
Roblnion.  104. 
2\rflWton,  183. 

^owton.  IM.  \ 

Oilinpbcll*  108,  \ 


If  o  iphre/i^ 
W€«tfccnkn 


Boiilton,4M. 


Jordan,  Mi. 

Wares  or   rolling   of   vessel* 

obtaining  motire  power  from. 

See  alio  Tides : 

Fitzipeiald,  10. 

HLorauittJ, 

Stoluiiejrer*  97. 

Roberts  and  Beale,  270. 

Criapiii,  2891 

Ged^  {EtiarU  and  Car^ 

Weights*     obtaining     motire 
gower  from.    See  also  under 
rerpetual  motion : 
Cohade.818. 
Henry  (OaUego§),  S80. 
BoMhard,201. 
Brooman  (Otto),  S7S. 
Heavy  liquids  acted  on  by  steam, 

Bamsay,10. 
NeyU]e,4e. 
Williams,  61. 
Blkington,81. 
Degrand,83. 
Macrae  {Degfrand),  SL 
Weems,  106. 
Weems,  168. 

Johnson  (Armenffoud)  t%lO. 
Monson,867. 
Pendulum ; 

Fitsgerald,lS. 
Roberts  and  Beale,  870. 
Oriflpin,880. 
Hemry(G^alli«KW),SSO. 

Raising  weights  lij  oomprMsed 
air; 
'BmbanuSl. 
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Weights,  &c. — ctmt, 

Botating  weights    combined 
with  steam,  air,  Ac. 
Beck,  75. 
Beck,  77. 
Beck,  80. 
De  Grand,  88. 
Weems,  156. 
Ghameroy,  107. 
Staadt  {Schroeder)t  32lf, 
Andrew,  282L 
Huch  and  Windhaiisen,440. 

Windmills  and  engines : 

Johnson,  1. 
Hadley,  2. 
Medhurst,  25. 
Medhurst,  27. 
Barratt.  30. 
Watts,  35. 
Oldham,  58. 
Hewes,  62. 
Burlingham,  66. 
Atha,  116. 
WUson,  129. 
Kufahl,  171. 
Goble,  179. 
Zahn,  214. 
Peabody.  216. 
Pratt  (Harrison),  222. 
Peabody,  251. 
Cave,  273. 
Thirion,  290. 
Bossherd,  291. 
Luis  (LetJners),  296. 
Stevenson,  317. 
Eccles,  382. 

Horizontal  or  vertical ; 
Heckford,  2. 
Hadley,  2. 
Brent,  2. 
Mcintosh,  8. 

Horizontal  or  vertical  engines 
with  a  case : 
Langworthy,  7. 
Watts,  35. 
Walker,  88. 
Booth,  143. 
Brooman,  152. 
Johnson  {ChilcoU  and  Pah 

mer),lW. 
LaBarre,267. 
D^pinoy-Pr^hamon,  262. 
Sloper,  268, 
Cave,  273. 
Bold,  278. 
Destas,  809. 

Horizontal  or  vertical  without 
acase: 
Stephens,  5. 
Kay,  6. 

Langworthy,  7. 
Gullett,  10. 
Silvester,  17. 
Dunn,  20.    . 
Maunsell,  22. 

A. 


Windmills  and  engines — cont, 

Beatson,  24. 

Brown,  29. 

Brayshoy  and  McMahon,  81. 

Sampson,  82. 

Long,  35. 

Allm,  38. 

Bainos,  39. 

Oldham,  58. 

Hale,  72. 

Bate,  78. 

Btollmeyer,  97, 

Talbot,  111. 

Biddle,  115. 

Gedge  (Batte),  224. 

Laug6rc,  265. 

Calvert,  266. 

Cave,  273. 

ChardemitO;  835. 

Ash  by     {Haustoald      and 

mUmar),  858. 
Eccles,  382. 
Hewes,  899. 

Propelling  carriages  by  wind ; 
Hadley,  2. 
Carvalho,  7 
Cave,  273. 

Propelling  vessels  by  wind ; 
Brayshay  and  McMahon,  81. 
Carvalho,  76. 
Stollmeyer,  97. 
Brooman,  152. 
Hann,  210. 
Soelman,  213. 
March,  246. 
Cave,  278. 

Barland  and  O'Keefe  {BaV" 

land) ,  884. 
Barland,  399. 

SailSgjpaddles.  or  vanes ; 
Hateley,  16. 
Sutton,  28. 
!Barratt,  30. 

Brayshay  and  McMahon,  81. 
Baker,  31. 
Cubitt,  33. 
Allin,  88. 

Pauly,andEgg,89. 
Dawson,  41. 
Oldham,  58. 
Hewes,  62. 
Carvalno,  76. 
Stollmeyer,  97. 
Bates,  157. 
Soelman,  218. 
Zahn,  2L4. 
Cave.  273. 
Thirion,  290. 
Luis  (Lethiers),  296. 
Day,  298. 
Streather,342. 
Hancock,  432 
Sloper,  454. 

Sails,  furling ; 
Hilton  12. 
Mead,  13. 
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WindmiUs  and  engines— coii^, 

Bywater,  32. 
Sampson,  32. 

Sails,  regulating ;  • 

Lee.  6. 
Mcintosh,  8. 
Wiseman,  9. 
Hilton,  12.    . 
Heame,  12. 
Mead,  13. 
Hooper,  18. 
Silvester,  17. 
Beatson,  24. 
Sutton,  28. 
Bywater,  32. 


Windmills  and  engines-*coji/« 

Sampson,  32. 
Cubitt,  33. 
Balnea  39. 
Hawes,  62. 
Burlingham,  66. 
.  Bate,  78. 
JiAberly,   Branwliit«^   and 

Lusher,  120. 
Peabody,  216. 
Zahn,  232. 
Zahn,234. 
Peabody,  261. 
Luis  {Lethier8)t  296. 
Streather,  342. 
Bccles,  882. 
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